DOCOHBIT BBSOBB 



BD t75 €05 
lOSHOB 

TITtB 

ZBSTZTOTZOH 

BEPOS; BO 
FOB OAT* 
BOTE 



EDBS PBICE 
OSSCBZBIOBS 



BC Oil 592 

Bcookhiaor# Coap.; van der Saissen, Betty^ 

COB p. 

(Co»p«&dlQS o£ State Laws and Begalatlons for foutb 
caips)* 

Center for Disease Control (DHEB/PBS) « Atlanta* 
6a. 

CBC-TS-SaTO 
Dec 73 

(i73p«: Based on a draft issaed in 1977 and revised in 
1971; 3aaXl print aay be aarglnally legible; Bleeding 
occars on several pages and aay sake good 
reprodacibility dif ficolt 

BFOI Plias Postage. PC Hot Available froa EDBS. 
Caap CoanseXoTTss *CaBpi&g; *Oay caap Prograas: 
De£init.ions: Pood Standards: Bealth Facilities: 
Personnel Policy; Becreatlcnal Activities; 
Becreational Facilities: *Besident Caap Prograas; 
Safety; Sanitations *State Legislation: *state 
Standards; Transportation; *roath Prograas 



ABSTBACT 

State laws and regulations applicable to youth caip 
op«ratioas provided by state agencies are organised in this 
Coapandiua under ten aajor headings: personnel: prograa safety; 
personal bealth* first aid* and aedical services: site and 
facilities; sanitation; food service; transportation: priaitive 
caaping and oat-of-caap trips; day caaping; and travel caaps. These 
aalos areas are further divided into soae 70 snfacategories ccverina 
specific topics such as staff gnalifications and responsibilities* 
Staff*caaper ratios, eaergency procedures* hazardous and high risk 
activities* physical esaainations* coaaanicable diseases* facilities 
deaion* waste disposal* and seal planning. Bitbin each subcategory 
the laws and regulations are arranged alphabetically by state and 
are* la nearly all cases* presented verbati.a. The Coapendiaa includes 
all legislation specific to yooth caap licensing and regulation; it 
excludes* with few exceptions* general legislation applicable tc 
yoittli caaps. A section titled "Applicability" provides each state's 
dsifinition of "caaping" and explains types of caaps which are naaed 
in the states' statates or regulations. Additional inforaation 
includes a list of states which regnire licenses or peraits to 
operate a caap and a directory of agencies and personnel responsible 
for adainistering the youth caap lavs and regulations. (JB) 
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e froa the original docuaent. * 
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FSEFACE 



Thi. C«p..^l„ i. k„e, „„„ ,fc„. ^^^^^^^^ ^^^^ ^ 

.p.r.Uo« provi.^ , ^^^^^^^^ 

laws and reg«l«tioi« in each atmtt by the DHEtt *j 

■ « oy Che DHEW, Center for Diaease Control. A liating of 

p™.^t U.i.o« officr. „.t. o. p... «„. Co-»ic.tio. .„ „e.i,.a f™ .„h of 

«ft, ...... 1. „.p„... „ . „^ ^^^^^^ ^^^^^ ^ 

tel«phoi^d. 



AH l.gl.U.i0. .p.oific ,o y„„h C-p .. 

..»r.l .ppu„„. „ ^^^^^^^ ^ ^ 

^for,. c-p«.i„ i. ^^^^^ ^^^^^^^^^ 

«.p«,di„. s..« omci.I. I. ...Uion. .K. ..fUitio. of C..P10. .„i.. ,™ 

..... .0 ...... Th. .p.cific ....„.„^ „.„,.,^ „„„. ^^^^^ ^ 

a.... on p.... X ...ou,. Of c^io. j„ „ „^.„,^ 

be found in the aectioo entitled Aoplicabilitv d.b<i q 

»i»P**caDiiicy, page 9. Further there are la»a of general 

.ppUCiU., _ ^ ^^^^^ 

„p„.... ^^^^ ^^^^^ ^^^^ ^ ^^^^ ^^^^ 

c-P =p.r..io„. .„ „.„. ^^^^ ^^^^^ ^^^^^ 

^nc^iUty .0 .peclficU, for c.^.. o„ ^ 

. .o..r. „„ .o^l.„ ,.,j..„,^ ^.^^^ ^ ^^^^^^ 

I*. <V-p..,.l» i. or,«,U.i u„ „j„ ^„ op.,..io„., .„„ „ 

c....ori... M„ .^..e..ori.. .„ ^^^^^^ 

.m^»U.lly. T., x„. „3„,„,„. ^^^^^^^ ^ ^^^^^^ 

^. .o ero..-„f.„„o. .opio., >,o«v.r. .h. pl.e«.. of i.fo™.tI» Uto ..... cro..- 

referencing is subject to huaan fallibilltw • ^ 

««n r.iubiiity. Finally, «, Index of States with page citations 

to law. or regulation, for each state s«y be found on page 483. 

With the continuing i^,t«,ce of legal control, in the capping field, a. well „ the 
dyn-ic .tatu. Of laws and regul.tions. it £. iterative that information be ^pt up-to-date 
Opd-tlng Of infor«ti«. „ „ .^.^onal infection or corrections, ahould be .ent to 
the Center for Di.ease Control. 
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SlttKASY 



XhivtY^mix C36> tCatca reported no ehaase in lmoi^^M^.t^ , . 

»~ no cnange in legHlatlon or regulation since the Draft 

Coufndixm. These states tnire: 

A^U^ f*°f'*f'^ Pennsylv«,ia 

Coioredo Sr^and ^"'^ Carolina 

Ceorflia Michigan Tennessee 

B^lii Hi«»esota Texas 

?:int 

Iowa S^**^"* Washington 

OklshoBM Wyoming 

Dr.tt <^o4l«. but .ith .h. .dditlo. Of „..«.. „g„uti... f.„i„ „ 
ct...ri.. ...tion.. Of .H... H .t.t.. „ ... 

tta, «.« 1. pr.c... of „U1^, „,i.i^, „ ™,„Utio„ „./o, th... „„.. 

.» *rk«.„, i.,i„.. K.„„,k,, ^^^^ ^^^^^^ ^^^^^^ 

-P^t.. „d b. 3„„,^^ ^^^^^^ ^^^^^^^ 

roporfd th.t pro,»„d youth l.si.l.tioo £. th.t St.t. h.d f.il.d to p„. i„ x,7B. 

»i. ««.. r.p.rt.d ^uor ch.n„. c>,„,.. i„ o„. .„. of „,.l.U^ „„„„ 

*■ -.t.r r.,ul..ion., or »=.„.. f.... .j. .„ 

CUtot.1., Connocticut. Fl.l,r..k., Se. K«ico, Ohio „d wi.co..in. 

Eight .t.t.. i.dic.t.d u« 0, „t.„l„i, ^1.,..^ 
.ippi h^ p....d .t.tut.. ^ rnuUtio... Hi.„u„.ou. r.r.l«io«. „re reports .. 
pr.po«d ». th. »r.,t c-p„di„. H.....hu.«t. .nd 0„.„. h.« dt.ftod „.„x.ti.u. ^j,, .„ 
in th. fi„, „ „„pt„c.. ,h... dr.ft „,ul.tlo=. .„ included in thi. c.^„diu„. 

FlTid., H-p.hlr.. ^ ^ ^^^^^ ^^^^^^^ ^^^.^ 

previoos regulstioos. 

.£ th. «, ,.^...tin. H„ . ^^^^ ^^^^ ^^^^^^ 

p»v.l.nt in p^inu, ...loUtlon. «h.„ th.r. „te .„ „.„Uti„... th., ..™d to h. ,„id.d 
b, or «,d.l.d .ft., th. p.op...d CDC Su„..t.d 8t.t. st.tut. .„d ReguUtlon. .nd/or th. 
iMticm Cmpio, .A.,ocl.tioB', StMid.rdi. 



Ugi.Utl" ««. th.t !.«. »ot b«. d..U .1th in thl. cowndlu. include thoM of fx 
U.. ^ ^ni- ..... Th... «. nnt lU.ly to b. «itt.n dlr.=tl. Into c-, l.,i.l.tlo.. 

but tb.ir .p,Uo.ti» b- P.'v..i« U£l».«c. on the <.p.r.tl«. of ,.uth c-,.. lb... 

cu«..tly «... .« P«tl«>"" "■"""•"^ "°*"' 

..n«.l food ..r.ic, ..t.r .y.t» «.d .,.t." 
A ry of tb. .f .t.t.. .bleb b... .t.t„t.. or r.,ul.tl... In th. ,..io». 

snd eategoriet £o11om: 

Countelor's Qualifications and Trainvng 

Coimaalor to Caapar Satio ^ . . 11 
Director • a QuaXificatiooa and Training 
Director and Operator Rciponaibilitias 
Hequirad Cmp Per tonne 1 * 
Director 

Sll'^iJtivity Leader. - Training and Certification 
Health Perionnel - Training and Certification 
Maintenence - Other j 

Standards and Heferencei , g 

Personne. Policies, Records, and Job Descriptions 
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PSOCRAM SAFETY 4 
Progrsa Ai»s and C»>jectivcs ^ 
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Stipervision of Activities ^ 
Discipline ^ 9 
Safety Education 

Eaergencies and Evacuations - ,3 
Eaergency Procedures and Training 
Emergency Telephone Hutabers 

Emergency Cocmmication Systems ^ 
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Fire Regulation* «nd Equipment -.rfoveable) « 
IdentifictioB «ad MinUiz.tion of Hazard. 
Handling «nd Storage of Flaamable Liquid., Poi.on-, 

and Chaisicala H 
Po^r TooXa 

Special Program Areaa - ^ , . g 

Hasardoua and High Riak Activities ^» 

Swinsing . ^. 16 
Boating, Canoeing, and Pishing 

ai fiery 15 

Archery n 

Roraeback Riding 3 
Traapoline - Other 



PERSONAL HEALTH, FIRST AID, AND MEDICAL SERVICES 

Health Supervi.ion and Qualified Health Supervi.or 
Doctor On Call 

Standing Orders ^ . , ^, • s s 

Arrang^ota for Emergency Care (Hospitala, Clmica) 
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Tr..t-.Bt «d Prevention 

lilll 1"*?^*^ Csftifiction 
First Aid Supplies 

Kedicetioa Stor««« end DiaburfeBeat 
Bealtb end Accident Zneurence 
Einergency Tr«aiporteti«i 

SITt AKD FACILITIES 

s°J«"2r."»J'-" »« Co..t„c.io. ^p„v.l 

General Locetion and Adequate Space 

Drainage 

Aceeaa 

Faeilitiea Deaign - 

Site and Faeilitiea Design 
Beating, Electricity, and PltMbing 
Playground and Recreational Equi|««nt 

sJlZ'lli'l,^^^^^^^^^ - Alar, system 

Living and Sleeping Quarters Design and Location 

Special Prograa Areas and Facilities - 
SttisEing - Natural Swia Areas 
Swisming - Paols 
Archery 
Riflery 

Horseback Riding 

SAHITATIOH 

Toilet Facilities 
Sewage and Liijuid Waste Diaposal 
Solid Waste Disposal (Garbage) 
Bathing, Ba»Iwasbing, and Uimdry 

l31"'8.i:?;tC^'^' "^"""^ ^°^"^> 

•Safe Water Supply c»d Safe Ice Supply 
Namccnanee Supervisor and Caap Maintenance 

fOQD 8EEVICE 

Food ^rvice Regulations/Kitchen and Pood Preparation 
Food Source 
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Dish Washing sod Sanitation 7 
Singls Ssrvics Articles j5 
Food Service Pcrsouisl 

^Sf^of C-P VshicUC.) «d T.ai«. 

Firs, First Aid. sod Epsrgsncy Equipatnt ^ 
C«qwr and Staff Trsnsportstion ^ 

Supsrvision 7 

Qualificstioo of Driver 3 

Liability Insursncs -j 
Cm9 Parking and Traffic Coatrol 

PMMITIVB MKPIHC AHO OOT-OF-CAHP TRIPS 

?Mf"Ulific-ti«- and Ratio. (Trip Leadar.) J 

Parsatal Cooseot 3 

Caapsitas 13 

Baaltb. First Aid. and 8*^«7_ . . . ^ 13 
Saaitatioa. Food Supply, and Drinking Water 

DAY CAMPXWS 9 

Gaoeral ^ „ 1 . 6 
Staff Qualifications and Ratios 

Caa^sitas 8 

Haalth, First Aid, and Safety 15 
Sanitation, Food Supply, airf Drinking Water 

TRAVEL CAMPS 9 
General 

« ^ fr- thU .^ry t.. .«« o« Si« ..dU.U. S..l..tio, h«. ... 

.„..« .t.« r...uci».. on. c.t..«y ^00. s.n,ic. — • c-*.""' 

,„c«».. of SO- c.»...i.. H..U.. H.dic.1 S.n,lc». co„- 
..l. «.-Utl». er- n.«X, on.^..f ... ....... ™l 

fr- . f~ .0 of ...... .1* 

....... TH,.. co..i.".tl, X... o. ... ...... 

„,o..i.. -^'^ °' *" 

Tr».,.....l<». frl-ltf 0«.-of-C«, It!,.. ".y c»,i««. 

i. » .u* U.i.l..lo= c.^ ..f.» ........ ">e of ...... 

liMMi&S eif t«gi»tr«tloa In Bom sor». ~ 
-o,.!. cmf .0 tb. »r B«rt of B..lth. 

xii 



Tb. D.p.rt«at of Soci.1 8.rvi« i. ch, «i.poa.ible mjency in Michig«, „d Colorado, in New 
Hm^*Hv* the Water Supply «.d PeUuti«» Control Co«-i..ion i. re.pon.ible while New Mexico 
deeignetee the Baviroaaentel laproveoent Agency «■ re.pon.ible for youth cenp.. 




SOimC^ OF STATE IMiS AND RKULATXONS 



AlJtbas» 



StAtc So&rd of Health and thm State CooDittee of Public Health Regula- 
tions Governing t^ Safe and Sanitary Design, Maintenance , and 
Optra t ion of Caape, 



Alaaka 



^ AAC 20.010 to 20.160, Alaeka Adainietratlve Code, Health and Social 
Services, Cbpater 20. Buildings and Presdsea, Art* 1. Tourist 
Acconodationa. Register 56, January 1976 end Register 45, . April 1973. 
I^finitlon of applicability includes cas^s. Chspter 20 makes specific 
reference to the following also being applicable: 7 AAC 22.200 to 
.350, Article 4. Svisning Pools and Bathing Areas; 7 AAC 25.010 to 
• 30, Article I, Eating and Drinking Establishments; Chapter XX, 
Individual Vater--S^ply and Sewsge-^Disposal Systesis. 



Ariaona 



Departjaent of Health Services. Guide to Operation of Children's Ca«p, 
April, 1975, in accordance with Arizona General Provisions, Chapter 6, 
Article 1, Proposed Youth Cas^ Safety Act. 



Arkansaa 



State Board of Health. Rules and Regulations Pertaining to Caops, 
Hay 2, 1967. In accordance vlth Arkanaas Statutes of 1947, 82-110. 

As reported by Mr. Larry Nipper, Director, Division of Vector Control 
and Recreation, Bureau of Consisaer Protection Services, Arkansas 
I^partMnt of Itealth, Arkansas is in the process of updating its rules 
and regulations for cas^s and expects rules end regulations to be 
forthcoming within a twelve-tacsnth period. Arkansas is expecting to 
update their regiOations under Act 96, s 1913 Health DepartiB^t 
enabling act. 



California 



Dspertoent of Health Services* Lavs and Regulations Relstiog 
to Organised C^s. n.d. Excerpts: CalUomis Ueslth and Safety 
Cods: Divifion 13, Part 2.3, Sections 18897-18897.7 (Camps) and 
Sections 24100-2i*109 (Swissaing Pool Sanitation); California Admin- 
istrative Code, Title 17, Ssctions 30700-30751 (Organised Camps) 
and Sectiiixis 7774-7833 (Swimming Pool Sanitatimi); Title 19, 
SectiwjB 9.80-9.98 (State Fire ffarahal); and Title 24: Secticme P 
lOOl-P 1118 and Sectiona T17-7583-Tl7-'759A (Statis Building 
Standards Commission). 



Colorado 



Department of Social Services, Division of Public Welfare. Licensing 
Standards for Can^s. Effective date April 1, 1970, Authority for 
licensing: Child Care Act, Chapter 119, Article 9, Colorado Revised 
Statutes of 1963 (1967 Permanent Supplement). 



Connecticut 



State Department of Health, Public Health Code Regulation, Section 
19-13-B27a; Connecticut C«ieral Statutes, Chapter 363 Youth Ca^s, 
Sections 19-539 to 548. 



Delai^are 



Board of Health. Regulations Governing the Establishment and Opera- 
tion of Recreational Cas^s. Adopted 1953, amended 1966. Regulations 
authorised under Title 16, Chapter 1, Section 122 (3) (H), Delaware 
Cods of 1953. 



£5 01*^3 



Florida 



Sactlcm 381-031, Florida Statutes. Part II~Chapter 101>-25,75 through 
10D-25,t8, Florida Adminiatrativc Coda. 



Caorgia 



A letter frOT the DepsrtMnt of HusMUi Resources indicated that, 
although there is no legislation directly applicable to caop, the 
local health departiaeat personnel sake routine Inspection based on 
regulations for food service, %»ter supply, sewage disposal, etc. 



Ba%iali 



The Department of Health reported no laws and regulations directly 
applicable to youth caisp, but the regulations on food service, 
sanitation, waste disposal, and sanitary facilities could be applied. 



Idaho 



When the Depart^nt of Health end Welfare was contacted, it replied 
that there was no legislation pertaining to casssps and the health and 
safety of children. 



Illinois 



Youth Caaip Safety Act, Approved 1973; effective January 1, 1^74; 
repealed Youth Caop Health and Safety Act previously effective 1972. 
Departiaent of Public Health. Rules and Regulations for Youth Camps. 
197A. 



Indiana 



n.d« Adopted under 



State Board of Health. Regulation HSE 24 Cansps, 
authority of Public Health Code, 

In a telephone conversation with the General Sanitation Division of 
Indiana it was reported that although these regulations were in f.ffect, 
revisions were in progress and a supplement was expected sometitr^ in 
1979. 



Iowa 



The Department of Health reported that the Iowa Legislature had not 
passed any laws ^veming youth camps, however, the task of writing 
regulations has begun. 



Kansas 



In a telephone conversation with the Department of Health, there were 
no specific camp laws but general health laws, such as food service, 
lodging, general sanitation, sewage, water supply, and disease out- 
break were used. Inspection can be requested. 



Kentucky 



Department for Him&an Resources, Bureau for Health Services. Kentucky 
Youth Camp Regulation, 902 KAR 10:040 (Kentucky Administrative Regula- 
tions), effective Miy 1975. 

The Department of Human Resources of Kentucky indicated in a letter 
written in October 1978 that the listed regulations were in effect. 
They further noted that they anticipated revisions would be made in 
the Kentucky Youth Camp Regulations prior to the next camping season. 



Louiaiana 



Health and Human Resources Administration. Sanitary Code, Chapter XI 
Camps, as revised through Deceater 31, 1973. Printed 1974. 



Maine 



22 MRSA c. 562 Caa?>ing Areas and Eating Establishments ♦ Department 
of Health and Welfare. Rules and Regulations Relating to Boys and 
Girls Camps, Primitive and Trip Camping. Autterity in c. 562. n.d. 
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SUttt Dapartomt of Health and Mental Hygiene. 10.16.03.02 Rules and 
Regulations Governing Camps. Adopted 1965, ataended 1967 and 1970. 



Kassacbusetts 



Michigan 



Department of Public Health. The Sanitary Code, Article IV Sanitation 
Standards for Recreational Caaps for Children, effective 1962, amended 
1963* 

In addition the drafted Proposed Sanitation ami Safety Regulations 
for R«creaCloaal Casps for Children for which public hearings have 
been held and which are now in the process of finalization have been 
included herein in the draft form. 

Michigan Adaiaiatrative Code, R 400.1 to R 400.907 Rules for Licensing 
ChUdren a Caapa, 1973* Authorised by Section 2 of Act No. 116 of the 
Public Acts of X973 and Sections 451 and 453 of Act. No. 380 of the 
Public Acta of 1965, as as^ded, being sections 400.6, 722.102, 16.551, 
16.553 of the Michigan CoapHed Uws. Departtaent of Social Services. 

In a telephone conversation with the Michigan Depart^nt of Social 
Services it was noted that Michigan is in the process of reviewing its 
Rules for Ucensing Children's Caisps. An ad hoc comittee had been 
aeeting, but no changes were expected before the next caaping season 
(Sussaer 1979) 



Minnesota 



M.S. 144. 71-. 76, Children's Cai^s. 
Department of Health, MBID 201. 



1951. Issued 1964. Minnesota 



Mississippi 



Youth Caiap Safety and Health Act effective July 1, 1977. Regulations 
Governing Licensure of Youth Cainps accepted June 30, 1978. 



Missouri 



A proposed Youth Ca^ bill failed to pass in 1977, According to the 
Bureau of Coaanmity Sanitation, Division of Health, general state 
sanitation requires^ts such as water supply construction, sewage 
disposal systems, and food service could be applied. 



Montana 



The Department of Health and Environmental Services reported no 
regulations dealing specifically with church, YMCA, YWC^, or youth 
campBi but general food service establishaents, sanitary facilities, 
and water siqpply laws and regulations are applied to youth camps. 



Nebraska 



Reissue Revised Statutes of Nebraska, Sections 71-3101 to 3107, 
Recreation Caaps. Department of Health. Rules and Regulations 
Relating to Recreational Camps. Amendments to 1960 issue effective 
1977. 



ERIC 



It vma reported in a letter fro© the Nebraaka Departtaent of Health 
that Lagialative Bill 813 changed the statutes concerning recreational 
caiap fees. An aaenchumt to Rule 38 changed the existing Rules and 
Regulatlona concerning inspections by the State Fire Msrahall. The 
rules and regulations concerning food will be changed during public 
hearinga in late 1978. The change will be to delete the 1962 United 
States Public Health Service "Pood Service Sanitation Manual" and add 
the 1976 DSPHS "Food Service Sanitation Manual." 



Kamula Vmvlmtd SUtutw 444.220 to .320. Childr«'« C«^«, 



Raw Hu^vhlre 



ttatar Supply .wi Pollution Control ComlMlon. Regulation. Governing 
the Saauition of Youth Recreatlon.1 C«.p». Deceaber 1977 Issue. 



Hew Jersey 



ttew Mexico 



H J A.C. 8j25-1 et «1. C3i«pter 375 P.L. 1973 New Jersey Youth Caap 
S^e^ty Act Standards. June 1978. Administered by S.ate D«P*«"Wt 
of Health. Also, N.J.S.A. 26:69.1 to 69.6 Swiaaing Pool Code of New 
Jersey— 1970 and New Jersey Sanitary Code, Chapter 12 Construction, 
(Jperation and Maintenance of Retail Food Estahllshaants. 

The Jersey Yo.'th C»mp Safety Act Advisory f 

(Fall 1978) studying revisions to the section on first aid personnel. 

The General Sanitation Division Insect and Rodent Control Section of 
S: S^iSi-SSsl Is^rove«mt Agency said in a 
Qo Changes In New Mexico's Laws or Regulations since the January. 
1974 report given to the Cordura Corporation for HEM. 

The Safe Drinking Water Act of 1977 »ade the Water Supply Regulations 
issued by the State Environaent Departaent applicable. 



New York 



Korth Carolina 



Sorth Dakota 



Title 10 Health. Chapter I State Sanitary Code. 

Sub-part 7-2 "Children's Canps." ArticleU. Public Health Law. 

Ckmeral Statutes of North Carolina §72-46 to 49; §130-203 to 205. 
North Carolina Adjalniatrative Code, Title 10, Subchapter lOA. Rules 
and Begulatlous taplenenting statute. 1976 codification. 

North Dakota has no legislation specifically applicable to youth 
cS. birglneral statSte. pertaining to water safety, fire prevention, 
hSth and safety would apply. The Child Welfare Services of the 
Social Services Board added that it would be a costly venture to set 
up a progra. for regulation of caaps iroa Boy Scouts to Sunday Schools. 



Ohio 



Ohio Sanitary Code, regulations BE-25-01 to HB;25-43. Csap 
Regulations Guide for Resident Caaps Part I. Family Caaps Part 11. 
Effective 1972. 

Legislation is now (Fall 1978) being written to exeapt youth camps 
froB Faaily Caapsite regulations. 



Oklahoaa 



The Departaent of Health applies the following laws to yo"th c««P| 
•wlMdng pool, water supply, sewage disposal, solid waste disposal, 
and food preparation and serving. 



Oregon 



Oregon Revised Statutes 
organisational caaps.) 
and in process of being 
■ent of Huasn Resources 
of representatives fron 
coMunity . 



446.310 to .350. Recreation Parks. (Includes 
toabllng statutes; regulations now written 
adopted. The Health Division of the Itepart- 
has organised an advisory cooolttee aade up 
various portions of the caaping and camp 
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FttmsylvftiiiA 



Titlt 25 1 foiles aad Rtgulatloas, Dsparcamt of Enviromteotal Resources, 
Chapter 191 » relating to orgetilsed camps and caixq^groimds* By reference 
to Chapter 193, Public Swiaeing and Bathing Pieces; Chspter 151, Food 
Establishasnts; and C3iapter 73, Standarde for Smsge Disposal 
Facilities. Ho. 497 C^s^ Regis tret ion Act, {iovej^er 10, 1959. 



Sbodc Island 



Department of Health. Standards for Recreetlonal Osps for Children 
R23-l^. 1968. Gasps, Bathing Resorts and Amsement Places R23«-21- 
CBA. Rhode Island General Lam of 1956, Chapter 23-'2l Licensing of 
Cei^s, Bething Resorts and Asoseamt Parks; Chapter 23-23 Drowning 
Prevention and Lifesaving. 

The Ssode Island Departmmt of Health in a lettrr reported that the 
1978 State Legislature aanided the existing act and oade it possible 
for tl^ regulations to he t^dated. A aajor change was a provision 
for adding safety requirements . The State is in the process of 
deralq[>lns n« regulations sad expects to heve then in order by 
spring elM (1979). 



South Carolina 



Departaent of Health and Envlron»entsl Control. 
Governing Caaps. 1957, revised 1972. 



Rules and Regulations 



South Dakota 



The Departaent of Health, Sanitation and Safety Program Director said 
that cosMrcial youth caops are included in the food and lodging laws, 
but non-profit orgsnisational caaps are excluded froa licensing. The 
Departaent ^es act as consultants for non-profit cai^s whenever 
possible. 



Tennessee 



Tennessee Code Annotated, Sections 53-3801 to 3806, Tennessee Camp 
Sanitation Act. Departaent of Pi^blic Health, Regulations Governing 
the Construction, Operation, and Maintenance of Organized Caapa in 
Tennessee. 1970. 



Texas 



Vernon's Texas Civil Statutes, Article 44471. Texas Youth Caap Safety 
and Health Act. 1973. State Board of Health. Texas Youth Caap 
Safety and Health Rules and Regulations. 1974. Administered by Texas 
Department of Health Resources. 



Utsb 



State Board of Health. Code of Canqj, Trailer Court, Hotel, Motel and 
Resort Sanitation Regulations* 1968* 

In a letter written in the fall of 1978 the Utah State Division of 
Health reported that they were in the process of revriting camp codes. 



Vermont 



Vermont Statutes Annotated Title 18, Chapter 85, Subchapter 2 Food 
and Lodging. Vermont Health Regulations, Chapter 5, Subchapter 2 Food 
Service Establishments* 1975. Board of Health. Subchapter 2A, 
Lodging Establishments* 



Virginia 



Regulations Governing the Sanitation of Sussser Cacps. 

In sddition rules and regulations governing the following areas are 
applicable? Campgroimds, Tourist Establishment Swltssdng Pools and 
other Public Pools, Disposal of Sewage, Restaurants, and Water Works. 
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WathiogtOQ Adsdnistntlvtt Cod^. Rul#s «nd ftsgulAtlonfl Rclatiag to 
Op«r«tion and Mtintmianca of C«np. MAC 248. 72. 001-120 • 



VMt Virginia 



SUitm Board o£ Health. Veat Virginia Organised Cmap Regulations. 
Effective 1963. Aleo; Saall S«i«ge and E»«reta Dlapoaal Systeaa 
Regulatlona^ 1975; tfeat Virginia Tooi Service Sanitation Regulation, 
1963; and Child Care Center ItegulatlonSft 1974. 



tflaconeln 



Wiaconain Admlniatratlve Code Chapter 75. Recreational and 
Educational Ccopa. Adalaistered by Depatt«jat of Health and Social 
Sarvlcea. 197S. 



tfyotting 



In a letter froa the EnvironsMntal Surveillance and Control Services 
it was reported that the following standards wre used tp determine 
approvabllity: (1) Mlnisiua Standards Govaming Food Service 
Eatabll8h»«its; (2) Mlniouin Standards Governing Svitafilng Pools and 
Beaches; <3) MlnlBsaa Standards for Private or Sexai-Public Water 
Supplies; and (4) Vector Control Regulations. 



ERIC 



APPLZCABILm 



Folloving m the individual States* definitions of 
"Covins", along with an explanation of categories 
or types of c«aps vfaen they have been used in the 
statute or regulatioi. The tera "director" may be 
confusing in sooe instances. In aooxe legislation 
"director" is defined as the director of the state 
cnforcaaent agency, while in other States it is^ans 
the director of the caig^. If the tera is defined 
in the statute or regulations, it has been included 
in the listing of definitions which follow. 
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AFP;<XCABILZTy 



Ctt(>"~Th« tana ^c«p" shall i^m my place, area, parcel, or tract 
of land upcm vfalch pcrsosia or grot^a of peraona t^^orarlly congregate 
for educational* racreatioQal , religious or therapeutic purpoaea, with 
or vithout die laplied or written consent of the proprietor. 

a. Day Caaqp — Day casap shall mean a catsp that does not provide facilities 
for oyemi^t use. 



b. Organised CaBq^«*«Organlzed cas^ shall i^iean any cassp eatablished to 
provide fscHitlas for ca&pers. whether privately or pxd)licly owned, 
and intended to acccmmodate persons or groiq>s of persons tessporarily 
congregated for educational, recreational, religioua, or the 
therapeutic purposes. 

c. Rssidrat Cas^ — Seaident cas^ shall »ean any caap that providea 
permanent or saoi-'per&anent facilities for sleeping and which may 
or aay not provide centralized food preparation and food service 
facilitiea. 

d. PrimitiVB Caiap — Primitive caop shall oean a caa^ that is used 
primarily for tent camping in which acc^miodations say be limited 
to toilet and refuse disposal facilities. 

e. Travel Camp — Travel casp shall mean a caap that provides facilities 
to acccnaoodate travel trailers, truck coaches or campers, tent 
caispers, tents, and vehicles, 

•^Manager"— "Manager" shall mean the person having charge of the operation 
of a camp whether a person be the proprietor or his duly authorized 
representative. 

•"Proprietor"— 'Proprietor shall mean the person who is legally 
respouslble for the operation of a camp. 



"Camps" shall be considered to include all locations and places of 
temporary abode used for ca&q>ing purposes and shall apply to any 
logging, mining, construction, work, resort, recreational, health, 
educational, sectarian, tourist or picnic camp, or any plot of land 
uaed, maintained or held out to the public as a place for use for 
cs&ping purposes by transient guests whether equipped with tents, 
tent hoi^^, huts, or Mttages, or nolf so quipped and by whatever 
name the Bmam may be eall^, and whether any fee is charged for the 
uae thereof or not* 

The term "departn^nt" ahall Man the Department of Health and Social 
Services. 

The term "cwadssioner" shall s^an the Commissioner of the Departm«it 
of Health and Social Services for the State of Alaska or his 
authorised representative. 



Arisona "Qiildren's ca^" means any land with permanent buildinga, tents or 

other structures established or maintained aa living quarters where 
both fo^d and lodging or the facilities therefor are pxovlded for 
minora, operated eon^inwualy for a period of five dajrs or more each 
year for religious, recreational or vacation purposes, and the use 
of the camp ia offered either free of charge or for payment of a fee* 

(cmtinued) 
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APPLXCABXLXTf (emtls&uftd) 



ArlEOM Ih« tmtm «dbUdr«si'« cMp" "hAU not lacluds «ny cmp« cfimsd or 

(cmUaMd) imd for Individ^ or £«mlly vmm, pmml or conrtctlonal cmpi. or 

plaeM opttrat^ soloiy for ths tducAtioiii e«r« or trtatsMnt of 

ohlldrsa* 



'^CAB9"t tteaas «ay provided for tho purpose of toaporarily 
^g^yt«g in r«er«fttio&» health, oduMtioo, ■•ctarlan or tourist 
r«lAt«d «ctlvlti«i «r«y £ro» thtir utabliahod r«»ld€tiCOi. 

*^roprltttor"s Itetti pttrsooi fiiAp orgtniMtlon, corporation, 
or |oi^ni&imt«l A^ey operating a caap. 

^^arsoaaal"! Any param vho parforM any function vhich In any 
vay c^uld infltianca tha health and aafaty of tha c«ap guaatt. 



(j ^iforaia 



**Org«iiaad cMp** vmrnam a aita vith program and facilitiaa aatabXiah^ 
for tha prisary purpoaaa of providing an outdoor group living axparianM 
with aodalv apiritual, aducational, or racraational objactivaa, for 
f iva daya or mora during ona or mora aaaaona of tha yaar. Tha tarm 
^'organiaad c«bp" doaa not induda a notal, touriat cas^, trailar park, 
raaort, hunting cMp, auto cowt, labor cas?, pmal or eorractlonal 
ca^» nor doaa It induda a child cara inatitution or h»»*findlng ag#ucy. 
Tha tarm "organised ca^»" alao doaa not include any charitable or 
recreational organiaatlon vhich c^llea vith the rulea and regulationa 
for recreational trailer parka provided for by atibdivlalon <c) of 
Section 18013. (Added by Statt. 1961, CSi. 1929; amended by State, 
1963, Ch. 2780 

Suppl««it and Guide to the Definition of an ''Organised C^." 
"Organised cm^*" (aa defined in Section 18897) means a aita vith 
program and facilitiaa aetabliah«! for the primary purpoae of providing 
an outdoor group living e^erience with aoclal, apiritual, educational, 
or recreational objectivea for five daya or mora during ona or taora 
aaaaona of the ye»« 

The criteria to be uaed in identifying an organised camp era at followas 



1. 
2. 

3. 

4. 
5. 



6. 



Caap la located on a permanent alte» 

Camp haa a well defined progrw of organised a\«>erviaed activitiaa 
in which csBvara are required to ^Participate, 
There le present et the camp a qualified program director and a 
staff adequate to carry out the program. 

A major portion of daily progr« activities are out of doors. 
Eatabliahi^ta which rent or leaae facilitiee on an individual, 
family or groi^ baala for the principal purpoae of gportlng or 
otiier unorganised recreaticmal activitiaa ihould not be considered 
an organised camp. 

Camps operated by organlsationa such as tha Y.M.C.A. , Y.W.C.A., 
Cirla Scouts of Amarlea, Boy Scouts of America, Camp Fire Girls, 
Salvation Army, etc. are true prototypes of organised camps. Maoiber* 
ship in ona of the following orgenisationa la indicative of etatua 
aa an organised camps 

a. the American Camping Assodstion, or 

b. the Christian Cop and C<mfarence Aaeoelation, or 

c. the Celifomla Aaaodatlon of Private Camps, or 
dt the Assodstion for Outdoor Education Inc*, or 
a. other almilar camping aaaodations. 
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APPUCABILZTY (a>ntinu«d) 



Oilld Can Otat«r. A facility, by iifamtsvtr ksmrn, which ii 
malnflTTtd for thm iriiols or part of a day for the cara of flva or mora 
ehUdraa undar tha aga of alxtaan yaara and not ralatad to tha ovnar, 
oparator, or sanagar thsraof » vhathar auch facility ia oparatad with 
or without coa^aaaation for such cara, and with or without statad 
adueational purposaa. Tha tan ahall ineluda faellltlea cc^oaonly known 
aa ''day cara cantara," "day auraartaa," "nuraary schoola." "kindargartana." 
"praachoola." "play groups," "day caapi," "suasar canpi," "cantars for 
saatally ratardi^ childran,'* and tbosa faeilitiaa i^cfa giva twmty-four 
hour cmxm for dapaudant and naglaetad childm; and ah«ll include thoaa 
faeilitiaa for chlldru under the age of aix yaara with atatad educational 
purpoaaa operated ia cffiajtmetion with a public, private or parochial 
college or a private or perochial a^iiool, except that the term ahall 
not ^ply to any kiader^rtea saintain^ in connection i^th a public, 
private, or parochial elimaitary achiKil ayatn of at leaat aix gradaa; 
provided ftur^er that the tera "kindergartan'' ahall mean any facility 
providing aa educational prograa for children only for the year preceding 
their vntraace to the firat grade, whether auch facility ia called a 
kindergarten, nuraary aehool, pre-achool, or by any other name, Tha 
tern ahall not include any facility liceaaad aa a foe tar care home under 
the provialona of Ala article. 

''BeaidMtial Catop" ahall be known aa a facility operating for three or 
Bore eonaecutlve 24 hour daya during one or more aeaaona of the year 
for the care of five or more children ^ have completed the aecond 
grade or are eight to aixteen yeara of age. The program ahall have 
aa 1^ purpoaa a group living experience offering educational and 
recreational aetivltiaa utilising an outdoor environment. 

*Day Ca^'' ahall be known aa a facility which has a program having aa 
its purpose an outdoor groi* living, recreational experience tmlng a 
natural environment, for day care of five or more children between flva 
and aixtaan yeara of age. Day camps shall have a permanent alta and 
permanent ataff and operate for one week or more during the year. 
For day cimap, a day la leaa than twenty«*four houra per day* 



Copnecticu^ As uaed in tbla chapter, (a) "youth canp" maana any parcel or parcels 

of land on iriiich there ia eatabUahed or located living quartera, 
dwelling unita, bulldinga, atructuraa, or my portion thereof, for 
recreational or ^ucatloaal purpoaea and acconmodatlng for profit 
or under philanthropic or charltiAla auaplcaa five or more children, 
under aixtMa years of age, who are (1) not bona fide personal guaats 
in t&a private home of aa individual and (2) living apart from their 
relet ivaa, parents or legal guardian, for a period of tuo di^a or more 
per mek or portlona of two or more days per week, provided any such 
relative, parent or guardian who is an as^loyae of auch caa^ ahall 
aot be consideri^ to be in the position of loco parentis to his child 
for the purpoeea of thia chapter; (b> "resident camp" maana any youth * 
can^ which ia aatabli^md, conducted or maintained to accommodate 
five or more chlldrea for at leaat one week in duration and ia which the 
caapera attai&diag auch caapa eat and sleep; (c) "nonreaident camp" 
means any youth caa^ which ia eatabliahed, conducted or maintained to 
acc<»modate five or more children during daylight houra for at leaat 
two d^a a week with the cai^ara eating ai^ aleeping at hrae, except 
for one meal per day at auch camp; (d) "peraon" means any individual, 
partnarehip, aaaoeiatioa, organisation or osrporatlon; (a) "coasdasloner" 
meana the cMmiaaioner of .health; (f) "department" maana tha atate 
department of health. (1969, F.A. 820, S.l.) 
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APPLICABILITY (coatloued) 



"Rficreatlon Caosp" shall oeaa any cassp continuously oparated by the «aa» 
or different persons for 30 days or t^re per year on a saitual or 
prorata basis, for five or Mr© resident or day campers. 

"Recreational or educational caop"-— One or taore buildings or structures, 
tents, trailer or vehicles, or any portion thereof, together with the 
land appertaining thereto, established, operated or used as living 
quarters for five <5) or isore residents of a caa^ designed and 
operated for recreational or educatimal purposes. 

"Gro\^> ca^ site"— CaaQ> sites utilized by orgffl(\i«atlons such as Boy 
Scouts, Girl Scouts, church or other groups, etc., not providing 
perttsnent houaing are included under provisions of this chapter. 
Residants of such caap sites are housed in tcMits or similar temporary 
housing approved by the Department of Health and Rsh^llitative 
Services (hereinafter referred to as Bepartoent) . Such camping 
facilities shall co^ly with all provisions of this chapter, except 
those specific to living quarters, 

'temporary, primitive or vildemess caa^ sites"— Casjp sites designed 
for operation for a limited peric^ of time and for a specific function 
or activity. Such camp sites shall meet basic sanitation requirements 
as determined by the health authority. 

"Persot^" An individual or group of individuals, association, partner- 
ship, corporation, or political subdivision. 

*'C^ operator"— The person who has been granted a license in accordance 
with these regulations to operate a camp. 

"Youth CasBp"— Means any parcel of land having the general characteristics 
and features of a camp as that term is generally understood, used wholly 
or in part for recreational or instructional purposes and accommodating, 
for profit or philanthropic or charitable auspices, five or more 
children under 18 years of age, apart from their parents, relatives, or 
legal guardians for a period of three or more consecutive days or 
five days during a calendar year or tmjre . This site may be equipped 
with tec^rary or permanent biiildinge and may be operated as a day 
camp or as a resident c$ssp * 

"Day Camp"— An experience in groi^ living In a natural environment 
operated during the delight hours only, with the same group of 
children wider the same leadership in attendance for three or more 
consecutive days or five or twjre days during a calendar year. 

"Primitive Cai^"— Any canqp site <Aich in no way provides for any major 
artifical change from the natural surreundings, such as central food 
service, sewa^ treat«»nt facilities, housing, etc. Primitive camps 
miMt provide for waste disposal in a sanitary manner, such as privies, 
and must provide an approved water s\^ply source such as any approved 
wall. Primitive caaps may be held on youth camp property which provides 
facilities for resident cacq^ing such as housing, food service, etc. 

"Department"— Means the State Department of Ptilic Health. 

"Director"— Means the Director of the State Department of Public Health. 
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AFFUCABZUn (ce^tinutd) 



todi^a ^Cmsf** mmm any am« or tract of ImxA on vhlcb facilities ara aatabllttiad 

or aaintalnad to provida an opportunity in outdoor group li\flng and for 
the purpfiHia of taaporarlly engaging in recreation, health, education, 
MctarlB or ^ourlat related activities away fros eatabllahed realdences. 

1. ^rgaalaational or Seald^t Casv'' lasana any area or trect of lend or 
vhlch facili t i e s are established or faalntaiaed to provide an outdoor 
groiqi living experience for toi (10) or sK^ra children wr adults and 
operated for educational, recreational, religious, heslth or vscstim 
purposes elthe? grstuitously or for c<»BS>^isation and where central 
food service facilities asy he provided* 

2. '*Bsy Cn^^ rmmm a capp vhlch is in operation for any part of the 
dsy but less than 24 hours s day* 

3* ^HAitlve or Outpost Casp^' Mans a portion of the permanent caap 
premises or other site at which the basic needs for ca^ operation 
such as places of sbode, vater supply systeas, and permanent cooking 
facilities and wster flush toilets are xu>t usually providsd* 

4. "Travel Casap" mesns a cassp which provides care for not less than a 
48-|iour period and which uses ootorlsed transportation to move 
csqpers aa a groi^ fr<» one site to another* 

5. "Trip Cmssp" t&esns a csstp which provides care for organised groups 
of caapers and which moves caapers under their own poi^r or by a 
transportation soode penoltting Individual guidance of a vehicle 
or anlssal frc»i one site to another* 

6. "Troop Cas^" sieans a caap fAich provldea care for organised groxips 
of canpers spcmsored by s voluntary orgsnisation serving children 
mid youth* If a troop caisp is operated as a primitive ^ residential, 
travel or trip caisp, the regulations governing that specific type 

of canp shall apply. 

7. "Eacreatlonal or Faxsily Casp" laaans any area, place or tract of 
land where provisions are mads for the accommodation of three (3) 
or Ti^re tents, recreational vehicles or vacation aoblls hoiass, 
publicly or privstely owned, dsslgnated, maintained, used or 
intended for use by the public or certain limited groups and shall 
include any building, structure, vehicle 'or enclosure used or 
intended for xise as part of the equlpmsnt of such csop. 



Kmtucky ^Camp*' or "youth camp" means any area, parcel, or tract of land on which 

facilities ar6 established, maintained or operated for recreational, 
educational, or vacation purposes for five (5) or ^re youths under 
eighteen (18) years of a^, either free of charge, or for pajrment 
of a fee; provided, however, that individual or family camp units 
era eacluded from the requirements of this regulation. This definition 
includee the rollo%rlng types of cbs^bi 

<s) "Dsy camp" mstui s caa^ operated for all or part of the day but 
less thn t^^ty-four (24) hours a dsy during one (1) or more 
seasons of the year; 

(b) 'Primitive or outpost camp" mams a portion of the pexmanent 
casfv premises or othsr site under control of the youth c^ 
o^rstor at which the basic needs for camp opsrstlon, such as 
places of abote, water supply system, and permanent toilet and 
cooking facilities are not usually provldsd; and 

(continued) 
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(ccntinMd) 



(e) ^Sfttidcatlal erap^ vuns a cudv opara* log OQ. a paTiaanmt easpsita 
and providing ovamlg^t lodging faeiUtias. 

^Caa^^-^Aay plan vhara cma or oora tnta, cabina, ca&p eara or 
trailara ara ar^cead or aaintainad for bira, uaad for bira, uaad, 
iataadad» or daaip^ to ba uaad aa living or alaaping quartara for 
oaa or aora faatiliaa or pararaa, or lAara apaca ia rantad for tba 
piaciAg of auch tmxtMf eiAina» eas^ cara, or trailara; or irbara fraa 
cai^iiig ia pasBittad vltb or vitbout tanta, cabina» casp eara, or 
trailara 9 or vbara ona or mora tanta» eabina, caap can or trailara aca 
aat^Uabad for living or alaaping purpoaaa with tba axpraaaad conaant 
of titm ovnar or paraon lagall^ in charga of tba land ^on vfaicb aucb 
cmp la locatadt 



Kaina '^Baeraaticsxal easi?" laaana and inultidaa day caspa, boya' and girla\ 

faBlly» btmting» fiahing and aisilar caspa. 

"Bacraaticmal Ca^"-*-A eosbination of program and facilitiaa aatabliabad 
for tha primary purpoaa of providing an outdoor group living aj^^xlanca 
for eblldran vitb aocial, vtcraati^ial , apiritual, and adiicational 
objactivaa and oparatad nd uaad for fiva or taora coxiaacutl^ daya 
during ona or aoi^ aaaaona of tba yaar. 

"FriBd-ti^ Facility**«-Maana a portion of tba baaic caap praviaa or 
otbar aita undar cimtrol of tba oparator of tba camp, at vhicb aita 
tba baaic naada for cas^ oparation aucb aa placaa of aboda, vatar and 
aupply ayatan, parman^t typa toilat facilitiaa and pan^ant typa 
culinary facilitiaa ara not uaually providad. 

"Trip Cas|»ing'**-**A program in vhicb grotqsa of individuala vbo ara 
iBobila, moving undar tbair owa povar or by tranaportation wbicb paxmita 
individual guidanca of tba vabida or animal (a.g., bicycla, canoa, 
boraa, aailboat, anoinaobila) , traval from ona aita to anotbar axcaading 
tm ni^ta, aa diffarutiatad from ovamlght camping. 



'*Ca8p'' maana a proparty conaiating of a tract of land and all tonta, 
vabiclaa, building or otbar atructuraa partaining tbarato uaad aa 
living quartara or abaltar, wbicb ia oparatad gratuitoualy or for 
co^ttiaation, during any portion of any fiva or mora daya par annum, 
and vbieb aeeCTB»dataa fiva or mora paraona at any tis»; providad, 
bovavar, tbat tbia dafinitlon aball not apply to a camp to ba uaad by 
ona fiosily on ita own pramiaaa, sustala, motor courta, migrant labor 
casqpa and mobila homa parka* 



Maaaachuaatta Sanitary Coda, Artida IVi "Racraational Cac?) for Childran*' maana any 

placa of camp charactar, aa tba tarm la commonly imdaratood, uaad ^olly 
or in part for racraational or inatructional purpoaaa and accomtnodating 
for profit or undar pbllantbropic or cbaritabla auapicaa ttv^ or mora 
childr«J wbo ara not m«d>ara of tha family or paraonal guaatt of tba 
oparator. Tba aita may or may not ba ^^quippad vitb tanta or tamporary 
or parmanmt b«iildinga, and may ba oparatad aa a day cas^ or aa a 
raaidmt camp. 

(continued) 



- ERIC 



21 

16 



iPPLICABILm (eontl&ittd) 



^ ^ "RtcrMtioMl C«B9 for Oilldm" nuBU my dmy^^msgp^ priaitivc or 

GutpMt eaa^g rMl^lmitlftl caiap» ahort-tcn group c«ap» travsl ess^, or 
trip cop m priVAttt or piAUe l«ad vfaich is conduettd «holl|^ or in part 
for roeroatiffiHAl or Intermticmal purpMoi and accosaaodAtlag for profit 
or undor pbiliatbropie or oharitablo purpoooo fivo or voro childroa who 
aro not otaboro of tho foaily or porocmml guMti of tho oporator. It 
•haXl alao mm progriM aod/or aetivitiaa prOKtad or advartiaad aa 
a caap ragardlaaa of tha prograu ad\rocatad aad aball alao ineluda 
■itaa aad faeUitiaa prisarU; daaigaad for otbar purpoaaa iuch aa but 
not lisit^ to adioola» playgrouada* raaorta, boapitala, vildamaat 
araaa» and govarmmt landa. SacrtatioAal cas^t for childran ahall 
not iaelttda any progrM oparatad by a public icbool dapartoont or my 
program oiNirat^ by a privata orgaaiaad adueational ayttaa approvad 
by tba local acluH>l coanittaa. 

""Baaidaasial Caop" maa&a a racraational caop for childran oparating 
on a paraannt crapaita for four or g«9ra conaacutiva 24-^ur parioda. 

*'Sttt»rt-tarBi Group Ca^" laaana a racraational caap for childran vhich 
providaa eara for aora than a 24-hour pariod but laaa than a 96-4iour 
parl^ for groupa» cluba» and troopa of caspart aponaorad by an 
organisation or paraon. 

"Day Caap" aama a racraaUonal caap for childran oparatad cm a aita 
for any part of tha day but laaa thin 24 houra a day for at laaat 
fiva daya during a two-^raak pariod and doaa not induda day cara 
cutara as dafinad by Qiaptar 28A» Saction 10, M.GX* and licmsad by 
and oparating in accordanca with tha ragulations of tha Maaaachuaatta 
Offica for Childran. 

''Prisitlva or Outpoat Caisp" laaana a portion of tha parmanant caap 
praaiaaa or othar aita at vhich tha baaic naada for eaa|» oparation 
auch as plaeaa of aboda. vatar sij^ply ayatau and pansanant toilat 
and codling facilitiaa ara not uaually providad. 

"Trip easy" naana a racraational casap for childran which providaa cara 
for not laaa than a 24*hour pariod and vhich sovaa caapara undar thair 
am povar or by a transportation ooda pannittlng individual guidanca 
of a^mhiela or anisud trcm ona aita to anothar* 

"Traval Caap" aaana a racraational caap for childran which providas 
cara for not laaa than a 48-hour pariod and i^ich usaa aotorisad 
tranaportati<m to aova caapara aa a group froa ona sita to anothar. 



Mlchiaan **Childran*s caap^ or "caap" aaana a raaidaatial, day, troop » or 

traval caap condiK^tad in a natural anvironaant for 5 or aora achool 
aga childran apart froa thair paranta» ralativas or lagal guardiana 
for 5 or aora daya in a 14-^ay pariod. ▲ caap providas eara and aupar*- 
viaion for groupa of childran for usually no aora than 12 vaaka. 
Spacial klnda of caapa arai (a) "gaaidant caap" which aaaaa a e« o 
lAich providaa a ain^mai of 24 houra a day cara for childran at 
eaapaita. 

(b) ""JUKf caap'' which aaana a caap providing eara for childran during 
all or part of tba d^ but laaa than 24 houra a day. 

(c) "Traval caap^ vhich aaans a cMp which ia t«^ila and providaa 
not laaa than 24 hours a day cara for childran at varloua 
caapsitaa. 

(d) *^roop cmf^* wbieh aaua a caap which providaa not lass than 24 
houra a day cata for organisikl groups of childran within a parant 
council of tha boy acouta, girl scouts, or caap fira glrla. 
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APPLICABILITY (contlni^d) 



Hiimiimo.ta "Children** can*" d«fln«d as a parcel {■) of l«id with petmaneac 

buildinga, tanU or othar atriicturea eatnbliahed or malntainad aa 
living quarters where both food and water are provided for 10 or laore 
people, operated cootintiously for a period of S days or more each year 
for educatiotial, recreatiooalt or wacetioa purpoaea, end the use of 
the la offered to aiaora free of charge or paymnt of e fee. 



'^outh Caxap" oeaaa any caap operating on a persanent campsite for four 
(4) ftor taore consecutive periods of tventy^four (24 hours), and 
accomc^ting twenty (20) or i&ore children six (6) to eighteen (18) 
years of a|^; provided, however • athletic caaps and hunting and fishing 
eas^is shall not be included in thie definition, 

"Casing" aeans a sustained experience i^ich provides a creative, 
recreational, and educational opportunity in group living in the 
out-of-doors. It utilises trained leedei^hip and the resources of 
natural surromxdiogs to contribute to each casper*e mental, physical, 
aocial vxd spiritual growth. 

**Prograa Hanager Permit" is the permit to operate a cashing program 
at a caxBp facility. This individual ia responsible for the staff 
supervision and program adsoinistration* The above individual may 
or ffiay not be the Cax^ Director. 



Kebraaka "Becreation caap" shaH vmsn one or sore tei^rary or penaanent 

~ teats, buildings, or structures, together with the tract of land 

appertaining thereto, established or maint«ii^d for oore than a 
forty'-ei^t hour period as living quarters used for purpose of sleeping 
or the preparation and the serving of fw* extending beyond the limits 
of a family grot^ for children or adulta^ or both, for recreation, 
education, or vacation purposes, and including facilities located on either 
privately or publicly owned lands not already licensed under the 
provisions of Chapter 41 Beissue Revised Statutes of Nebraska, 1943. 



Nevada "Qiildrcn's camp" means any l^d with permanent buildings, tents 

or other e ^nictures cetabiiahed or maintained as living quarters where 
both food and lodging or the facilities therefor are provided for 
minors, operated continuously on a 24-hour basis for a period of 5 days 
or 8S>re ead) year for reUgioua, recreational or vacation purposes, 
aither free of charge or for a fee, but does not include any camps 
owned or leased for individual or family use, penal or correctional 
purposes, or places operated for the education, care or treatment 
of childrcsi. 



New Hamnshire "Recreation Cas?)"; Definition. All places of camp character, as 

— - ^i^^ 1-^^ commonly understood, which are utilised wholly of in part 

for recreational purposes and operated for a period of thirty days 
or mere during one or more aeaaona of the year, whether continuously 
or otherwise, and which receive the patronage, whether psid or not, of 
five or more children who are not bona fide personja guests in the 
private home of an individual, Ad any of wfaii:h children, not 
ace^anied by parent or guardian, is under sixteen years of age. Such 
patronage may be for recreational purposes solely or for a combination 
of recreatiim and instruction, and may bs for profit or under 
philanthropic or charitable auspices. 

"Saereation Camps": Typ^*« Recreation camps may be of either the 
Besidence'^typei in which the same 10 or more campers remain on the camp 
(continued) 



APPLZC&BZUTy (eontlntwd) 



^ Haroshlre site for all steals and are provided vith sleeping accosssiodations for a 

(<^tlaued) parl^ of not lass than fiw alg^its, or the Day-type lAlch do not 

provide sleeping accossK^datione, but at which neels laay or may not 

be provided* 



5Si '^•"•^ •*Youth C«Bp" means any parcel or parcels of land having the general 

character tstics and features of a caop as the term is generally 
understood* used wholly or in part for recreational or educational 
purposes and accomodating five or sore children under 18 years 
of age for a period of, or portions of, two dmym or more and inclxides 
a site that is operated as a day canp or as a reaident cai^. 

"Unless other specified, all regulations apply to both resident and 
day cai^s." 



Definitions of cax^ categories, (a) "Smaet day caiap" ^hall mean a 
place occupied at leaat five days between June 1 and September 15 by 
children under 16 years of age prir^arily for the purpose of outdoor 
organist group activit.^es for a period of less than 24 hours on any 
day the property is so occupied. 

(b) A "childnm^s traveling su&aiwr day casp" shall mean a sunmer day 
caap which operatea for a period of less than 24 hours on any day 
between May 15 md Septeaber 15 and transports children under 16 
years of sge on a regular schedule to any place primarily for the 
purpose of organised group activity. 

(c) A "children's oveml^t caxsp^' shall mean a place occupied by 
children under 18 years of age for the purpose of organised activities 
and on %7hich provisions are made for overnight occi^ncy of more than 
72 continuous hours. 



Application, (a) The requirments of this Subpart shall apply to a 
camp occupied by or maintained for occupancy by 10 or more children 
except : 

(1) programs <HPProved, certified or licensed under the Social Services 
hm9f the Education Law, or other applicable stste law; 

(2) programs operated by a govemoental agency including those 
prases exempted ^mder article 13-B or 1>C of the PiOsllc 
Health Law; 

(3) any operation or uae of a tract of land or property detemined 

by the State Coaedasloner of Health as not being within the intent 
or regulation by thla Svlspart. 



Horth Carolina "Summer Camp." The term ^'summer cas^s" shall include those camp 

estsblishaents which provide food or lodging sccomaodationa for 
groups of chlldrra or adults engaged In organised recreational or 
educational programs. 

!• This definition Includes day camps and church assemblies and retreats. 

2. This definition and the following sections of these rules and 
i^giaatlons shell not be interpreted as prohibiting sua»er osmps 
or other orgsnlsatlons from conducting oimmight hlkss or slmilsr 
primitive csmplns activities. However, cso^ management and group 
leaders are res|»oiuilble for the maintenance of accepted field 
sanitation standards. 

(ccoitlnuad) 
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APPLXCABILm (continued) 



North Carolina 
(^sntinued) 



3. Ibis definition and the folloving sections of these rules and 
regulations shall not b& interpreted as prohibiting family 
caKp-*out8, scout hikes, and camper rallies* 



Ohio 



Oregon 



*^Caap" saeans any tract of land or premises having facilities used for 
cashing purposes such as construction work, recreational, health, 
educational, sectarian, tourist picnic, or resort camps. 

Exp Isolation. 

1. Cazq> pip fl P ff total area of any tract of land having facilities used 
for casaping purposes such as construction v^rk, recreation, health, 
educational, sectarian, tourist, pioiic or resort cas^s. 

2. Casp in this regulation does not mean Agricultural Labor Cau^s which 
are regulated by Chapter FE-26 of the Ohio Sanitary Code. 

"Resident camp" means any camp in which one or more pexmanent or semi- 
permanent structures are established or maintained as living or sleeping 
quarters. 

Explanation. 

1. Resident c^ops include mainly recreational, health, education and 
sectarian camps which are operate by various organisations such as 
Boy Scouts, 4-H Groups, Churches and Fraternal Groups. 

'*Day caa^*' means a camp used primarily for camping purposes during day- 
lil^t hours only. 

"Frimiti » .amp" means any camp in which only sewage and solid waste 
disposal . cilities are required. 

Explanation. 

1. Only aewage and solid waste disposal facilities are required for 
primitive day camps, primitive resident case's and primitive family 
camps • Other facilities are optional. 

"Day Camp" means an organisational camp providing day use opportunities 
which may be co^ined with no t)M>re than two (2) overnight camps within 
any two (2) week period* 

"Developed Cas^" means an organizational camp operating in or working 
from a permanent site, and usually provided with permanent shelters, 
sewage disposal systems » water sxipply systems, and food service ■'j 
facilities. 

"Organisational Cas^" includes ar4y area designated by the person 
establishing, operating, managing, or maintaining the same for 
recri;,^tional use by groups or organizations which include but are not 
limited to youth camps, scout camps, sumser camps, day camps, 
nature campi^, survival camps, athletic camps, camps which are operated 
and maintained under the guidance, supervision, or auspices of 
religious, public and private educational systems and community service 
organizations. 

"Primitive camp" means an organizational camp operating in an unimproved 
campsite or portion thereof, not provided with permanent sleeping units, 
sewage disposal systems or water supply systems. 
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APPLICABILITY (contlnwd) 



P«RWlv«nl< As iistd in this act, "organlKsd casip** TOans a program and facilities 

aatabliahed for the primary purpose of providing an outdoor group living 
esQierlanctt for children^ youth and adults » vith apcial, recreational 
and educational objectives » and which is operated and used for five or 
saore coi^ecutlve days during one or snra seasons of the year. The term 
"organized caap" does not siean establishments cossaonly kcovn as tourist 
caaipsp notelSp trailer parks » lumber csstps, construction cax^s» labor 
caapSi penal camps and hunting casips. 



Rhode Island ''Recreational Camp for Children"~Meaas any place of casap character, 

aa the term is cossaonly understood » used wlu>lly or in part for 
recreational or instructional purposes and accoBnodating for profit or 
under philanthropic or charitable auspices five or more children ^o 
are not ssi^ers of the fsffiily or personal guests of the operator. 
The site may or may not be equipped with tents or temporary or 
permanent buildings , and may be operated as a day camp or as a resident 
camp# 

''Rssident Camp"--Any tract of land on which are located overnight 
accosmnodations maintained primarily for the vacation use of youths 
or children. 

"Day Camp"— Any tract of land on which are located accommodations for 
children or youths maintained or used primarily for recreational 
purposes during dayll^t hours and from which participants return 
to their homes each evening. 

"Director" — The term director shall mean the Director of Health of 
the State of Rhode Island or his duly authorized agent. 

South Carolina "Camp" shall Include but not be limited to the following types: 

1. "Resident Camp" jhall mean any area or tract of land on which 
facilities are esta&lished or maintained to provide an outdoor 
group living experience for five or more children or adults where 
one or more petmanont or scmi-*peniument structures are established 
or maintained aa living or sleeping quarters for children or adults 
and operated for educational* recreational > religious » health or 
vacation purposes either gratutiously or for compensation and where 
central food service facilities may or may not be provided. 

2. "Day Camp" shall mean any area or tract of land of camp character 
providing accc^ssoodations for five or more children or adults for 
recreational* religious* educational, social or camp-^craft activities, 
used primarily during daylight hours and not providing overnight 
sleeping facilities for cas^>ers. 

3. "Family Caa^ground" shall mean any area, place or tract of land of 
camp character provided for use by recreational vehicles or tents, 
publicly or privately owned, designated, maintained, used or 
intended for tzse by the public or limited to certain groups, being 
generally accessible to vehicles and having approved potable 
drinking water and/or toilet facilities. 



South Dakota ^'Commercial Youth Camps" are included in the food and lodging laws , 

but non-profit organization camps are excluded from licensing. The 
Department of Health, Sanitation and Safety Program acta as consultants 
for non-profit camps whenever possible. 
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AFPLICABZLZTY (continued) 



"Orgasiixsd c«i^"— Any area, place, parcel, or tract of land on which 
facilitiea are eatablished or maintained to provide an outdoor group-* , 
living experi«ice for children or adults, or where one or iwre permanent 
or a»i-per«akient structurea are eatabliehed or maintained as living 
or aleeping quarters for children or adulta, and operated for 
educational* aocial, recreational, religious Inatruction or activity, 
pbyaieal education or health, or vacation purposea either gratuitously 
or for coB^naatlcm, provided, that this definition is not intended to 
include a hunting, fishing or other caap privately owned and used 
exclusively for the personal pleasure of the cnmer and his gi^sts. 

**Bay Caap*': Any organised cas^ that does not provide facilities for 
ovemii^t \ise. 

"gesident Caa^": Any organised casq) where one or more permanent or semi- 
permanent atructurea are established or maintained as living or sleeping 
quarters with or without centralised food preparation and food service 
facilitiea. 

**Trav«l Cas^": Any organised caop in which provisions are made for the 
accommodation of travel trailers t truck coaches or campers, tent cao^^ers, 
tents t and vehicles. 

''Primitive Camp": A travel cas^ established primarily for tent camping 
in which accomodations may be limited to toilet and refuse disposal 
facilities. 

•*Youth Camp*^ means any property or facilitiea having the general 
characteristics of a day c«sp, resident cas* or travel casq?, as these 
terms are generally understood, used primarily or in part for recreational, 
athletic* religious and/or educational activities and accommodating 
five (5) or more children under eighteen (18) years of age who attend 
or temporarily reside at the youth cas^s for a period of, or portions of, 
four (4) days or more« 

''Primitive Camp" means any youth camp which does not provide permanent 
structures and/or utilities for casq^er use. 

"Hotel or motel" shall include "tourist camp," "recreational resort or 
cffiop," "simaner camp for children," and similar facilitiea, and shall mean 
every building or other structure, with all buildings and facilities 
In connection, kept, used, maintained as, advertised as, or held out 
to the public to be, a place where living accc^maodations are furnished 
to transient guests or to groups normally occupying such facilities 
on a seasonal or short'*term basis. 

"Director" shall mean the Utah State Director of Health. 

"Vacation Camp" J An establishment which is a seasonal operation lasting 
not more than four months and offers a summer camping program which 
includes providing food and/or lodging to vacationing youth or 
family groups. 




APPUCABZLXTY (continued} 



VlryLnift ^Sunar Cup** iic«ns msxd inclines any building, tenc or vehicle, 

or groups of buildings, tents or vehicles if operated as one place or 
establislMnt, or may other place or establlshs^t , public or private, 
together vitb the land and waters adjacent thereto, which is operated 
or used In this State, for the sntertainsmnt, education, recreation, 
religious instruction or activity, physical education or health of 
children under el^teen years of age who are not related to the operator 
of such place or establishfient by blood or carriage within the third 
degree of ^msangulnity or affinity, if five or sore such children are 
accOTsaodated at any one tlae, gratuitously or for compensation, during 
any portion of aore than two consecutive days. 



Washington The tern *'caap" as used herein shall refer only to an established group 

ca»p which is established or maintained for recreation, education, 
vacation, or religious purposes for use by organized groups and 
wherein tbeae activities are conducted on a closely supervised basis 
and wherein day to day living facilities, including food and lodging, 
are provided either free of charge or by pa5r&6nt of a fee. 

^^Director*^ shall nean the p' ^on in charge of the caap program* 

"Existing cas^" shall mean camp which was established prior 
to the date of adoption of these rules and regulations. 

'*New caxsp'' shall mean a camp which is established after the date of 
adoption of these rules and regulations* 



West Virg i nia "Organised Caap'*~Any area*, place, parcel, or tract of land on which 

facilities are established or maintained to provide an outdoor group 
living experience for children or adults, or where one or more 
permanent or s^i*-permanent structures are established or maintained 
as livlnR or sleeping quarters for children or adults, and operated 
for educational, social, recreational, religious instruction or 
activity, physical education or health, or vacation purposes either 
gratuitously or for cc^f^sation, provided, that this definition 
shall not be construed to include a hunting, fishing, or other camp 
privately owned and used exclusively for the personal pleasure of 
the owner* 



Wisconsin "Recreational and Educational Camp," hereinafter referred to as 

camp, wmmiM and indudea the premises and temporary or permanent 
structures, together with appurtenances thereon, established or 
maintained as living quarters where both food and lodging or the 
facilities therefor are provided for children and/or adults » operated 
for a period which includes 3 or more consecutive nights of lodging, 
for a planned program of recreational and/or educational purposes, 
and offered free of cherge or for payment of a fee. 

"Primitive Facility" means a portion of the basic cas^ premises or 
other site under the control of the person owning or operating the 
cmsapf at which site the basic needs for camp operation such as places 
of abode, water s\Q>ply system, permanent type toilet facilities and 
permanent type culinary facilities are not usually provided. 
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I. PEBSONHEL 

Counselor'! Qu«lific«tiaas and Training 

Couatolor to Cnpor Baeio 

Director** QiMlifieationt and Treiniag 

Diroetor mod Oporstor Be»{Kmiibilitie« 

ftequicttd C«aip Pertoanel 

Director 
Coimaelora 

Speciel Activity Leaders - Training and Certi£ieati<m 
Heelth Perscmnel - Training and Certification 
Maintenance . . . Other 

Standarda and Referencea 

Personnel Policiea, Records and Job Descriptions 



PGISOlDiELs CouMclor** QuaUficAtioM nd Training 



Cjllfomia 



Colorado 



Tl^ro aball hm at all tiata at laaat ona raimaalor lAo la a high achool 
giraduata or who la «t laaat alghtaaa (18) yaara of aga, for each tan 
(10) ea^para undar oixtaan (16) yoara of age. 

In addition, thara ahall be a c€Niipatant ataff « adequate for the main*- 
tenance and operation of the cmtp faclUtlae. aare ahall be a coapeteat 
ataff adequate for the eare» protection, and stvervlalim of the casters. 

See Frograa Safety: Supervlalon of Actl\rltlea 

All paid e^loyeaa In any capacity ahall be aizteen (16) yeara of age 
or ovar# 

All prograa etaff inclt«llng counaalora ahall be eighteen (18) years of 
age or over, or shall be hl|^ achool graduatea, or shall haw ccHi^leted 
preacrlbad hi^ ecteol training. A of two aonthe aupervlsed 

counaelorahip In ctSB^is^ shaU be required. 



Connecticut 



Over 16. 
CIT— over 14 • 

See Peraonnel{ Stkndarda and References 



At leaat 80 parent of the ratmsalora and program staff should ba 
18 yaars snd older. This section does not apply to day ca&ps. 

All Junior counselors, counsalorr, and progrsa staff who ars under 18 
yeara of age shall be st laaat tw (2) years older thm the c«K>er 
groi^ with which they are working. 



Waaaachuaatts 



Cotmaelor aeana an individual lAo haa a supervisory role with cais^ers. 
This individual shall be at least a high school graduate with at Isast 
eight we^ asq^erience in structured group cashing md/or supervisicm 
of children and ba at least 18 years of age* 



Michiaan 
Kiaaiaaiooi 
99m Jersey 



Adult (18 or over) * 

Sea Personnels Counselor to Cas^r lUtlo 

"Counaelor" sesna a staff cMs&er 16 years or older. "Counselor" and 
Adult** are jwt aynonysous tar»s, rather they are two different 
diviaiona. 



Adult couaMlora •hall b« at laaat 18 jraara of a^ sad may iocluda 
b«th apaclalty and ganaral cpunaalora. In addltloi, tha counaalor 
abaU poaaaaa a high achool dlploaa and aithar have eaq^ariaace in 
caapia, and at^rvlalon e£ diildran, or bava coi^ilatad a tralnlug 
couraa accaptabla to tha partait iaauing official. 



Adult Bupanriaor. 

Saa Paraoimel: Counaalor to Castper Ratio 
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WiacQMln Om staff autat» 18 ^wi of or oUorg Wftandlin kltfihon tad 

fwrinf nwai itaff « «h«U bm pnvidbd for ovary oi|ht eoaporo wimt 
18 oMopfi for CM^oro ols yoon of ago o&d uadari tho ratio oliaU 
mm to four* 
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ERIC 



FStSCaniELs CouaMlor to Cmnfrnx Ratio 



Colog>4o 



Sm Fortmsnftlt Cmsntolor^f Qu«lifia«tlofia «a4 TrAlnisg 

A ratio of mo otaff sm^r for ovory to» oiaporo or fraction thartef , 
8 to 16 fmm of agOp shall ba «>*<**»Hntt1 at all tiaaa. 



Saa Pngraa Safatyi 
Saa FrofraM Safatys 
Saa Program Safatys 
Saa FrograB Safatyt 
Saa Prograa Safatyi 
Saa Provran Safatyt 
8m Pngroi Safatyt 



Si^rvlalcm of Activitiaa 
Spaelal Progrn Araaa-^SvisBlug 

SpaeUl Prograa Axaat^-^Boatlat, Canoaifigi wd Fiahlog 

Spaelal Frogran Araaa-^Blflary 

Arehary 

Boraid»adt Kldlag 
TraapoUaa • • • Othar 



Saa S^r Cai^isigt Staff QuaUfioationa and Katioa 



dm 16 yaar old to aix eaa^ra uadar aixs opa 16 yaar old to alght 
ca^para ovar six. 

Sm Say Calling t Staff Quallfleationa and Satloa 



Saa Frogris Safatys Spaeial Program Araaa— Svisssdng 

Tha foUovlx^ ratioa of couaaalors to c«qpara ahall ba uaadt 6 yaara 
a»d undar^l eovMalor to 5 eaavarat 7^ yaara~l eowtalor to 6 ea&part} 
9-14 yaara~l cowaalor to 8 eaaspara; 1S<-18 yaara~l couaaalor to 10 
ovarii 19 yaan and ovar-<»*l eounoalor to 20 caapara. 



Haaaachttaatti 



i^yii^gy^ 



Baaldaatlal cas^a shall hava at laast ooa eounaalor to 10 caa9ara. 
Iiuilvlduala who are at laast 16 yaara of aga nay ha uaad as adjuncts 
to tha Misaaalor staff. Boiiavar, thaaa Individuals ahall not ba 
Indudad in floating tha apaeiflad eounsalor to caapar ratio raquira* 
asnta. 

For tha pur^ss of this aactioa, aga shall ba datantinad at tha start 
of tha camp aassion. 

Ssa Program Safatys Spaelal Program Araaa^Svismdng 

Saa Program Safatys Spaeial Program Araaa~&oating, Canoalng, and Flahing 
Sm Progrsm Safatys Spadal Program Araaa---Riflary 
Saa Program Safatys Sj^dal Progrsm Araaa-*-Archary 
Saa Day Cwplngt Staff QuaUficatlona snd Batlos 

Camp dlrattor not indudad in ratio in easips sarving over 50. 

Saa FrogrM Safatys Spaeial Progrsm Araaa~Siriming 
Sm Trsiuportatiras Stqiarviaion 



Ratio of CounMlors to Caspars t RMidantlal and group camps ahall hava 
ma eounaalor to 10 campars. Zndividuala irtio ara at lasst 16 yaara of 
aga may ba uaad as idjoneta to tha eounsalor ataff . Honavart thaM 
individuals ahall ^t ba indudad in asstlng ths spadfiad eounsdor 
to esaspar ratio raquimants. Camps induding hsndieappad shdl hava 
counMlors to tha handicap^d at a ratio of ona to fi\ni. 

(oontinuad) 



FRIG 
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gEBSOHNBLi CcntsiMlor to Cu^fit Batio (cmitinued) 



Mi— Utippl 



Sm Prograa Safety s Special Progm Arau-^SvisBdas 

Sm Program Safatys Spacial Pragraa Araaa<«<*Boating» Caaoeingt and Fisbiog 

Saa Program Safaty: Spacial Program Arau~Riflary 

Saa ProgrM Safaty: Si^cial Program ^aa~Arehary 



Nay Jaraay 



Aa adult laadar aaaiatad by a counaalor ahall ba raapooaibla for tba 
ai^rvlaioa of avary 20 childraa« Tha caap diractor «haXl not ba 
iaelttdad in aarvieing ovar 50 ehildran, 

Saa Program Safaty s Social Progm Araaa-^-^Svimmias 



At an ovamlght camp, eba ratio of adult counaalora to chlldran ai^t 
yaara of aga and ovar ahall ba lt8| for childnn youngar than aight 
yaan of affa, tha ratio ahall ba lt6| a maylmim^ of 20 parcant of tha 
total raquirad ^unaalora may ba 17 yaara of aga* 

Saa Program Safaty: Spadal Program Araaa~Sviaming 

Saa Program Safaty s Spaeial Program Araaa~Siflary 

Saa Program Safaty $ Spaeial Progm Araaa~Aret»ry 

Saa Primitiim Capping and Out-^f*<;ap Tripas Staff Qualifications 

Katloa (T^ Laadara) 
Saa Itey Campings Staff Quallfieationi mxd Ratios 



Oragoo 

Sottth Carolina 



Saa Progm Safaty s Spaeial Progm Araaa—Svlmming 



Saa Program Safaty s Spaeial Pr^ram Araaa-^Swindng 



Taxaa 



Each ymith camp ahall hava at laaat <ma (1) adult auparviaor vfao ia 
raapoaaaibla for tha cara and aupar^aira of aaeh tan (10) childran 
in tba t§mp. Thm camp diractor ahaU not ba includad in thia ratio 
in camps aarving ovar fifty (50) youtba at ona tiaa. 



Wiacona^n 



Ona staff mobarp 18 yaara of aga or oldar^ axcluding kitchan and 
maintannca staff ahall ba providsd for avary ai^t csvpara uadar 
18 axcapt for caa^ari six yaara of aga and undar. Tha ratio shall 
ba to four. 



o 
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PRB SMim i Dine tor *s Qu«ll£icatiou tmi Trainiag 



Ev«ry cmp, at all ttmm of oparatloa, ahall bava a pereon In charge who 
ia at laaat twaaty-flva (25) ^ara of aga. 



Colors 



Tbm diractor ^all b« 25 yaara of aga or ovar, ahall hava a maturity 
of joc^ut Aid prior idult laadarahlp asi^ariaiKsi in orgaaisad craping, 
of aiailar group aspariaaea vith cbildraa. md shall ha reap^ibla for 
■a l nt a inin g and axacoting Moiaua nilaa am! ragulations. 



Cwoacticttt 



&ccapt for thoaa paraona 1^0 hava alraa^ aarvi^ at laaat ooa suaur 
aa a ea«p dlractor» a cnp diraetor ahall hava had at laaat 16 waaka 
atelniatratlva or aupanriaory axparlaaca in an orgaaisad ca^ or ia 
liau tbaraof ^uivalaat training or axparlaaor ia cabling aatiafactory 
to tha onniaaicmar. 



Sm fara<maal; Stsidarda and Bafarancai 



Maisa 



C§ap diraetor woBt be at laaat 25 yaara of age and have 16 i^aks of 
adaiAlatrati^ or tuparviaory axparlann in aa orgaaiaed caop. A Day 
Caap Director suat be at laaat 21 yaara of age* 



Haaaachoaetta 



laaidaatial Cap shall have a casp director cm tha pre&iaes who 
ahall oaet the following criteria s 

(1) Be at leaat 25 yaara of age 

(2) Have at laaat 24 make previous eseparieaca aa part of the 
edsiaiatrativa ataff of a recreaticBial cassp for children. 

See Day Copiag: Staff Quali fleet ioaa mxd Ratios 



Micbigaa 



Tha director ahall hava tro yaara of eaq»erienee %^rkiag with children, 
ahall knowledgeable in adsdaiatrative practicea and have not 
less than one seeaoa of leadership experience in an organ! aad children*! 
caap or related eetivity. 



Miaaiaaiop i 



2. 



Each Raaidantial Cssq) shall hava « csap director on the preaiaes 
who shell Bset at leeat two of the following criteria: 

a. Be at leaat 25 yaara of aga 

b. Have aucceaafully eclated e couree in ceasing ad«iniatration 
aiich aa those offered by netional profeasional ceiling associa- 
tiona» nationid agencies t or their equivalent 

c. Have had at leaat two years previous esqiarien^ as part of the 
i^miaistrative ataff of a youth eaap* 

la additioa to ttw above, the director of caaps for the handicapped 
ehall have educatioaal backgrouad aad/or aacparisnce appropriate to 
t!^ groups being served. 



Hew Jeraey 



A caap director ahall not be less than 21 years of age end hsve not 
lass than two yaara adainiatrative experience in an orgsnlsed cmp. 
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fUSOMMILi Dlracter't QuaUfiefttlfms ceuI TrAlolog (cmtlniuiil) 




B«di» cbildMa^a cmp shall hvm « ^mf dltftetor, lAo asy alio b« eh* 
eop opw«tor» ruponslbla for tuptrvlaliis thm 009 progrca, mninffx 
fUAllfieAtloiis shall bat 

(1) techalor's dagtaa, ox at laaat 25 yaara of a^ for n ovamlsht 
eaap and 21 yaan for a auaear day or travaUag ausMir day cnp{ 
nd 

(2) At laast 24 %»aka of pravioua a^tadnUtratlva or siiparvisory 
axparlaai^ accaptabla to tba Stata Cmadaaiooar of Baalth. 



Baeb youth casp ahall ba uadar tha dlraccloa of a quallfiad adult vith 
at laaat tw (2) yaara of aapariancsa votking v^th diUdrmi* Tha dlrac- 
tor ahall ha knovladj^abla la c^^p adaialatratlva practlcaa aad abaU 
hava at laaat mm (D aaaaon of leadarahlp axpanaaea la aa orgaalsad 
youth cmify or ralatad activity. 



All caapa shall ba undar tha auparvlaloa of aa a&ilt having aatura 
Judgant and ability to uodarataad sad i^ply atata lavs and ragulatloaa 
ralatiag to o^ratlm and aalntananca of tha cai^. 
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gTOCTlilLii Mnetor mi Optrator iMpootlbilitics 



Colorido 



Za «qr ovgwlsad Map viehla dui Stata of AIA«Uf at iMtt «m panra 
iliall ntaiud for tho duratlmi of tho caopi&S mmod for th« purpooo 
of oarvins aa cMp MSiatar, dlraccor, auparviaor, or adsinlitrator. 
Said tmraoft aball ba givui authority to axaeutx or hava aneutad 
eorraetiira or pravaatativa aaaauraa aa tha Baalth Of flear dlract 
whldi affaot tbm tealth, aafat^p mA wall balag of tha o«p staff 
aad ea|i oeei^nta* 

Sm Paraooal Baalth » First Ald« a&d Htdleal Sarvlcaas Arraagnaata for 

EMr^qr Cara (Koapltala» Cllalea • • •) 
Saa Snitatloas Aaisal SagaXatloas 



▲U eaapa aliall ba uadar tha aupar^loa of a eo^pataat panoa* vfaoaa 
dtttj It ahaU ba to aaa tiiat tha fora^lag ragulatloaa ara earrlad oot| 
aod that cha caap la malntainad at all tlaaa In a daaa aad aaaitary 

coadltioa. 

Saa Saaltatims Maiataaaoca Sii^rvlaor sad C«Qp Kalataa«iea 



At all tlaaa thara ahcmld cma of tha c«^p*a suparviaory staff la 
raaldaaoa vho la raspimslbla for auparvlslag tha lagal provlsloas aad 
tha racovMadatlcma of this Gulda ralatiag to ehUdraa's caapa. 

Sm Foraoaal Baalth« Flrat Aid, aad Hadleal Sarvlcass M^cal Kacorda 
TraatMat Log, Cop fta^tari aad Baports (teeludlag Saportlag 
Outbraaka of Cooaualcabla DlaaaM) 



Saa Paraoaal Haaltht Flrat Ald» aad Madleal Sarvlcass Baalth Svq^arvlaloa 

aad Quallfiad Baalth Sitparvlaor 

Saa Paraoaal Baalth, Flnt Aid, aad Madleal Sarvlcass Baalth Blstory 

Saa Paraxial Baalth, First Aid, aad Madleal Sarvlcass laflraary, 

fiaaripmey Equl^sat, aad Flaa for Xaolatloa 

Saa Paraoaal Baalth, First Aid, aad Mi^eal Sarvlcass Madleal Sacords— 

Traatamt Log, Csop Baglstar, aad Raports (Zacludlag Eaportlag 

Outbraaka of Co—ualc^la Dlaaaaa) 



Saa Slu aod FaelUtlaas Spadal Prograa Araos «id Facllltlaa«-«-Svlnalag 
Saa Faraoaal Baalth, First Aid, aad Madleal Sarvlcass Madleal Baeorda-^ 

TraatMat Log, Cmp Bagiatar, aad Baports (lacladlng Saportlag 

Outbraaka of CosHmleabla DlaaaM) 



Tha dlraetor ahall faadllarlM easipara aad staff with rulM govaralag 
tha uaa of Batloaal sod Stata laada aad ahall ba raspoaalbl* for 
eoapllaaea irlth all aueh ragulatloaa* 

Sm Faraooaalt Dlraetor* a QuaUfleatloas aad Traialaf 
Sm FrogTM Safatyt FrogrM AIM sad Objaetlvaa 
Sm FrogTM tofatys DiaelpUaa 

Sm Frogrn Safatyt BMrg^clM Md Bvaeuatloaa-^BMraMcy FroeadurM 
aad Tralalag 

Sm Farasmal Baalth, First Aid, «d Madleal SarvleMS Msdleal Baeorda-*- 
TrMtMat tog, Caap Bagiatar, aad Baports (laeludlag Baportlag 
Outbraaka of Coufnlesbla DlaaMa) 
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PEIffiOKHELs Dlrtetor uui Operator Brapouifallitiaa (eontlOMd) 



Sm Prograa Safety; 
Sm Frogm Safety: 



Special Prograa Areas — Archery 

Special Prograa Areaa-^Horaeback Riding 



Peleyare 



Sm Feraonal Bealth» First Aid, and Hadical Services: Kedical Records- 
Traatasnt Log. Caap Begiater, md Raporta (Inclining Reporting 
Outbreaks of Cos^unie^le Diaease) 



Florida 



All caepa housiog fif^ (SO) or more peracaia ahall be st^rviaed and 
regulerly inspeetad by tba caap orator or hia dcaigpated agent or 
aaployee. All peraona deaiffuted aa caaip aapervlaora shall be jointly 
rMpraaible vitb the eas^ operator for the sanitary cmdition of tba 



The csap aerator ahall be reaponslble for eoa^lying with all statutory 
r^ttiresMnte mud regulaticma iaaued thereunder relating to caoips and 
with all conditlma stated in the licanae iaaued to hia under these 
reguletimis. 

The license required tsider these regulatlcma ahall be ^stad and kept 
in a conspicuoue piece in the caasp by the c«9 operetor. 



If^iana 



See Site and Facilitleas Speciel Frograa Areaa and Facllitiea 

Sviasing (Natural Svia Areas) 
See Feraonal Be«lth» First Aid* end Medical Servlcee: 

and Qualified Bealth Si4>erviaor 
See Feraonal Health, First Aid, and Medical Services i 
Sea Fereonal Beelth» Firet Aid, and Msdical Servicae; 

EMr^:icy Equipsttnt, and Flan for Zaoletion 
See Feraooel Bealtii, Firat Aid» end Medical Servlcee s 

TreatMnt Log, Gasp Regie ter, and RafKsrta (Including Reporting 

Outbreaks of Comnicable Diaease) 



Bealth Supervlaion 

Doctor Call 
Infimary, 

Medical Records-*- 



Kentucky 



The caap operetor shall asaura that a cmap director or an authorised 
representative la available within the cmep botmdariea at all tises 
while the caap la in operation. 



Louisiana 



* . . duty of the owner, or person legally in charge of the land upon 
which any . • . Crap la located , or of the operetor or pereon in charge 
of such • . * Ca»p, to aea that all of the provieiona of these regule** 
tions are cc^lied with* 

See Site md Fecllities: Shelters for Living and Sleeping~Livlng 

and Slaving Quarters Design msxd Location 
See Fereonal Health, Firet Aid, end Medlcel Servicaa: Medical & ^rde~ 

Traatattnt Log, Camp Regie ter, nd Reporta (Including Reportinf 

Outbreaka of CooBunicable Diaease) 



Maine 



See Frograa Safety: Eaer^ociea and £vacuations~Flre Regulations and 

EQMip&ent (Hoveable) 
See ProgreM Safety: HffUlling and Stmtm^ of flMeable Liquids, 

Poisons, and Chessicals 
See Site and Facilities s Facilities Design— Site and Facilities Design 
See Site and Facilitieas Facilities Design---Flre Deai^ end Materiala/ 

Fire Sxita and Alara Systos 
See Site and Facilitieas Shelters for Living md Sleeping'*— Living end 

Sleeping Quertere DeeigQ and Location 
(continued) 



er|c 
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PmSffliHEL: Director and Operator Respooslbilities (continued) 



HilQg 

(coatlnuftd) 



Se« Site end Fecllltless Shelters for Living and Sleeplng-^-Adequate 

Separate Beds and Separate Sex 
See Peraonal Health, First Aid, and Hedlcal Services s Health History 
See Peraonal Health, First Aid, and Medical Services: Medical Recorde- 

Treataent Log, Crap Register, md Reports (Including Reporting 

Outbreaks o£ Cossmnicable Disease) 
See Sanitations Bathing, Handwashing, and Laundry 



Masaachuaatts 



The operator shall provide a prograsa of activities which shall meet 
the generally recognized needs of the children and shall in no respect 
be in conflict with their best interests nor a hazard to their health 
or safety. 

The operator shall not use or permit the use of any buildings or 
shelter in a recreational camp imless it is structurally safe, 
adequate in size for its use, easy to keep clean, and has a roof 
which is reasonably weathertight. 



Site Location—General Location and Adequate 



See Frograa Safety: Handling and Storage of Flmmiable Liquids, Poisons, 

and CSieoicala 
See Site and Facilities: 

Space 

See Site and Facilities: Facilities Design — Site and Facilities Design 
See Site and Facilities: Shelters for Living and Sleeping — Living and 

Sleeping Quarters Design and Location 
See Personal Itealth, First Aid, and Medical Services: Doctor on Call 
See Personal Health, First Aid, and Medical Services: Physical 

Examination and Required Innoculations 
See Peraonal Health, First Aid, and Medical Services: Medical Records— 
Treatment Log, Gasp Register, and Reports (Including Reporting 
Outbreaka of Cossounicable Disease) 
See Saaitatira; Toilet Facilities 

Bathings Handwashing, and Laundry 
Insect, Weed, and Rodent Control (Vector Control) 
Safe Water Supply and Safe Ice Supply 
Maintenance Supervisor and Camp Maintenance 



See Sanitatim: 
See Sanitation: 
See Sanitation: 
See Sanitation: 



Michigan 



See Personnel: SLandards and References 



Minnesota 



It shall be the duty of every operator of a children's camp to carry 
out the provisi<»is of this regulation. 



See Personal Health, First Aid, and Medical Services: 
Emergency Equipment, and Plan for Isolation 



Inflrxaary, 



Miasiasippi 



See Site and Facilities: Special Program Areas and Facilities — Swimming 

(Natural Swim Areas) 
See License, Registratiout and Permit Requirements: Specific to Camps 



Doctor on Call 
Infirmary, 



See P«r«ohaf Health, First Aid, and Medical Services: 
See Psr^i^aJ health. First Aid, and Mf^dical Services: 

futfrgenqr EquifOaQt, and Plan for Isolation 
See Personal Health, First Aid, and Medical Services: Medical Records-- 

Treatment Log, Camp Register, and Reports (Including Reporting 

Outbreaks of Cotmunicable Disease) 
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WMOWUL i Dlrtetor mA OpsratM lupoiuilbiUtUs (emtinutd) 



HSSSSSMSi Smm UtmeMl Bsalth, Fine Aid, and Htdlcal S^cvIcms Mtdleal taeorda— 

TMAtMat Ug> Cinqp BaglsMr, «ad Baports (Including B«po;tlng 
Outbntka of Co— mlcabls Dlscaia) 



fiQ£ IS!^ A p«rt» te irfimi • j^ndt to oporato • tn^rary rMldonca or pronoto or 

hold a Maa gacbarlng haa iNwn laauad ahall provlda an individual, vho 
la aeovtabla to ti» panlt laau^ official aa aultabla and raaponalbla. 
to ba in eharga of tha proparty and who ahall ba on or avalXabla to tha 
proparty during raaaonibla boura of tha day vhUa tha pcoparty la 
oceuplad or opan for oeetqiancy. 

A paraon to irt^s my pamlt la laauad ahall cc»aply vlth tha provlalona 
of thla Fart and vlth all »ndltlona atatad in tha paralt and ahall 
allov tim parslt iaaulng official or hla rapraaantatlva to antar tha 
praslMa t ^aaonAla tioa to aaeartaln cosapUnM with thia Part. 

Saa ParammaLf aitaetor'a Qualifleatlona and Training 
Sm Progroi Safatys Safaty Education 

Saa Program Safatys Eoarganclaa and Evacuationa--E8Mirgancy Drilla 

Saa Slta and Faellltlaa: Facilitiaa Daaign^Fliyground and Bacraational 

Squl^Mnt 

Saa Faraonal Baalth, Flrat Aid. and Madical Sarvicaas Baalth Suparvialon 
and Quallflad Haalth Si^rvii^ 



Carolina Saa Faraonal Haalth, Flrat Aid, and ttedical Sarvlcaa: Mdlcal Bacorda— 

Xraatattnt Log, Ca^p Sagiatar, and Sa^rta (Including Raportlng 
Outbraaka of ConBunicabla Dlaaaaa) 



Oy£ Wian a cai^ ia in oparatlm, tha oparator ahall maintain at laaat ona 

cofl^tant individual on duty at all tlaaa. 

Tha oparator ahall aat^liah nilaa ipvaming tha oparatlon and main- 
tanan» of tha Caap. Such rulaa ahall ba pzovidad to guaata aa thay 
ini t i a l ly antar tha caap or ba poatad« 

Saa Frograa Safatys Eaargandat and Svacuatlona^^Flra Sagulatlona and 

Equipmant (Kovaabla) 
Saa Fi^gTtt Safatys Xdantlficatlon and Kinisiaatlon of Baaarda 
Saa Faraonal Baalth, Flrat Aid, and Madical Sarvlcaa i Inflnary> 

Eaari^ncy Equipmnt, and Flan for laoUtion 
Saa Faraimal &alth, Firat Aid^ and Madical Sarvicaas Madical Bacorda — 

Traataant Log, Caxap Baglatar, and Baporta (Including Raportlng 

Outbraaka of Coensnicabla Siaaaaa) 
Saa Faracmal Baalth, Firat Aid, and Madical Sarvicaas Firat Aid 
Saa Sanitations Maintananca Su^^arviaor and Casap Maintananca 



^oda Isl^ Saa Frogm Safatys Handling and Storinta of Flaanabla Liqulda, Folaona, 

and Cbaadcala 

Saa Slta Facilitiaa s Facilitiaa Daalgn~8ita and FadUtiaa Daaign 
Saa Slta and Facilitiaa s Facilitiaa Daaign— Flra Daaign and Katariala/ 

Fira Exita od Alara Syatraa 
Saa Slta and FacUitlaat Shaltara for Living and Slaaping~Caiqpar 

Ci9*eltys Cubic Air Spaca, Floor Spaea, and Storaga Spaca 
Saa Faraonal Baalth, Firat Aid, and Madical Sarvicaas Doctor on Call 
Saa Faraonal Baalth, Firat Aid, and Madical Sarvicaas Scraaning (On 

Slta and Exduaion of Cosamicabla Dlaaaaa) 

(contlnuad) 
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nmomKLt MneCor cad (^»tor ItetpQulbiUtlM (eo&tiUiiuid) 



(contimitd) 



Sm FcnaacI Bsalth. fitmt Aid» tad Midleal Scrviais: Kftdical BACatd»~ 
TtMtaisit Log, Cop B«gl«tcr» and lUiports (Including Raporting 
OutbrMks of Commiembla MLsaua) 
Sm Smluitlcms InMet» lte«d» nd Bodtnt Control (Vector Control) 
Sm SaaltAtlimt SBim Vrntmr Svpply «nd Safe Ice Siq>ply 



Swth Carolina 



Sm Smltatlons Solid VMte DlapMal (Garbage) 



In any organlMd cnp within the State of Tenneaaee, at leMt one 
peraon ahall be retained for the duration of the camping MMcm for 
the purpoae of eervlng m eas|» sanager^ director, aupervleor, or 
a^Blnlatrator, Said pere<m ehell }m given authority to execute or 
have eMCuted correctly or preventetlra neuurM n the Public Health 
OfflMr taay direct vhlch affect the health » safety, and veil being of 
the aeabere of the cas^ etaff and cas^» Occidents. 

Sm Prograa Safstys ^rgenclea and Evacuations— Fire Regulations and 

Equipment (Koroable) 
Sm Fe»onal Health, First Aid, and Hadlcal Services; Doctor on Call 
Sm Personal Health, Flret Aid, and ^dlcal Services: Infirmary, 

EMr^ncy Equipment, and Plan for Isolation 
Sm PerSMal Health, Flrat Aid, and Medical Services: Medical Records— 

TreetMnt Log, Caay Regis tsr, and Reports (Including Reporting 

Outbreaka of Comunicable Biseue) 



Sm Program Safety: Urgencies and Evsctiatlons — Fire Regulations and 
Equipment (Moveable) 



Otah 



It shall be the duty of each person operating a camp » , , to carry out 
the provisions of thMe regulations. Such person shall also have the 
duty of continuing the conduct of camp occiq>ants to this end, and 
ehall make at leMt one daily Ixtspectlon of the entire css^ for these 
purposss« Centrel toilet and vMhroom facilities shall be inspected 
M nacMMty, 



See Personal Health, Flret Aid, end Medical Servicees Medical Records-** 
TrMtssmt Log, Camp Register, and Reports (Including Reporting 
Outbreaks of Commmlceble DlssMe) 



«Mt Vtralnla 



Sm Sanitation: luMct, Weed, tmd Rodent Control (Vector control) 
Sm Sanitation: Maintenance Supervieor and Caqp Maintenance 

ziM Program Safety: Bmsrgenclee and Evacuations<-*^Flre Regulations and 

Equipment (Moveable) 
Sm Personal Bealth, Flret Aid, and Medical Services: Msdieal Records— 

TreatMnt Log, Caay Register, end Reporta (Including Reporting 

Outbreaks of Communlesbls DlssMe) 



The camp owner or operator shall take euch stepe ee necMeary to deter- 
adM If etaff members era rssponsible, meture pereons and shall b« 
rsspmslble for tiie etaff *e actlona relating to camp operation. 

See Sanitation: Maintenance Supervisor and Camp Maintenance 
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PEMSMNELs Required C«ap Peraoanci— Director 



Alaska 

Arlecaa 
California 
Colorado 
Cotmactlcttt 

Maasachugatta 
Michigan 
Mlsalaalppl 
Say Jeraey 
Sew York 
Teimeagee 



Sae Paraoimal: Director and Operator Raaponelbllltles 



Sea Penoxmal: Director and Operator Reaponalbllltlea 



See Peraonnel: Director and Operator Reepcmelbllltlea 



See Personnels Director's Quall£lcatlona end Training 



See Pereoonel: Director's Quallficatlona and Training 



See Personnel: Director's Qiialiflcations and Training 



Sm Peraonnel: Director's Quallficatlona and Training 



See Personnels Director's Qualifications and Training 



See Personnel; Director's Q\iall£icaticms and Training 



See Personnels Director's Qualifications and Training 



See Personnel: Director's Quallficatlona and Training 



See Personnel; Director's Qualifications and Training 



See Personnel: Director and Operator Haaponsibilities 



See Personnel: Director's Qiudl fleet ions and Training 



Washington 



See Personnel: Director's Qualifications and Training 
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CaXiforaiii 
Coloririo 

C«m»ctlcttt 

Kw York 
Tea;— 



Sn Pcrsoxmal: CcmaMlor^a Qualif icmtioaa and Iralniiig 



Sm PanoQMl: Coisui«lor*« Qu«li£icAti(»ui nd TralQing 
Sm PcracmMls Ccnisuielor to C«np«r Batlo 



P«rsozmeI: Couiui«lor to Cap«r SUtio 



Sm Pertocmftlt CMOMlorU Qualificatioiui «nd Trainliig 
Sm PcrsoQMl: C^mMlor to CMp«r Ratio 



Sm PersTOMls Counselor to Caa^r Ratio 



Sot Porsoni^l: Cotsoaelor to Cass^r Ratio 



Sm PerBc»uiel: Cotmsalot to Cas^r Ratio 



Sae Peraonnel: CcHmaelor to Casper Ratio 



See Faraonnals Cousmalor to Caster Ratio 



Sm PersoiXQal: Cotmoelor's Qualificationa mxd Training 
Sm Paraonnal: Counselor to Caesper Ratio 
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VHftHBULi ftHulMd Gmp F«noiiM;L~SpMiAX Activity ZfMd«n 
TtAiBiac ttd Cartlfloatlra 



Sm Vngvm Safety t 
Sm PtogSM 8«ffttyt 
8m ftpegTM Satetyt 



Sp^eiAl Frogrw AxtM— MnKtag 



CilifoiiilA 



8u PwiTW Saffttyt Spteial Progrn ArMt-^^nplMlat 



Sm FragiTM S«ftttys 
8m PvogtM S«Stttyi 
8m PngffM 8«fttyt 
8m fnttM Safityi 
8m FrogTM Safety I 
8m Protm Smfetyt 



StqpMTisiOD of AetivitiM 

8pMl«l ProgrM ASM«— 4»li^s4 

8p«ei«l FMftM iJfM-»iOitittg» C«»«lfif , md fUhlssg 

S^ft^il f fdfTM AvMa-4if Issy 

SpMiaX fxQgnm AsMt-^4rdMsy 

Sp^Glal Frogra AnM'-^rtAMk SidiAg 



COOMCtlCUt 



Sm FrogTM Safety t 

ActtvltlM 
Sm FrogTM Safety t 
8m FrogrM Safityi 
Sm FrogtM Sft£«tyi 



Sp«eiAl FPogcM ATMS— BMtrdoM tad Hi^ ittsk 



SfHielal Vt^tm AstM-HftifiLttcy 
Sp«ei«l FsogrM ArMt-HUrctory 
Sp««^Ul Frogrw Ar«M""^rMt>Mk Sidl&g 
Sm Frlsitlvtt Coping «ad Out«-of<*C«v Trip«s Staff QuAllflMtioM 
Md BatlM (Trip L««4«n) 



Illifioii 



Sm FrogTM Safotys Spaeial Frogra ArMs~SviMi&g 
Sm FrogTM Safotyt Spodal FrogTM AriM**--SvlMliig 



Sm FrogTM Safotys 
Sm FrogTM Safatyi 



Suparviaioa of ActivitiM 
Spaelal FrogTM AraM-<^iirlwi&g 



Saa Fi^gTM Safatyt 

ActivitiM 
Saa FrogTM Safatyi 
Sm FrogTM Safatyt 
Saa FrogTM Safatys 
Saa FrogTM Safatys 
Sm FrogTM Safatys 
Saa FrogTM Safatyt 



SpadLal FrogTM AraM-^aiardotta aad High Rlak 
Spadal FrogTM AraM—SwiMdiig 

Spadal FrogTM AraM«^Boati]^« Ca&Mlxtg» aad Fiahing 

Social FrogTM AraM-*-RlflaTy 

Spadal FrogTM AraM**«'ATehaTy 

Spadal FrogTM AraM*-«BoTMback Bldlxig 

Spadal FrogTM AraM— Traapollna • • • Otbar 



tachlaao 



Saa Frogras Safatys 

ActivitiM 
Saa FrogTM Safatys 
Saa FrogTM Safatys 



Spacial FrogTM AraM^Hasardoua and High Slak 
Spadal FrogTM AraM—SidMlAg 

Spadal FrogTM AraM-"5oating, Canoaingt ind Fiafalng 



Mtaaiaaippi 



Sm FrogTM Safatys 

Aetivitlaa 
Sm FrogTM Safatys 
Sm FrogTM Safatys 
Saa Fr^tM Sefatys 
Sm FrogTM Safatys 
Sm FrogTM Safatys 



Spadal FrogTM AraM — Haasardoua and High &iak 
Spadal FrogTM AraM-**SiriMing 

Spadal FrogTM AraM~Boatlngt Caaoaing, Md Fiahlng 

Spadal FrogTM AraM'^Rif lary 

Spadal FrogTM AraM^ATchery 

Spadal FrogTM ArtM— Traapolina • • • Othor 
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fmaaOLt l^qulnd Caip F«nan&al— Sp«eiaX Activity UadsTt 
IVAialBg §sa CaniflettieD (o0otlmi«4) 



Sm ProfTM SAf«^i S9«ci«l ProfToi knB»-"$vimixLg 



Sm fxogtm S«£«tyt S^telal Pr^roi Artaa->SiriaBlag 



8m Pro|r«a Safety i SycelAl Pi^t'oi AM«a— B«i«rdoui «nd Biih Ki«k 
AetivitiM 

S«a fn$em Sa<«tyt Special Frogroi Araaa— Swlnlag 

Saa PrograB Safety i Special Protraa Axaaa—loatlng. Caaoeias, liahing 

Saa Pngraa Safety t Special Pcoim Areaa— SvlMlng 

Saa PvofSM Safety i Special Pngraa Araac*»teatlns, Caaoeiag, and Piehiaa 

Sea Pregraa Safety t Special Pngiraa Araaa— Riflery 

Saa Pir^aa Safetyt Special Ptograa Aseaa— ^ehesy 

See Pregna Safetyt Sjiecial Pcograa Araaa— BorMbaek Siding 

Saa Pxograa Safety: Special Prograa Areaa— Svintlag 

Saa Psograa Safetyt Special Ptragraa Anaa—SvlsBlag 

Saa Prograa Safetyt Special Prograa Areea— Slflary 

Saa Frogm Safetyt Special Prograa Areaa~4reltery 



Sea Prograa Safetyt Special Prograa AreM-~-Boatlas, Canoeing, ud Plehina 

Saa Prograa Safetyt Special Progrn Araaa— Horaebaek Riding • 

Saa Prograa Safetyt Special Prograa Araaa—Bacardoua end Hltth Slek 
Activltiea 

Saa Prograa Safetyt Special Prograa Araea-<~SvliHln8 

See Prograa Safety: Special Prograa Araes—aiflery 



Waat Virainla 



Saa Prograa Safety: Special Program Araca—SwiaBing 
Saa Prograa Safety: Special Prograa Araaa— Riflery 

Saa Prograa Safety: Special Prograa Areae— Swlailng 
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PI^CatNBUi S«qiiir«d Csnp Fcrsoonel — Health Fcraonael 
Training and Cartificatioo 



California 



S«a Peraonal Health, First Aid, and Medical Services: Doctor on Call 



See Peraonal Health, First Md, ttid Medical Services: Health Supervision 
and Qualified He&lth Supervisor 



Colorado 



See Perewal Health, First Aid, and Medical Services; Health Supervision 
and Qualified Health Si^rvisor 



Connseticut 



See Personal Healthy First Aid, and Medical Servicea: Health Superviaion 
and QvAlilied &alth Si^ervlsor 



Palai>ars 



See Personal Health, Fiist Aid, and Medical Services ; First Aid- 
First Aid Training and Certification 



Illinois 



See Personal Health, First Aid, i»ui Msdical Services: Health Supervision 
and Qualified Health Supervisor 



Indiana 



See Personal Health, First Aid, and Medical Services: Health Supervision 
and Qualified Health Supervisor 



Kentucky 



Sm Peraonal Health, First Aid, and Medical Services: First Aid* 
First Aid Training and Certification 



Maine 



See Personal Health, First Aid, and Medical Services: Health Supervision 
and Qualified Health Supervisor 



Maryland 
Massachusetts 



See Personal Health, First Aid, and Medical Services: Ik»ctor on Call 



See Persmal Health, First Aid, and Medical Services: Health S^^ervieion 

and Qualified Health Supervisor 

See Personal Health, First Aid, and Medical Services: First Aid — 

First Aid Supplies 



Michiflan 



See Personal Health, First Aid, and Medical Services: Health Supervision 
and Qualified Health Supervisor 



Minnesota 



See Personal Health, First Aid, and Medical Services: Health Supervision 
and Qualified Health Supervisor 



Mississip pi 
N sy Haspshire 



See Pereonal Health, First Aid, and Medical Servicea: Health Supervision 
and Qualified Health Supervisor 

See Peraonal Health, First Aid, and Medical Services: Health Supervision 
and Qualified Health Supervisor 
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Tralniiis C«rtifiMtioii (continued} 



B«g J wy Sm P«m&«X HftAlthy Pint Ald» «nd Mtdlcftl Services: Health Supervielon 

end Qualified Health Sv^^rvleor 



Yovk Sm Penooal Healthy Piret Aid» and Medical Services: Health Supervision 

sod Qualified Health Supervisor 



Bhode leliad See Personal Health » Plrst Aldt end Hedical Services: Health Supervision 

and Qualified Health Supervisor 



South Carolina See Personel Heelth^ Plrst Ald^ end Medical Services: Health Supervision 

sad Qualified Health Supervisor 



Teacae See Persmial Health, Plrst Aid, and Medical Services: Health Supervision 

and Qualified Health Supervisor 



Wsst Vir fifinle See Personal Health, First Aid, and Hedical Services: Health Supervision 

and Qualified Health Supervisor 



Wisc^mln See Personal Health, First Aid, and Hedical Services: Health Supervision 

and Qualified Health Sii^rvlsor 
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PEBSONNEL: S^uir^ Crap Persoonel-^-MaintimAace . . . Other 



Sm Progra Safety: Pomr Tools 

Smm Snltstim: Xalntenanee Supervisor and Camp Maintenance 



Alaska 



Sea Sanitation: Maintenance Siipervisor and Casp Maintenance 



California 
Hasaachuaetta 



See Perscmnelt Counselor* a Qualifications and Training 



See Food Services Meal Planning and Nutritional Requires^ts (Including 
Speelal Diets) 



York 
Ch±Q 



Sim Ssnltstlmis Halntraance Supervisor and Camp Maintenance 



See Sanitation: Maintenance Supervisor and Camp Maintenance 



Tennessee 



See Sanitation: Halntraance Supervisor and Casq;» Maintenance 
See Food Services Food Service Personnel 



Itest Vlrsinla 



See Sanitation; Maintenance Supervisor and Cam Maintenance 
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VmSOmELt StandATdfl and Referwces 



Hratal laid {^ysieal hfi*lth~obviou«ly cup staff perscmnel should be 
teaj^araMntaUy fit to work with and aupairvise children. They should 
b« f^ysicAUy fit to carry on their duties. They should be of go«Kl 
•oral character. They should not be addicted to drugs, nor be chronic 
elc^luiUce, nor known to have abused children or guilty of iasswral 
conduct with theo. 



Cooaecticut 



Director — good character— no conviction of "offense involving taorel 
ttirpitudeff** certified mentally cosqpeteatp no improper use of "narcotics 
or controlled drugs." 

Adequate and content staff, "of good character end reputation." 



Michii^an 



Caaip fismagesent ^shall ascertain and have <m record Information attesting 
to the character, integrity, and Aility of each staff mender to perform 
the tasks required of his position." 



Texas 



The casop manageiaent shall ascertain and have on record inforaaticn 
attesting to the character, integrity, and ability of each staff oeniber 
to perfons the tasks re(|Uired of his position. 



Wisconsin 



See Personnel: Director and Operator Responsibilities 
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PEKSONHELi P«ramm«l PoIIcIm, Secordt, md Job DcserlptiOM 



Colpgado 



All mtMit utaibmtm shall hm pravidttd wrlttm instructions ss to theit 
goneral irMpoosibilitles sad duties sad shsll bs giv^ interpretatica 
of t^ cop policiss sad cAjactivas. 



Tbsta shall ba saintainad a raa>?d of sll i^rsoimal which shall Includes 
nras, sddresst age» trainlngt educati<», experience, end other qualifi- 
caticMis; an annual physical exssdnation, nmas snd telephone nuabers 
of persons to be notified in event of en emergency* 

Personnel snd charscter referencee aa all staff ©eobers shall be nade 
availsble i^n request to the suthorised licensing personnel fro» the 
Division • 

Theae current »corda shall be kept at the csiap for as long as the 
Individual ie s laeaber of the staffs 



See Peroonnel: Policies, Records, and Job Descriptions 



Connecticut 



See Personal Health, First Aid, end Medical Services; Msdical Records- 
Treatttsnt Log, Caa? Register, snd Reports (Including Reporting 
Outbrei^ of Cosnunicable Disease) 



Louisiana 



Hlehigan 



Miesissippi 



Each . • . Caxap shall be provided with a building to be knovn es the 
off ICS, in which shall be kept copies of sll records pertaining to the 
Qsnageaent end aupervision. The records shaU be available at sll tioes 
to ths State Health Officer and the Police Depsrtsffint. 

See Personal Health, First Aid, and IWIlcal Services? Medical Records— 
Treatasnt Log, Csa^ Register, and Reports (Including Reporting 
Outbreska of Craaunl cable Disesse) 

Pereotmel policies and prsctices— staff marf^rs to be infonaed of them. 
(Written) 

A caap shall have s written j<A description of each staff classification. 
See Personnels Standsrds snd References 

There shall be with the csap a record of all employees and stsff which 
shall include at least: BS»a, addreas, sge, training, education, 
experience, and other qualifications snd the nasies snd telephone nuabers 
of persons to be notified in the event of en emergency. 

All csisps sre to conduct s suitable orientscion period to acquaint all 
staff personnel with the health, ssfety, snd welfsre progrssw of the 
cssip* 



Sew Jersj^ 



A caiq> shall havs a written statessent of personnel policies, practices, 
and specific duties by ©esns of s written Job description of each staff 
classification. 



Hew York 



Records identifying, staff qualif Icstiona shall be maintained in the 
ca^ for Inspection by the permit Issuing officisl or his designated 
represents tive • 
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FBK^aailL: FtfMQul PolieiM» Rftcord«» «nil Job DMcriptiOM (ccmtlaued) 



A CJBp shall b«vc a vrltttn statesient of psrBonnel policies sad practices 
as thay sffsct both the ca&p snd staff. Staff asobars shall be informed 
of theaa poUdas mi practicss. 

A cii^ shall have a vrittao job descripticm of each staff classificatL . 
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II. PROGRAM SAFETY 

Prograa Alas and (^jectivet 

Special Populations 

Supervision of ^tivities 

Discipline 

Safet^r EducaticMi 

Eaergencies and Evacuations 

Eoiergeney Procedures and Training 
Eoergency Telepfacme Numl>ers 
Eaergency Conmini cation Systems 
Enwr^ency Drills 

Fire Regulations and Equipment (Movdabl^i) 
Identification and Minimization of Hazards 

Handling and Storage of Flammable Liquids, Poisons, and Chemicals 
Power Tools 

Special Program Areas 

Hazardous and High Risk Activities 
Svioming 

Boating, Canoeing, and Fishing 

Riflery 

Archery 

Horseback Riding 
Trampoline . * . Other 



Hi bM. 



PSCK^HAM SAFETY : Ptogm Alas and Objectives 



Colortto 



The a^ncy, grotq», or individual operating a caop is required to provide 
a written program which will reflect its stated purpose. A written copy 
of the purpose shall be at the cas^ site. 



Massachusetts 



The operator shall provide a program of activities which shall meet the 
g«:ierally recognised needs of the caapers and shall in no respect be in 
conflict %rith theik best interests nor a hazard to their health and 
safety. 

See Ferscainel: Director and Operator Eesponaibilities 



Michigan 



Objecti^ms for calipers: "Develop an appreciation md understanding of 
their natural environment." Activities "shall be provided conducive to 
learning of skills ^ increase of knowledge « ii^rovement of health, and 
developsent of diaracter*" Reasonable grouping according to age and 
cspabilities for all activities "including contact sports." 



New Jersey 



Reasonable grouping according to age and the capabilities of each child 
shsll be observed in all activities, including contact sports. 



SI 



PBOGRAM SAFETY! Spscial PopulAtiooi 



lUioola 



See SonitAtioni BAtfalng, Handvuhlng, and L«imdry 



Hasiachuaetts 



Each cassp servins 6p«elal iiecd« cmpen shall hmni 

(1) Os^ couualor to four mildly dlaablad Caspars naadiog 
occasicmal aaslstanca in aetivitiaa 

(2) Chui osunaalor to tuo aa>»raly disabled caapara naading 
fraquant or coofitant assistanea in activities. 

Non-Afflbulatory Canpers-— All casspars and staff laeiabara with problas of 
mobility shall be housed on ground floor level with the egresses 
leading diraetly to grade or to a ramp inclined no greater than one 
fMt to tval>m feet. 

Toilyt Facilities for Special Naeda CjagarB—Toilets used by cas^era 
with special toileting naeda or practices shall be assured privacy 
and be provided with facilities that meet their needs. 

Handvaah Sinks for Special Needs Car apers~ All handwash sinks used by 
cas^rs wieh special needs shall be so adapted aa to allow for easy 
access and use. 

Shower Facilities for S pecial Needs Cas^ra~ All showere or bathtuba 
uaed by Caspars with special needs will hara aids such aa chairs on 
caatars, stools and footrestSt non^slip surfacaat and flexible shower 
haada att^hed to tu^sss in order to provide for the increaaed inds«- 
pendence of the cashiers md to make it eaaler and aafer for the ataff 
to assist the caa^rs. 

See Site and Facilitieat Shelters for Living and Slaeping^ — Casper 
edacity /Ctabic Air Span, Floor Spaca» and Storage Space 

Sea Personal Baalth» First Aid, and Medical Services s Health Supervision 
and Qualified Health Siipervlaor 

See Sanitation f Toilet F^llltias 

See Sanitation: Bathing, Hndwaahing, and Laundry 

See Food Services Meal Planning and Nutritional Haq\d.remsnta (Xnelxxding 
Special Diets) 



Mississippi 



See Personnels Director's Qualifications and Training 
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See Personnel: Counselor to Camper Ratio 



Hew Haapshire 



See Personal Healthy First Aid, dd Msdical Services^ Health Supsrvision 
and Qualified Health Supervisor 



Bhoda Islsnd 



All casBps operated primarily for childrm who are physically or mentally 
handicapped shall have as staff, parsons having such special skills as 
are generally recognized as essential to the health and safety of such 
children. 

See Personal Health, First Aid, and Medical Services; Health Supsrvision 
and Qualified Health Supervisor 
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PBOGBAM SAPms S^q>«rvUiox> of Activities 



See Personnel: Director and Operator Responsibilities 
See Progrsa Safety: Power Tools 

Sas Prograa Safety: Special Program Areas—SwiiMffiing 
See Prograa Safety: Special Program Areas—Riflery 



Alasks 



See Personnel: Director and Operator Responsibilities 



Arizona 



See Personnel; Director and Operator Responsibilities 



Califomia 



Counselors shall possess demonstrated coii^>etence to supervise safety 
of caaqp activities. All counselors shall have been trained in the 
principles of first aid. 

See Persoxmel; Counselor's Qualifications and Training 



Colorado 



All campers shall be under the direct supervision of a responsible 
staff member at all tines, for the safety and well-being of the campers. 

Each phase of the coding program shall be under thft supervision of 
a counselor who shall be responsible under the director for health 
and safety precautions* 

The use of firearms and ammunition, power tools, boats, bows and arrows, 
and other special equipment involving unusual risk shall be under the 
custody and direct supervision of authorized personnel at all times. 

Children shall at no time be left without rampetent supervision. 
Sleeping quarters of counselors shall be in close proximity to sleeping 
quarters of the children they supervise. Children shall not sleep 
alone except for specific program functions imder close supervision. 

Each activity shall be si^rvised by a staf . qualified by experience 
and training in the specific area. 



See Program Safety; 
See Program Safety: 



Power Tools 

Special Program Areas— Swimming 



Connecticut 



See Program Safety: 
Activities 



Special Program Areas—Hasardous and High Risk 



Florida 



Every occupant of the cai^ shall use the sanitary and other facilities 
fumishad for his convenience and shall coi^ly with all applicable camp 
regxaations which may concern or affect his conduct. (Responsibility 
of occupants*) 

See Parscmnel: Director and Operator Responsibilities 



miaois 
Indlj 



Sea Program Safety j Special Program Areas~Swlming 



See Program Safety: Identification and Minimization of Hazards 
See Program Safety: Power Tools 
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PS0GIAH SAFETY: Si^ervision of Actlvitlu (continued) 



Kantucky 
MalM 



Sm Frogm Sa£ety; Special Program Areas — Sviming 



Tha ina true tor in charge of a supervised activity shall possess coape- 
tmcM in akilla apacific to the activity. There shall be mature and 
a»9pat«it inatructor to supervise archery » aquatics, gymnastics, 
t»>r8Cback riding, caa|i craft, tripping, scuba diving, air-*ri£le imd 
firaarma inatructlona or any other casp activity of a hazardous nature. 
Sctd)a diving Inacructora mast posseaa a certificate froi? =aa of the 
folloiring instructor organisatimis: Profesaional Association of 
Diving Inatructora (F.A.D*!.), Natlcmal Aaaociation of Underwater 
Inatruetora (M<A.U.I.), Nadraal Aaaociation of Scuba Diving Shopa 
(N«A«S«D«S«) , Y«M.C«A« Scuba Znacmctor, and the Los Angles County 
Scuba Instructor. 



Maaaachuaatta 



Sea Program Safety: Special Program Areas — Svitoming 
See Personal Health, First Aid, and Medical Services; Infirmary, 
Emergency Equipment, and Plan for Isolation 



Klchlgan 



An adult (18 or older) shall supervise. 



See Program Safety: 

Activities 
S^ Program Safety: 
Sea Program Safety: 
See Tranaportation: 



Special Progran Areas — Hazardous and High Risk 
Special Program Are as ~S wimsain g 

Special Program Areas— Boating, Canoeing, and Fishing 
Supervision 



mnueaota 



See Program Safety: 
See Program Safety: 



Special Progrsm Areas~Swixaming 
Special Program Areas — Eiflery 



Mlagiasippi 



See Program Safety: 

Activities 
See Program Safety; 
See Program Safety: 
See Program Safety: 
See Program Safety; 
See Program Safety: 



Special Program Areas — Hazardous and High Risk 



Special Program Areas — Swimming 
Special Program Areas — Boating, 
Special Program Areas — Riflery 
Special Program Areas — Archery 
Power Tools 



Canoeing, and Fishing 



Kebraaka 



See Program Safety: 
See Program Safety: 



Special Program Areas — Swimming 
Special Program Areas — Riflery 



New Jersey 



See Program Safety: 

Activities 
See Program Safety; 
See Program Safety: 



Special Program Areas — Hazardous and High Risk 
Special Program Areas — Swimcaing 

Special Program Areas — Boating, Canoeing, and Fishing 



Saw York 



Children under 16 years of age not accompanied by an adult at a 
temporary residence or mass gathering shall be provided with adequate 
and competent adult supervision exercised by a supervisor or super- 
visors present on the property. 

At least one adult counselor shall be present during sleeping hours on 
every level of a building used for sleeping. 

See Program Safety: Special Program Areas — Swimming 
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* J 



Island 



South CfTOliaft 



Siq>ftrvi«ion ot n^^lviUes (continued) 



See Personal Health, First Aid, and Medical Services; 

E^rgency EquliRsent, and Plan for Isolation 
Sea Prlwltlve Caapiag and Out-^f^usp Trips? General 



Sea Progrm Si^aty; 
See Prograa Safety: 
See Program Safety: 



Power Tools 

Special Prograa Areaa^SvlBsaing 
Special Progrsa Areaa—Rlflery 



Infirmary I 



T«meagee 



Tescas 



See Progrsa Safety: 
See Prograa Safety: 
See Progrsa Safety: 
See Prograa Safety: 



Pomr Tools 
Special Prograa Areas*^ 
Special Progru Areaa- 
Spedal Program Areas- 



"Svlaaing 

-Boating, Canoeing, and Fishing 
'•Rl fiery 



Ml recreational activities shall be conducted under the direct suner^ 
vision of a qualified adult supervisor. ^ 

See Prograa Safety: Power Tools 

^^^cHJISes'^^"^' "^'^"^ ^^^"""^ Areas-Hazardous and High Risk 
See Prograa Safety: Special Program Areas -Swimming 



Weat Virginia 



See Program Safety: 
See Program Safety: 
See Program Safety: 



P<^er Tools 

Special Program Areas—Swimaing 
Special Prograa Areae~Ri fiery 



Wisconsin 



See Prograa Safety: Special Program Areas— Swimming 
See Program Safety: Special Program Areas— Riflery 
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FHCKaUW SAFETY: DiteipUnt 



Tim director »b»ll not u««» nor paralt an aaployee or otbar child to 
UM, corporal or othar harah ptmii h« i m t> or any huffLliating or 
frlgtitanins ntthod of diaclpUna to control tha actions o£ any 
caapar or group o£ c«4»era* 



Haaaachuaatta 
Wchiaan 



Saa Food Sarvica: 
Spacial Diata) 



Maal Planning and Nutritional BaquireiQents (Including 



FoUdaa and practlcaa for diaciplina provided in writing for all 
aaployaaa» including no daprivation of food, iaolation of child, 
corporal puniah^nt or "abualva phyaical activity" for punishmant by 
ataff or othar c«q>ara« 



Hav Jaraay 



FoUciaa mA practicaa for diaciplina of a child shall be dearly stated 
and fumlahad in mriting to all ^^loyaaa of the caiq?. A child shall 
not ba deprived of food, iaolated or subjected to corporal puniahsaant 
or abuaiva phyaical axardaa as a saana of ptmlahaent either by staff 
or by another craper. 



4, 
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RU^StAH SAFETY t Safety Education 



S«« Progrca Safety s aMrgttciaa «icl Evacuations — as»rgency Frocaduras 
and Training 

Saa Frograa Safatys Etaftrganclaa and Evacuations— Flra Ragulatlona tad 
Equlpomt (Movaabla) 



Callfotnla 



Saa Slta and FacUltlaa: Facllltlaa I^ign-- Fire Daslgn md Matarlala/ 
Flra Exlta md Alarm Systes^ 



IlXloola 



Saa Program Safatys Spaclal Program Araas~Hasardous and High Elak 
Activities 

Saa Slta and FacUltlaa t Spaclal Progren Araaa md Fadlltlsa— 
Svlsdng (Natural Swim Arsas) 



Mains 



Saa Progrsm Safatys Emergsnclas snd Evacuatloos—Flre Hagulatlons and 

Squlpmant (Kova^la) 
Saa Trmsportatlons Condlnion of Camp Vahlcla(s} and Trallars 



Mlaalaslppl 



Caopars shall ba lnforB»d about potential natural hasards to their 
safety and^ where feasible, hasardous area shall be poated« Such 
natural or potential hasards shall Include but not be limited to: 

(a) Noadous plants » harmful reptiles. Insects » rodents 

(b) Steep dr<90ffs, cliffs* or mine shefte In the area 

(c) Swimming or diving araaa or 8tresa» that contain polluted 
waters or steep dropoffs or other unusual bottom conditions 
or currents. 



Maw Hsapshlre 



Guidelines provide for safety education. 

Sea Personal Healthy First Ald» and Medical Services: Medical Records- 
Treatment Log» Csmp Register, and Reports (Including Reporting 
Outbreaks of Communicable Disease) 



New York 



The camp operator shall develop and lsq>lement an on**slte cas^ safety 
training progrsm for ataff msmbers and campers. Zt shall Include e 
tour of camp faculties, cas^slte hasarda, flrat aid snd health, hiking 
and other progrm activities. A copy of the cmsp aafety training 
program, naass of the staff and cas^ere attending, date or dates of 
tr ainin g and the leigth of the training sessions shall be kept on 
file. 



ERIC 



See Progrsm Safety: Special Progrsm Areas—Rlflery 



2Mo 



Provide the campers information about natural potential haeatda to their 
safety. C«^ere should be advised to natural conditions such as 
(1) noxloua plsnts snd weeda located on the caap grounds; (2) any steep 
dropoff or cliff e within the area; (3) sny type of harmful snskss or 
rodanta; (4) bathing beachea or streams that contain polluted waters 
or steep dropoffs; (5) whet to do in case of severe weather conditions; 
(6) any other natural conditions that could be a natural potential 
haaard on any particular camp grmmd. 



Virginia 



Each camp shall carry on a continuous program of safety sducatlon for 
its campers and ataff members. 



S7 



FBCXSUM SATBTY: Brntgncln and Evacuatlcma— Emergency Procedures end Trelning 



All cmps idiich provide persuu^nt and/or seml'-permfixient structures for 
groiqj Uvtagy eetingy sl^plugy or MseabXy shall have disaster and/or 
evacuation procedures cHitlined in writing md conspicuously posted. 
These ehall be reviewed and studied by the staff and specific assign- 
Bants aade to each staff aesaber and adult leader. All caxspers shall 
be instructed as to their actions in ev^t of fire. 



£ach caap shall have at the caapsite a written plan of evacuation from 
the area for all caapers and staff should m emergency arise. This 
plan itfiall also indite the aeans of transportation involved to 
evacuate all perscms. 

Svery caqp ahall have an accurate systen whereby persons in charge 
know where every child is at any tine. 

(1) The office at caa^site shall be inforMd at all tises as to 
the schedule of the day*s activities so that campers may be 
reached pro^tly. 

(2) Itiiuirary of out of casp trips or ovemites shall be kept on 
file at the cas^ office* 

See Site mad Facilities s Facilities Design—Fire Design and Materials/ 
Fire Exits and Alara Syst^is 



Indtaoa See Program Safety: Emrgencies md Evacuations — Eo^tgency Cramunication 

Ssrateos 



Maasachuaetta Plans Required to Deal With Natural Disasters or Other Eqgr^ency 

(Eesidential and Day Canqps) 

The caa^ operator shall develop contingency plans md related procedures 
dealing with circumstances such as natural disasters sad other emer- 
gencies. 

Disaster Flan^ Each can^ shall have at the campsite a written disaster 
plan. All casters and staff shall be advised of the procedures contained 
in the plan. Arrangements for transporting individuals from the camp to 
emergency facilities shall be Included in the plan. 

Lost Camper and Swimmers Plans — Lost camper and lost swimmer plans shall 
be formulated and kept on file. All staff shall be trained in the 
procedures contained In these plans. 



Michigan Written emergency procedures shall be provided at a camp for fire, 

tornado, serious accident. Illness or injury, and a lost camper. 
F^h m^er of the cas^ staff shall be informed of hit duties in case 
of an emergency. 

See Program Safety: Special Program Areas— Swimming 



Hlasiasippi The cas^ program shall include written contingency plans and related 

procedures dealing with circumstances such as natural disasters and 
other esisrgencies. (See resource list.) 

Each cas^ shall have at the campsite a written disaster plan. All 
staff ahall be advised of the procedures contained in the plan. 

(continued) 
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PSOCRAM SAFETY: EMrgeadiis aad Evacuatloas-^^Eaierge&c; Procedures md Training 

(continued) 

Mieeieelpgi Armgeaente for treneportlng lodlvlduel9 £roa the csaap to emer^cy 

Cc<mtlauad) fedlltlee shall he Indtided In the plen. 

Lost cftsper end lost swiasMr plans shall be foraulated and on £ile. 
Appropriate staff shall be trained in the procedures contained in 
these plma* 

When tents are used for sleeping purposes , whether or not said tents 
are located cm platforos, procedures shall be developed to ensure 
rapid evactiaticm in the event of an esaergency. 

^ieftf Jersey Written esaergency procedus^s shall be provided at csap for evergency 

evacuation t fire, natural disasters ^ serious accident , illness or 
injury « end a lost camper* Each meoS>er of the csap staff shall be 
inforsed of his duties in case of an eoergency. 

See Progras Safety: Special Prograsa Areas — Swisming 

New York See Personal Health, First Aid, and Medical Services s Health Supervision 

and Qualified Health Supervisor 

Oregon Each organisational camp shall retain on site separate plans outlining 

procedures which deal with the following emergency situations: 

(a) Natural disasters and other emergencies 

(b) Lost casaper and lost swimmer 

(c) Fire 

(d) Transportation emergencies 

Flans shall contain at least evacuation procedures ^ procedures for 
ccnasunicating with emergency medical facilities and the nearest fire 
station^ and procedures for the control of vehicular traffic through 
the camp. 

The following information shall be posted conspicuously in all organi- 
zational camps. When telephones are provided such information shall 
be posted by each phone: 

(a) Emergency facilities: 

(1) The telephone nimiber of the Fire Department is 



Note: Or other means of calling the Fire Department such aa 
giving the location of the nearest fire alarm box. 
(2) The telephone nu^er of the Police I^partment is 



(3) The telephone number of the organisational csd^ office is 



(4) The locati<»i of this camp is 

Note: Give highway nus^er, street nuaibert rural route and box 
number or other data to aid in assuring proaspt fire Department 
response. 

(5) The telephone nuB*er of the medical facility is 

(6) The location of the medical facility is . 



(b) Where no camp telephone is provided the location of the nearest 
public telephone shall be posted. 

(c) Portable fire extinguishers (and/or other fire fighting equipment) 

is located ^ , . Note: Give directions as to 

location. 
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PBOOMIt SAFETY t &MrgftneiM Evftcwtiona-'^aMirgmicy ProctdurM lad Training 



Sytt«m8 

TwttMWNi All orgMlMd cflap* ^Adch provide perogaant and/or ••ai-psmsmt 

•tructttim for group living 9 gating » oUopingi or ua«Aly tball havo 
disaatar nd/or avaeuatlon pr^aduraa outUnad in writing and con- 
apieuGualy poatad. Tbaaa ahall ba raviaMd and atudiad by tba ataff 
and apaoifie auignaante au^a to aach ataff aa^ar rad adult laadar« 
All caapan abgll ba inatruetad aa to thair aeti^ in avant of fira 
or foraat firat 

IKSL a vrittaa pin of procaduraa to ba inplomitad in tha eaaa of a diaaatar^ 

aarioua aceideit» apidraic, or fatality ahall ba fonaulatad Ad poatad 
in tha infiraary. "Riia plm ia to ba avallabla to all eaap ataff 
during tha ataff training progras t 

Waat Virginia Saa Faraonal Haalth, Firat Aid, and Madical Sarvieasi Haaltb S^arviaira 

and Qualified Haalth Suparviaor 



0/ 
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Asrixcma 



th« ATM of tho coBp should bo pootod la m cmopicumio plaeo for roady 
rofomcft. 



Colorodo 



Eporgoacy toIophMi nuaboro ohall bo ^tod 

(1) Doctor 

(2) Hospitol 

(3) iMbuloaco Sorvico 

(4) Local Smciio Unit 

(5) Pol8<m Control 

(6) Firo Sopartnont or Lookout StotiM 

(7) Forts t Rwgor 



Conimctlcut 



• • . posting of ths tsl^hoQs aisabsrs of ths cssq) physlcl«ii» csMp 
director » csasp aurss» nowmt hMpltal, locsl dlrsctor of Ksalth In 
iriiose jurlsdlctlcm ths cmp fslls» locsl firs cULpsxtwrnt In vboss 
jurisdiction ths csap fslls» locsl pollcs dspsrtasnt In vhoss jui^- 
diction ths CSI19 fslls» ths poison eimtrol ttntsr» tl^ nssrsst ststs 
pollcs bsrrscks uhldi Is ths sourcs of snides sntl-vsa«i or otbsr 
sssrgsncy sssistsnes^ snd of sabulsncs ssrvlcss. 



Florids 



Ths iuns(s)y tslsphons nui^sr^ luidrsss or Instructions hov to locsts 
ths csnp opsrstor snd supsrvlsor st sny snd all tlMs shall bs kspt 
posted m s prc»Dlnsnt location in ths cssp at all tioss. 



Illinois 



Ensrgsncgr nuabsrs of local pollcs » stats pollcs » firs dspsrcsmtt 
awbiilsTics ssrvlcsy snd at Isast ons hCMipltal shall ba conspicuously 
postsd nsar ths tslsphons. (Prlssltlvs c«q»s miy bs sxsnptsd fros this 
ruls K^isn spprovsd by ths DspartosntO 



Indlsna 



Tslsphons numbsr of ths nssrsst firs dspartissnt and aabulancs ssrvlcs 
shall bs proninently postsd nsar ths tslsphons* 



Ksntucky 
Mississippi 



Easr^ncy tslsplums nuabsrs postsd* 



Whsn tslspbonss ars provldsd» csfl^ opsrstors shsll Mlntsln and post 
by sseh phcsis a curr»t rostsr of tslsphons nisabsrs of physidani^ 
hospitals^ polles> sabulsncs » snd firs {^araaants In ths laaedlats 
araa. 



Ohio 



All opsrstors shall maintain a rostsr of tslsphons nuabsrs of physicians, 
hospitals » pollcs y aabulancss^ and firs dspsrtsamts in ths laasdists 



srss* 



Ors»n 



Sss Progrsa Ssfstys fiasrgsndss and Evacuatlons—EMrgsncy Procsdurss 
«nd Training 
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Colorado 



Bvftry rMidmt e«ip or panumantly bAasd c<xq» shall h«V€ « telephone or 
co^wabU (MBualcaticm to «id from tht 



Thsre shall hm a talaphona line available to the fint aid area for 
tha use of the flnt aid staff » with poatlng of the telephone niters 
of tl» caap phyfiiciaup casqp director , caap nuraet nearest hospital » 
loesl director of health in irfic»e jurisdiction the cnp falls » local 
fire departMnt in whMe Jurisdiction the casap falls, local police 
departwit in whose jurisdiction the caosp falls , the poism control 
center* the nearest state police barracks which is the source of snake 
aati-vcnoei or other ^sergency assistanra, and of aabulance service. 



I lXtooi s 
Indiana 



A telephone shall be located in, or ccmveniently near, the youth canp. 



Tslephcme service shall be made reasonably available to all casopers 
and acc^s shall be provided at all tisses to such service for emergency 
usa. 



Kentucky 



Caaip shall have access to a telephone, with eoergency telephone nuabers 
posted. 



Maine 



A teles^cme or other two way electronic cosnamications system mist be 
readily available. CooDsunicatl^is should be able to reach outside 
Cisaounication facilities. 



Massachusetts 



Telephones Required—All residratial and day cassis shall have iosaediate 
access to a telephone. The operator eball oaintain and post by each 
phone a current roster of teliiphone numbers o£ the physician, hospitals, 
police i aiAulances, mxd fire departaenta in the imediate area. 

Public Address System Becosaaended — A public addrese or other conmunica- 
tlon systea shall be available for emrgency use. 



Mississippi 



A plan for coanunicating with eidergency mdical facilities as well as 
the nearaat fire station regarding responses to ei&ergency situations 
shall be on file at the CBssp, 



Maw Haapshire 



At aU regularly established caaps there shall be: A telephone in 
camp* or available within ten minutes travel tiine therefrom. 



Ohio 



A conveniently located telephcme or directions to locate the nearest 
telephone shall be posted. 



Oragon 
Rhode Island 



See Program Safety: Emergencies and Evacuations—Es^rgency Procedures 
and Training 

An affective plan and communication system shall be provided for emergency 
use* Such plan shall be provided in writing to all counselors and 
supervisors and shall be prominently posted throughout the cas^ area. 

A telephone in camp. 
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i 



(continued) 



H«v« or hmn accus to a telephone. 



Tana— ee 



Each QxgmizBd cmap shall have or have acceas to a telephone. 
Hot in ayatem, naceasarily. 



Tttaa 



The easy shall have a telephone, preferably in the infirmary, for 
urgency use when such service is available. 



Vmmt Virginia 



^ch organised cas^ shaU have ready access to a telephone or other 
type of coBBunication. 



1^ 
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PIOG&AM SAFETY; EMrgeacies «ad Ev»c:u«tioaB~Eo»rgeocy Drills 



At ImBBt fire drill shall be held within 24 hours of the coaaaence- 
smt of each cettplpg sesslcm. Additional drills shall be conducted at 
laaat onca each weak tharaaftar* Whan sessions exceed a seven-day 
period, at least one drill shall be held during night- titse sleeping 
hours. 

Upon notification of fire, fire drill, or upon activation of the fire 
alara all buildings and structures shall be iorodiately evacuated in 
accordance with the established fire plan. 



Colorado The easy program shall Include fire drills which shall be held at the 

beginning of each caap sessicm and frequwitly enough thereafter to 

nlnlaise danger of panic. 



Massadiuaatta Fire drUls shall be bald within the first 24 hours of the beginning of 
— e^h cashing session. The fire evacuation plan shall be approved by the 

local fire departsient which should also indicate the frequency of fire 

drills to be held during the cashing seascm. 



Mlaalsslppl 



Plra drills shall be held within the first 24 hours at the beginning 
of each cashing session end frequently enough thereafter to minijaize 
danger of panic. 



Haw Jfcraey 



Fire and eaergency drills shall be conducted at least once each catap 
period or every two weeks, whichever Is laore frequent. 

Sea Program Safety: Emergencies and Evacuations—fire Regulations and 

Equipment (Moveable) 
See Program Safety s Special Program Areas— Swimming 



Nav York 



Fire drills shall be held within the first 48 hours of each camping 
sasslon and periodically thereafter in accordance with the fire 
aalety plan. 
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FBSGIUlf SArms Eatr^elM CAd EvAcuAtioiui<«***Flr« Rtgulations 
mi Equipstat (>tov«AbX«} 



▲XL cmfM than b« provided with Htm fightlag squliaaAnt o£ th« type and 
qucatity tpproimd cad ncoiosandcd by the State Fire Marshal. All such 
equl^saxit ehall ba i&aiatalnad in good oparatitxg condition and be 
raadl^ avellable at all time. 

The operator and staff of each can^ ehall be faailiar with the fire 
fighting aquipoant and we of the eioa available in the cas^* 

All permanent and e^-penaanant buildings on structural ahall be used 
and oaintainad In accordant with the proviaiona and any limitations 
of the State Fire Marshal and any local ordinances relative to fira 
prevmtimi* 



Sae Progm Safety; 
sad Trsis^g 



Esaergancias and Evacuations — Qt^rgency Procedures 



Ariuaess 



Sae Progreffi Safety i Identification ami Minimisation of Haj^ards 
Sae Saaitationf Solid Waate Disposal (Garbage) 



CalifpTOis 



See Site sad Facilities} Facilitias Deaign— Fire Design and Maceriala/ 
Fira Exite sad Alara Systeoss 



Bsfore ca^ opana» arran^nenta shall be mada vitb the neareat public 
offidsls for protection io cass of fire. 

Standard fira fi^tiag aquipaent shall be located ia cas$ according to 
the aaeda of the aitei and in traaaportatioa units. Thsre must ba a 
dry obeaieal or curraatly iaapected carbon dioxida fira extinguishar 
located in tha kltchaat Xa addition all buildinge and/or atructuras 
ahall hava a oialAum of one carbem dio^de or dry powder fire extin- 
guishsr par floor used by campers* la t«tt araas a carbon dioxide or 
dry povdar extinguishsr shall bs loested vithla 75 feet of each tent. 
Water under pnssura shall be approved only whan it ia automatic and 
hosss ars connected and ready for use at all times. 

e<^uipo«it such as fira extinguishers t furnace rooms « wiring, gas 
equi^m&t i^pliaacesi fire escspes, sxit eigne p storaga of flammable 
matariala shall ba datamiaed and approvad by £he local fire dapartmant. 
Tetrachloride fira extiagiiishers shall not bs used. 

The director shall be respoasibls for having all extinguiahera profes- 
sioaally chsoked and certified as to thsir worksbility prior to the 
opening of easy each year and iomadiatoly after being used. 

Fire hesards sad covibus tibia materiels such as pspar, rags, sad sxcslsior 
shell aot be peroitted to accumulate upon the pr«&isei. 



Sae Sita and Facilitiaet Facilities Design— Fire Design and Materiale/ 
Fire Exits and Alarm Systsms 



Hot la mela document. YCSA contains that licaasee contact State Fire 
Marshal's offioi for appropriate fire prevention proviaime end fire 
fighting equipmttt. Must cosily with Illinois Fire Marshal's regulstions. 



See Sita sad Fscilitlasi Facilities Dssign- 
Fire Exits and AUrs Systeas 



-Firs Design and Materiele/ 
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PKHSMM SAFETY: EMr^citt mad Ev«cu«tl<ms— Fire Eegulatioas 
and Equipoant (Mom«bl«) (cratinuad) 



Flra axtingulahlns ^uipoent shall b« provided in a readily accessible 
place located not nore than one-hundred (100) feet from each building 
used for sleeping purposes. Such equl^Mnt shall provide protectim 
equal to « two and ime-half (2-1/2) gallcm stored pressure or five 
(5) gallon pus|»-type water extinguisher. 

See Ssnitation: Solid Waste Disposal (Garbage) 



Kentucky 



S^ Site and Facilities; Facilities Design~Flre Design and Materials/ 
Fire Exits and Alara Systeas 



Loulaiena 



No fires shall be at my tim so locat<>Ki as to endanger autcnaobiles 
or other pr(^rty in any • • . Cas^. No firea shall be left unattended 
at any time on the exterior premises of any . . . Camp, and all camp 
fires shall be ra&pletely extinguished before casiplng party leaves. 



>tolne 



Operator shall instruct the occupants of the camp of the raeasures that 
they should take in case of fire. 



Maryland 



See Sanitation: Solid Waste Disposal (Garbage) 



Maasachusetts 



The qperator shall provide such facilities » equipment, and fire breaks > 
for fire prevention and fire fighting, as may be reccws^ded by the 
local fire department • A writt&i statement of compliance from the local 
fire department shall be available to the licenalng authority. 

See Site and Facilities: Facilities I^lga — Fire Design and Materials/ 
Fire Exits and Alarm Systems 



Michig an 



Reference to state fire marshal. 

Fire extinguishers of class and size and at locations determined by 
the fire Inspector shall be installed throughout the camp. 

See Program Safety: Eis^rgencies and Evacuatlons-^^Emergency Procedures 
and Training 

See Site and Facilities; Facilities Design — Fire I^sign and Materials/ 
Fire Exits and Alarm Systems 



Minnesota 



See Site and Facilities: Facilities I^sign — Site and Facilities Design 



Mlaslssippi 



Fire extinguishers of approved type with a current inspection date so 
tagged shall be properly located and easily visible in buildings having 
fire hazards. 



Nebraska 



Reference is made on fire safety in recreation css^s to the requirements 
of the office of the State Fire Marshal. 



Naw Hampshire 



See Site and Facilities: Facilities Design — Fire Design and Materials/ 
Fire Exits and Alarm Systems 
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PEOGBAH SAFETY; Eiaergencies and Evacuations—Fire Eegulations 
and Equiptaeot (Moveable) (ccmtlnued) 



Sew , Jersey Hiegularly serviced £ire extinguishers meeting the requirements of the 

Fire Undervriters Associatira shall be placed at strategic and easily 
accessible locations. Each fire extinguisher shall be inspected prior 
to the opening of casp and at periodic intervals thereafter for proper 
care and oaintenance. 

A atateoent shall be obtained frcm the local fire authority the State 
Fire Marshal certifying that the camp is in compliance with local and 
state fire regulations « 

The casp shall also i:pnform to New Jersey Forest Fire Law N.J«R«S. 
13:9-19. "13:9-19. Burning waste or other material; permits. In any 
district for which firewardens have been appointed under the provisions 
of this chapter, no peraon shall set fire to or caiuie to be burned 
raste, fallows, stuaps, logs, brush, dry grass, fallen tisb^r or any- 
thing that may cause a forest fire, without first obtaining the written 
permission of the state firewarden, or a division, section or district 
firewarden. No such permission shall be granted by any firewarden, if, 
in his opinion, any forest or woodland will be endangered thereby; nor 
shall any such permission, if granted, relieve or exmerate any person 
from saxy penalties provided by this chapter, if by reascm of such fire, 
any forest, brush land or salt marsh be burned* Permits shall not be 
necessary for burning any of the above enumerated materials when the 
fire is set a distance of not less than two hundred feet fros any 
forest, brush land, salt marsh, or field containing dry grass or the 
inflasBEAsble material from which fire may be transmitted to any forest, 
brush land or salt marsh." 

See Program Safety: Identification and Minimization of Hazards 



N e w Y ork The camp operator shall be responsible for the regular inspection of all 

fire protection facilities and equipment. 

The camp operator shall submit a fire safety plan acceptable to the 
permit issuing official containing but not limited to the following: 
Alarm system; evacuating buildings; assembly area and accounting for 
all perscKSs; evacuating the property; notifying fire department; fire 
drills; type and location of all fire fighting equipment; and internal 
plan for fire fighting. 

Fire extinguif^hers and other fire fighting equipment acceptable to the 
permit issuing official shall be provided, inspected, and tagged by 
the camp operator prior to the camp season • The equipment shall be 
r.aintained in operating condition at all times. 



Ohio Fire fighting e<^uipment of the type and quantity approved by the state 

fire marshal or local fire department shall be made available by the 
operator for use in fighting fires. All fire fighting equipment shall 
be maintained in good operating condition and so located that it Is 
readily available for use at all tio^. 



Oregon Permanent buildings within the organizational camp which are accessible 

to entry by the casters and are constructed of combustible material or 
contain combustible material shall be provided a portable fire extin- 
guisher with a minimum rating of 10 B:C-2:A as defined in NFPA Ho. 
10-1974. Such fire extinguishers shall be accessible to the camp 
staff. 

(continued) 
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PnjGBAM SAFETY J Eur^ciM sad EvMuation*— Flrt Regultticms 
and Equipment (Moveable} (continued) 



Oregon 
(eontinued) 



See Program Safety s 
end Training 



Eaergenciee and Evecuatlona— -Emergency Procedures 



Hhode lalend 



See Site and Pacilitieai Fadlitiee Design— -Fire Design and Materials/ 
Firs Exits and Alarm Systems 



Twinesses 



All enters shell be Instructed es to thsir actions in svent of fire or 
forest firs. 

All organlssd css^s shall bs provided with fire fighting equlps^t of 
the type and quantity approved and recommended by the State Fire 
Marshal. All such equipment ehall be maintained in good operating 
condition and be readily available at all times. 

The operator and staff of each organised camp shall be familiar with 
the fire fighting equipment and uss of the earns available in the 
orgenised eemp. 

All permanent and sml-permanent buHdlnge or structures shall bs used 
and maintained in accordance with ttm provisions and any limitations 
of the State Fire Marshal and any local ordinances relative to fire 
prevtttloi. 



See Program Safety: 
and Training 



Emergencies end Svacuations^Emergency Procedures 



Texas 



yfat Virginia 



All youth c«ps shall be provided with fire fighting equipment of ths 
typs and quantity i^provsd and rscommended by the State Firs Marshal. 
All such equipment ehall be maintained in good operating condition and 
be readily available at all times. 

The operator and ataff of each youth camp ehall be familiar with the 
fire fighting equipment and use of the e^ available in the organized 
camp. 

Fire-fighting equipment of the type and quantity approved by the State 
Fire Marehal*a Office ehall be available for uss in fighting firee. All 
fire-fighting eq^ulpment ehall be maintained in good operating condition 
and ao located that it ie readily available at all tlmee. 

The operator of the organised camp shall be properly informed in fire 
prevention and the proper uee of euch fire-fighting equipment . 

See Site and Facllitlees Facilitiee Design— Fire Daeign and Materials/ 
Firs Exits snd Alarm Systems 



Wisconsin 



Staff shall bs instructed in firs prsvsntion and faailiarlsed at ths 
bsglnnlng of ths camping period with procedure to be followed In cess 
of firs. 

Fire-fighting equipment ehall be placed in or near all buildlnge. Fire 
extinguishers shall bs of sn approvsd typs imd bs properly maintained and 
Inspected. If fire barrels or buckets era ussd» thsy shall be alnted 
red and plainly marked mi kept filled with water. 



t8 



PROGRAM SAFETY: Identification md Minimisation of Hazards 



Arigoaa 



The general layout of a children's camp shall be planned to lessen fire, 
accident, and disease hazards. 



Arkansas 



^11 necessary accident prevention measures must be taken. 

Structural hazards must be eliminated and adequate fire safety measure j 
must be taken* 



California 



*See Site and Facilities: Site Location—General Location and Adequate 
Space 



Colorado 



Premises shall be free of all haxards, for example, but not limited to 
old refrigerators with doors, free standing walls, open cisterns, 
grease traps, etc., unsafe f races (one in which children can be caugbt 
or strangled), unsafely constructed or worn or hazardous play equipment. 

Asmnition, firearms, ajqploslves, «id power tools shall be stored in 
a locked place not occupied by children. 

Harmful itexi», including but not limited to chemicals, plastic bags, 
sharp tools or instruis^ts, corrosive agents, insecticides, rodenticides , 
weedicides, herbicides, bleaches, cleaning materials, detergents, 
polishes, itess containing petroleum products and matches, shall be 
stored on a shelf or in a cabinet marked with a warning label. 

See Program Safety: Emergencies and Evacuations-— Fire Regulations and 

Equipment (Moveable) 
See Site and Facilities: Site Location — General Location snd Adequate 

Space 

See Site and Facilities: Special Program Areas and Facilities~Archery 
See Site sad Facilities: Special Program Areas and Facilities — Riflery 



Connecticut 
Illinois 



Athletic fields free from hazards. (Section l(o)) 



Areas in which children may play shall be frae of severe stone out- 
croppiogs, away from busy highways, railroad tracks, and dangerous 
manufacturing areas • . . not , • • located near openings such as 
abandoned wells, dropoffs, sewage areas, lakes, and ponds. 



Indiana 



Cas^ str^etSf driveways, and recreational vehicle parking areas shall 
be maintained free of holes. 

Lighting shall be provided at cBsap entrance, service buildings, sanitary 
dumping stations, and sudti other areai) within the camp as deemed 
nacessary by the State Board. 

Fire arms, archery equipment, or other potentially hazardous equipment 
or tools shall be used under the sxspervision of a qualified staff member 
and stored in a locked or restricted area. 



Kentucky Natural hazards %rithin the boundaries of the aassp shall be plainly 

marked as such and such measures and procedures as approved by the 
department shall be cots^lied with to insure the safety of the 

(continued) 
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PfiOGKAM SAFETTi Id«iiti£lcatl(m mnd Misilvisation of Hazards (conttnuad) 



Kantticky 
Ccoatlnuad) 



All bulldinga, grotmda, and equipwmt shall be oaititalned in such a 
namtar as to allainata or slnlsdsa tha daogar from holes » glass, 
splinters^ shaxp projections and other hazardous conditicms so as to 
protect the eafaty of all persons residing or using the facilities at 
the caap site. 



Maine 



See Site and Facilities s Special Program Areas and Facilities— Archery 



Maryland 



Massachusetts 



Adequate guards, signs, or area restrictions shall be provided to reduce 
accident potential. 

Sm Sanitaticms Insect, Weed, and Rodent Control (Vector Ccmtrol) 

No personal weapons, bows, rifles, or similar equipment shall be brought 
to camp without the cas^ operator's written permiesiim. If articles of 
such nature are to 1^ brought to cas^, they shall be kept under lock 
and key by the caa^ operator and used only by the owner in accordance 
with cm^ safety regulations. 

See Program Safety: Special Program Areas — Swimming 



Minnesota 



See Site and Facilities { Site Location—General Location and Adequate 
Space 



MlsBissippl 



Premise shall be reasoni^ly free of hazards such as: old refrigerators 
with doors, free staiding walls, op^ cisterns, open grease traps, and 
unsafe fences in which children can be caught or strangled. 

Glass doors and glass panels adjacent to doors shall be marked. 

Stairways over four steps in hei^t shall be equipped with handrails. 

Rooms shall not be equipped with open or unguarded stairwells, windows 
whi^ present a haseard from falling, imsafely located ot constructed 
electrical outlets, any broken items which may cause injury, and 
elevators ot other vertical shafts. 

See Personnel: Director and Operator Easponsibilltles 
See Program Safety: Safety Education 

See Site and Facilities: Facilities Desi^—Heating, Electricity, and 
Fltnflbing 



Mevada 



The general layout of a children*s cmap shall be planned to lessen 
fire, accident, and disease hazards. 



New Haapshire 



Guidelines provide for this* 

See Personal Health, First Aid, and Medical Services; Accident and 
Illness Treatment cid Prevention 



Kew Jersey 



The Departmsnt may require a camp to correct or elimlnste any specific 
conditim not described in these standards but which It deems necessary 
for proper sanitation or flte protection at the camp« (continued) 
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PBOCattl £UUrms Xdutlfleatlcm and MiniaiMtloa of Haiwds (^tlnuad) 



Hey Jeraey 



Chlldna mhaXX be protected frtm heserdoue ereee as traffic » 
cliff e, eink-^holest plte, e&d ebeadoned escavetlone* These ereee ehell 
hm guarded or posted to ellsdnete the poeslbllity of ecddente. 



Sen York 



See Progrcai Safety: Safety Educetlon 

See Site end Fedlitiees Facilities Design— "Playground sad RecKatioQal 
EquipMiit 



North Carollaa 



See Prograa Safety: Handling md Storage of Flramsble Liquids , Poisons » 

end Qiesiicals 
See Site and Facilities: Site Location — Drainage 



Ohio 



The caap operator shall limit the nuaftmr of guests in a cssb^ to avoid 
overcroinilng. 

Firearms and other potentielly hazardous eqtiipoient under the control 
of the operator shall be kept in locked onapartiaents and shall be used 
only under proper supervision. 

See Prograa Safety: Safety Education 



Oregon 



Organizational cas^s shall be kept free of sefety hasi "'ds including but 
not limited to debris » opm excavations p and unused refrigerators with 
latchable doors. 



Pennsylvsnia 



See Ssnitation: Safe Water Supply and Safe Ice Supply 



Rhode Island 



See Site and Facilities: Facilities Design — ^Heating, Electricity » and 
Plusd^ing 



South Caroline 



Natural hasarda shall be controlled , such as large dead tree liobs 
over frequently used areas » loose stones in valkvays , poison ivy in 
plsy areas I etc* 

Artificial hazards shall tm controlled or eliminated such as deep holes » 
broken glass » or other sharp objects* 

See Program Sefety: Special Program Areas — Riflery 



Washington 



Where no provision is made in these reguletions to clearly apply to 
sny condition or thing found to exist which may be a health hazard in 
a camp, the health officer may direct the oimer as to the best means 
to adopt to secure proper ssnitary conditions in said cassp. 



Vest Virainia 



Sink holes, plt&i sbsndoned excsvations, or similar hszards shall be 
gxsardad or posted to reduce the possibility of accidents. 

See Sanitation: Solid Waste Disposal (Garbage) 



Wiaconsla 



See Sanitation: KaintenanM Stq^ervisor and Csmp Maintenance 
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PR(K;RAM SAFETY: Handling and Storage of FUmaabXe Liquids, 
PolBcma, and Chemicals 



Alabma 



Containers of gasoline or inflaomablea or explosives shall be plainly 
Barked and stored in a locked area separate and apart from permanent 
and 8eini->permanent structures used by casaj^rs. 

Containers for insecticides, herbicides, rodenticides, and other 
hazardous chemicals shall be plainly marked and stored in a locked 
area not accessible to csi^ers* 



California 



See Site and Facilities: Facilities Design— Fire Design and Materials/ 
Fire Sxlts and Alarm Systems 



Colorado 



Substmces which may be toxic to a child if ingested, inhaled, or 
handled (skin ccmtact), including but not limited to poisons » drugs, 
madicines, and first aid medicatimi, shall be stored in a cabinet or 
enclosure located in m area not occupied by children, 

S«a Program Safety: Emergencies and Evacuations — Fire Hegulaticms and 

Equipment (Moveable) 
Sea Program Safety; Identification and Minimisation of Hazards 



niinols 



The storage and use of insecticides for the control of flies and 
Insects shall be In accord and in consultatim with the Department 



Indiana 



Hazardous substances shall be labeled, stored, and handled as required 
t>y applicable lam and regulations. No flassosble or volatile liquids 
or materials shall be stored in or adjacent to rooms used for sleeping 
purposes . 



Kentucky 



All insecticides, pesticides, and chemical poisons shall be plainly 
labeled and stored in a safe place. 

Gasoline and other highly flammable fluids shall be plainly marked and 
stored in a locked container or building not occupied by residents of 
the casi^ and at a safe distance from sleeping quarters or buildings 
%^re people congregate. 



Maine 



The operator shall cause portable containers for gasoline and all 
explosives to be plainly marked and stored in a locked building not 
occupied by campers or staff, and located at a safe distance from other 
buildings. Non-portable containers of ftammsble liquids and poisonous 
substances if not kept in a locked building shall be plainly marked 
and provided with locks on spigots and other outlets. 

The operator shall cause containers for insecticides, disinfectants, 
and other hazardous chemicals to be plainly marked and stored in a 
locked closet or compartment separate from food storage areas and not 
accessible to campers. 



Masaachuaatts 



The operator shall cause portable containers for gasoline and all 
explosives to be plainly marked and stored in a locked building not 
occupied by casopers or staff, and located at a safe distance from other 
buildings. Children shall not have access to such locked buildings* 

(continued) 
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PIOGBAM SAFlWi Bftsdlisis aiul Stoxmg. of FloBiabU Liquids, 
Polsoaa, «ad CImlcalt (ccmtlnu^d) 



lioiiportabltt container* of fltsmbla liquids aud poimmoui ■ubaUness 
if Bot kmpt in a locked building ^11 b« pUlnly markad «ad provided 
vitii locks on splits and othw out lots « Covsrs ^11 bs of s typo 
tmmnibU wlf with tools or shall bs pirovld^ vlch locks. 

Tha opatator ahaU causa coa talaags for l&sactleldsSp dlsinfsctaots, 
aa dt c ia aa , othar haaardous ebmleals to bs plainly asrkad and 
scorad In a lockad dosat or cMpartasnt saparats froa food storaga 
araas and not accaaalbls to chlldran. 

Storaas of ^laoljjaa yian—bls Substancaa^ Ths oparator ahall causa 
c^talnara for gaaollna, karoa«M, axploslvaa, and flasnsbla matsrlals 
to ba plainly varkad and storad In a lockad buUdlng not oocivlad by 
cai9«» or staff, and locatad at a safa distant froa othar buildings, 
Caa^ra shall not hava aecaas to such lock^ buildings and tha matsrlals 
daaerlb^ a!^^ ahall ba usad only imdsr quallflad si^arvlslon. 

Storaas of mslnfactaat and Othar Haaardous ChsalcaIa~ Ths oparator 
idialluuaa eontals»rs for Insactleldaa, dlslnfactaats, and othar 
haaardoua ebtsdeala to ba plainly aarkad and storad In a lockad cloa^t 
or Mopartaant ssparats frra fo^ storags araas and not accasslbls to 
ca^ars. 



'ttchlaaa 
Hlimtaota 



FlasMblas i^t to bs storad In buildings vhara chlldrtn slssp. 

Znaactlddaa, garalcidaa, othar ^laonous substancaa, and elaanlng 
aatsrlala shall not ba storad In ths saaa rooa vltb fooda. 



maslasiwi 



Substancaa which aay bs eoale If Ingastad, Inhalad, or handlad. Including 
but not llaltad to drugs* asdlcatlons, pool chs&lcala, pas tlcldss, and 
othar toxic chsolcals ahlch shall bs plainly asrkad and storad In 
lockad cablaats or snelosuraa locatad In an araa not accssslbls to 
caapars. 

Gaaollna and othar volatlls patrolaua products shall ba storsd In 
aceordanes with axlatlng and appllci&la stats an4 local Isva, ordlnancaa, 
and ragulatlons daallng with flra safaty* 



Drugs p InaactlcldM, strong caustics, acids, and aay polaona shall ba 
atorsd sway froa fbod In lockad eablnsts, undsr ths sols control of 
ths suparvlMry staff. 



jffy XfiEll 



Contalnara for gaaollna and alaiUr products, bsrblcldss, Inssctlddss, 
rodmtlcldaa, or any aatarlal which might ba hasardous shall bs Isbslsd 
and storad In a lockad building not occupied by ca^>ars or staff. This 
building ahall ba locatad at a safs dlstanca froa occuplad quarters, 

Contalnara for gaaollna, karosana, and othar fUaasbls aatsrlala shall 
ba labal^ and storad In Mparata locki^ and unoccupied building. Oil 
baaa palnta and thlnaere ehall be efored in approve type paint lockare 
or In a eeparata building. 

Agrieultura« coaaereial, or l^uaehold pestlcldee and toxie chemicals 
shall be etored and/or usad to cause t» air, aurfaee water, or ground 

(continued) 
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PROGRAM SAFETY: Handling and Storage of Flasamble Liquids, 
Poisons t and Chexaicals (continued) 



Ney York water pollution or be hazardous to the occupants of the camp. They shall 

(continued) be stored in their original containers in areas designated for such use* 

See Food Service: Food Protection, Handling, Storage, and Refrigeration 



North Carolina Only those pesticides vhich have been properly registered with the U. S, 

Department of Agriculture .and the N. C. Department of Agriculture and 
approved for the purpose shall be used; such pesticides shall be used 
in accordance with the directions on the approved labels and shall be 
ao handled and stored as to avoid health hazards. 

Miscellaneous — Potaitlally hazardous faster lals, such as fuel, chemicals, 
esrploaives, equip^i^t, and apparatuses, shall be handled and stored so 
as to alniaize health hazards. 



Ohio The handling and storage of fuel oil or other flaimoable liquids shall 

be in compliance with the applicable standard's of the National Board 
of Underwriters (Paiaphlet No. 30). 

Hazardous substances shall be labeled, stored, and handled as required 
by applicable laws and regulations and as directed by the health 
comissioner in instances not covered by such laws and regulations. 



Oregon Cleaning equipm^t and supplies, all Insecticides, chemicals, paintst and 

other toxic substances shall be kept Isolated from campers and stored so 
as to prevent contamination of clothing, toweling, and bedding materials. 
All applications of chemicals including but not limited to cleaners and 
^ disinfectants shall be In accordance with the manufacturers* recommenda*- 
tlons. All toxic substances shall be clearly labeled. 

Gasoline and other volatile petroleum products shall be stored In 
covered safe containers, shall be clearly labeled, and shall be stored 
in a safe place* 

See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 
See Food Service: Food Service Regulations — Kitchen and For-' Preparation 
Areas 



Pennsylvania See Site and Facilities: Special Program Areas and Facilities — Swimming 

(Pools) 



Rhode Island The operator shall cause portable containers for gasoline and all 

explosives to be plainly marked and stored in a locked enclosure well 
ventilated and not occupied by campers or staff, and located at a 
safe distance from other buildings. Children shall not have access to 
such locked building^. Nonportable containers of flammable liquids 
and poisonous substances shall be plainly marked and provided with 
locks on spigots and other outlets. Covers shall be of a type rcsmovable 
only with tools or shall be provided with locks. 

The operator shall cause contiiiners for insecticides, disinfectants, 
medicines, and other hazardous cU^micals to be plainly marked and stored 
in a locked closet or compartment separate from food storage areas 
and not accessible to children. 
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PROGRAM SAFETY s Handllog and Storage of Flttssable Liquids, 
Poisons, and Chesaicals (continued) 



South Carolina All poisons and/or f lassaable materials shall be kept in a locked area 

ud away from sleeping quarters. 

See Sanitation; Insect, Weed, and Rodent Control (Vector Control) 



Tennegsee Containers for insecticides, herbicides, rodenticides, and other 

hazardous chemicals shall be plainly marked and stored in a locked area 
not accessible to campers. 

Containers of gasoline or inf lasicables or explosives shall be plainly 
marked and stor^ In a locked area separate and apart from permanent 
and semi -permanent structures used by campers. 

See Food Service: Food Protection, Handling, Storage, and Refrigeration 



Teaaa Containers of gasoline or inf lasmaables or explosives shall be plainly 

marked and stored in a locked area separate and apart from permanent 
and semi-permanent structures used by campers. 

Ch^ical control agents, insecticides, rodenticides, and other hazardous 
chemicals shall have the containers plainly marked and stored in a locked 
area not accessible to campers. 



Vermont Poisonous and toxic materials, required to maintain sanitary conditions 

and for sanltization purposes, must be properly labeled, used, and 
stored. 

Only those poisonous and toxic materials required to maintain the 
establishm^t in a sanitary condition, and for sanltization of equipment 
and utensils, shall be present in any area used in connection with food 
service establishs^nts. 

When not in use, poisonous and toxic materials shall be stored in 
cabinets which are used for no other purpose, in a place which is 
outside the food-storage, food-preparation, food-service, and cleaned 
equipment and utensil storage areas* 

Bactericides and cleaning compounds shall not be stored in the same 
cabinet or area of the room with insecticides, rodenticides, or other 
poisonous materials. 

All containers of poisonous and toxic materials shall be prominently 
and distinctively marked or labeled for easy identification of contents. 

Bactericides, cleaning compounds, or other confounds intended fors use 
on food-contact surfaces shall be used in accordance with the manu- 
facturer's recommendations and in such a manner as will not leave a 
toxic residue on such surfaces. 

Poisonous polishing materials shall not be used on equips^nt or utensils 
not stored in the establishment. 



West Virginia See Site and Facilities: Facilities Design— Heating, Electricity, and 

Plumbing 



ERIC 



75 



7!) 



fWGUH SATETYs Haadllag mod Storage of FXoMblt tiquida, 
^lioiiit sad Chraleali (coatiaiHid) 



WiBcoMia Chomlcals» influBablo liquids ^ othor haurdous MCariala shall bs 

plaialy Mrkady storad ia a loekad buildlsig wt oeeupiad by ooq^ra 
or ataff and ba usad in a pro^r vaanar* 

Polaraoua rad eoidc matariala siaeasaary to aaintaln sanitary conditions 
abalX ba labal^ and atorad in cabinata ua^ for no othar puri^aa* 
Tha cabinata st»ll not ba loeatad in food praparation araaa. Poiaonous 
and toxic satariala shall ba atorad and uaad only la such asnaar and 
\aadar auch conditions as will not eontaainata food or coaatituta a 
hasard. 
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PROGRAH SAFETY J Power Tools 



All tools. Including power tools, used by caopers shall be maintained In 
good repair, shall have the necessary safety guard attached, and shall 
be used only under qualified super/ision at all times* 



Colorado 



Indiana 



The use of fireanas and aauunltion, power tools, boats, bows and arrows, 
and other special equipaent involving unusual risk shall be under the 
custody and direct supervision of authorized personnel at all tiaes. 

Aaam*nition, firearms, explosives, and power tools shall be stored in a 
locked place not occupied by children. 

See Program Safety: Supervision of Activities 

. . . tools shall be used under the supervision of a qualified staff 
mcB^er and stored in a locked or restricted area. 

See Program Safety: Identification and Minimization of Hazards 



Massachwetts 



Power equiptaent shall not be stored, operated, or left unattended 
without proper safeguards in areas accessible to the campers. All 
power. tools shall be stored in a locked place. Power tools and outboard 
motors shall be used by campers only under the direction and supervision 
of counselors. 



Michigan 



Power equipmCTt not to be stored, operated, or left unattended in 
camper areas without proper safeguards. 



Mississippi 



Power equipment shall not be stored, operated, or left unattended 
without proper safeguards in camper areas. All power tools shall be 
stored in a locked place not occupied by campers. Power tools and 
outboard motors shall be used by campers only under the direct super- 
vision of counselors. 



New Jersey 



Power equlpmmit, especially that used for maintenance of the camp, 
shall not be stored, operated, or left unattended without proper 
safeguards in camp areas. 



South Carolina 



Potentially hazardous equipment or tools shall be used under the super- 
vision of a qualified staff member and stored in a locked or restricted 
area. 



Tennessee 



All tools, including power tools, used by campers shall be maintained in 
good repair, shall have the necessa 7 safety guard attached and shall be 
used only under qualified supervision at all times. 



Tesas 



All tools, including power tools, used by campers shall bs maintaiued in 
good repair, shell have the necessary safety guard attached, and shall 
be used only under qualified supervision at all times. 



SSf£ Virginia 



Tools and power tools shall be used by campers only under qualified 
Supervision. 
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PftOGMM SAFETY; Special Prograss Areas— Hasardous and Hi^ Risk Actlvltiafi 



Colorado 
Connecticut 



Saa Prograa Safety: Sv^ervlaloQ of Activities 



All hasardous activities, including but not limited to archery, aquatics, 
borsi^aek riding, and fireans instruction^ shall be supervised by a 
qualified activities specialist who had adequate experience and training 
in hia specialty. 



Maine 



See Prograa Safety: Supervision of Activities 



Kaasachusetts 



The counselor supervising specialised or high risk activities such as, 
but not Halted to, horseback riding, hiking, scuba diving, rock 
cliflblng, firearfiHi, canoeing, and aquatic evrats shall possess evidence 
of appropriate training, certification, and experience in their program 
specialties. Said counselor shall be present at the site of activity. 
When applicable, adequate provisions shall be aade to assure any special 
tr a in ing necef sary for cvap personnel to protect the safety and health 
of special needs csi^ers. 

See Progrsn Safety: Special Prograa Area8*-**Boating, Canoeing, and Fishing 



Michigan 



Hasardous cao^ activities (aquatics, archery, horseback riding, and 
riflery) by a qualified adult activity specialist capable of in^lementlng 
safety standards established by departxaent, training, or experience in 
conducting the activity. 



Mississippi 



When cai^rs participate in specialised or high risk activities such as, 
but not liaited to, hors^ack riding, hiking> scuba diving, rock 
discing, fireartBs, canoeing, and aqwtic events, the counselors 
supervising the activity shall possess evidence of appropriate training 
and experience in their progr«a specialities. When applicable, adequate 
provisions shall be made to assure stQ^ special training necessary for 
casp personnel to protect the safety and health of handicapped campers. 



Key Jersey 



Hazardous caxsp activities, such as aquatics, archery, horseback riding, 
riflery, and out'-of-^cssp trips shall be conducted by a qualified adult 
activity specialist capable of ixBpleaenting safety standards established 
by the Department, or other recognized body In the specialised field. 
He shall also have training or experience in conducting the activity. 



Texas 



Hasardous caaip activities such ss aquatics, archery, horseback riding, 
and riflery shall be conducted by and under the direct supervision of a 
qualified adult activity specialist capable of is^^Iementlng safety 
standards established by the departiaent. He shall also have trsining 
or experience in conducting the activity. 
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PRCXmAM SAFETY: Special Progm Areas— Swlmlng 



Alftboaji 



California 



Safety feal^jres and practi^^es relative to swimming pools shall meet the 
criteria set forth in the "Swiming Pool Recc»aendations, Bureau of 
EnvironflMMatal Health. Alabasa State Itepartaent of Health." 

Sviming activities shall be supervised by a qualified adult at all times, 

Lifeguard service as described in Section 241(K).l Health and Safety 
Code» shall be provided where either swixming pools or natural bathing 
places are used. There shall be a designated waterfront director who 
shall be at least eighteen (18) years of age. 

Every public swiiming pMl . , . lifesaving apparatus, measures to 
insure safety of bathers, and measures to insure personal cleanliness 
of bathers shall be such that the public swimming pool is at all times 
sanitary, healthful, and safe. 

Lifeguard service shall be provided for any public swimming pool which 
is of wholly artificial construction and for the use of which a direct 
fee is charged* For all other swimming pools, lifeguard service shall 
be provided or signs shaj; be erected clearly indicating that such 
service is not provided. 



Colorado 



All swimming activities must be supervised by a minimum of one Water 
Safety Instructor (WSI) with a mlnlmim of one to ten staf f-caji^er ratio 
maintained at all timeE. (YMCA or Boy Scout training is acceptable). 

In addition to the Water Safety Instructor fwJI), there shall be on 
duty a minimuxa ratio of one person with at least a senior life saving 
certificate (or its equivalent) per 30 campers In the water. 

Streams, ponds, lakes, and swlawing pools shall be off limits to all 
caapers unless under direct supervision with ratio maintained. 

All procedures and equipment for waterfront activities shall comply 
with the American Red Cross standards (available from local ARC offices) 

The following list of minimum equlpmeiit shall be required of all water- 
front activity, i.e., swimming, boating, and fishing. 

(a) Buoy 

(b) Reach pole 

(c) Rope 

(d) Rescue boat available at all tistes for boating oi 
swimming activities on a lake or pond 



Connecticut 



See Program Safety; 
Activities 



Special Program Areas — Hazardous and High Risk 



Illinois 



One or more lifeguards shall be on duty during all bathing hours when 
there are one or more swimmers at a swimming poo J. These lifeguards 
shall be currently certified Red Cross senior lifesavers, YMCA senior 
lifesavers, or Boy Scouts lifeguards. 

First aid kit approved by ARC or equivalent to be provided. 

Safety regulations for swinmiing and boating conspicuously displayed. 

See Program Safety; Special Program Areas — Boating, Canoeing, and Fishing 
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PROGRAM SAFETY: Special Prograia Areas — Swlasaing (continued; 



tediaaa See Site and Facilities: Special Program Areas and Facilities—Switaming 

(Natural Swim Areas) 
See Sanitation: Animal Regulations 



All swijflming and small craft and boating activities shall be under the 

supervision of a person holding a current African Red Cross Senior 

Life Saving Certificate or its equivalent at all titaes. All necess try 
lifesaving devices shall be provided* 

A wethod of checking svims^rs recognized by the American Red Cross Life 
Saving and Water Safety Standards shall be enforced* 



Maine A waterfront director must be at least 21 years of age and must hold 

either a current Red Cross Water Safety Instructor Certificate, a 
YMCA Swliaaing Instructor or Lifesaving Instructor Certificate, or a 
Boy Scouts of America National Aquatic Instructor Certificate. Water- 
front director for Day Canq^s should be at least 21 years of age, but 
in no event shall be less than 18 years of age. 

On the waterfront staff, in addition to the director, there shall be a 
ainimua of one currently certified Senior Red Cross Life Saver, Y>!CA 
Senior Life Saver, or Eoy Scout Lifeguard, who is on duty for each 20 
persons in the water and an over all ratio of one guard for every 10 
persons in the water* 

Waterfront staff shall be present on the waterfront when thp waterfront 
is in use. 

Any person who wishes to go swimming xmist be classified according to 
ability in swissmlng, and must be supervised according to this classifica- 
tion* 

A systea of checking persons in and out of the water must be used* 

Swimming after dark is prohibited unless adequate artificial lighting 
is provided. 

Lifesaving equipment that is adequate for the type of swimming, boating, 
and canoeing areas used must be provided, must be kept in perfect order 
at all times, and must be placed as to be immediately available. One 
lifesaving boat with proper equipment must be on hand at all times. 

A first aid kit must be on hand at the waterfront, and must be equipped 
and ready for immediate use* 

Swimming regulations must be posted on the waterfront, and must be 
obeyed by all. 

Association of Underwater Instructors (N.A.U.I), National Association 
of Scuba Diving Shops (N.A*S.D.S.). YMfA Scuba Instructor and the 
Los Angeles County Scuba Instructor. 

See Program Safety; Supervision of Activities 

Kassachusetts Aquatics activities including those events associated with swiimaing, 

boating, canoeing, watercraft, and water skiing shall be directed by 
individuals currently authorized ."^s an American National Red Cross 

(continued) 



ERIC 



80 



^1 



f 



PBOCTAM SAPETYt Sp«cl«l Prograa Areat-Swlaalng (cootinusd) 



W«t«r S«f«ty Inatnwtor with current lifewvixig training, and current 
first aid and CPR training or the equivalent. When the aquatic director 
•uperviaea two or more aquatic staff sneabers, the director ehall be at 
least 21 years of age. 

In addition to the aquatics director, svinming supervision shall include 
a mlniasum ratio of one counselor with at least a current Advanced 
Lifesaving Certificate, first aid and CPR training as issued by the 
^rican National Bed Cross or its equivalent per 30 casapers in the 
water. There shall be a nlnimua of one to 10 staff to camper ratio 
taalntalned at all times. 

The following waterfront safety requlr«ments shall be observedt 

(a) All swlnaning areas shall be aaintained in a clean and safe 
condition, free from rocks, boles, other hidden dangers. Any other 
kaowc haeard nearby shall be posted. Swimming shall be prohibited at 
sites other than the permanent camp waterfront without the prior approval 
of the camp operator and the waterfront supervisor. 

(b) Practices and equipment for the waterfront shall comply with 
the American Red Cross or other equivalent standards. Swlisalng pools 
shall be protected by fences which are sis feet in height and no 
opening is more than four Inches, and the entrance gates kept locked 
except during periods when a qualified lifeguard Is on duty. All 
rescue equlpi^t shall be kept In appropriate locations where it can 
be readily available. 

(c) At the first swimming session a determination shall be made of 
each camper's awianlng ability. Campers shall be confined to swiiaaing 
areaa conalstent with the limits of their swimming skills or to swimming 
areas tequlring lesser skills than those for vhich they have been 
classifief*. 

(d) A method of supervising and checking bathers such as the "biddy 
system shall be established and enforced. A written "lost swloowr 
plan shall be establlshwJ and all staff shall knew exactly what their 
duties are In case of an emergency at the waterfront. 

(e) Swismlng shall be prohibited during the hours of darkness 
unless adequate lighting Is provided and swiianlng is restricted to 
shallow areas. 

See Program Safety: Bsergeacles and Evacuations— Eoergency Procedures 
f>nd Training 



Maaaaehusatts 

Ceostlmukl} 



Michigan An aquatics supervisor In a resident camp or day camp for swimming prog 

shall be currently certified as an American Red Cross Water Safety 
Instructor, a YMCA aquatics instructor, or a Bey Scouts of America 
national aquatics Instructor. 

The aquatics supervisor in a troop or a travel castp who supervises 
swimming programs shall be currently certified as an American Red Cross 
senior llfesavar, a YMCA senior llfesaver, or a Boy Scouts of America 
lifeguard (also holds for supervisor of wading or watercraf t programs) . 

When swlmolng or watercraf t activities are in progress, the aquatics 
supsrvlsor shall be in attendance supervising the program (and) . . . 
Is responsible for the procedures of waterfront supervision and they 
(continued) 
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PECKSAM SAFETY: Special Program Areas— Swimming (cotitinued) 



mchlgan r' all be strictly enforced* The aquatics staff shall not engage in 

(continued) recreational swiuaaing or boating while on waterfront duty. 

The aquatics supervisor and one aquatics guard shall be on duty for 20 
or less children in the water. One additional aquatics guard shall be 
on duty for every additional 20 children or fraction thereof. 

The permanent swimming area of a resident camp or day camp shall have 
a delineation of areas for non-swimmers, intermediates, and switaaers, 
in accordance with the standards of the American Red Cross, YMCA, or 
Boy Scouts of As^rica. 

American Red Cross, YMCA, or Boy Scouts of America tests shall be used 
to determine each child's swimming ability. Children shall be confined 
tc an area equal to the limits of their . . - skills or an area requiring 
lesser skills. 

A method of supervising and checking bathers shall be . . . enforced. 
Recommended methods are the check or buddy board, the buddy system, 
the colored cap system, or any combination* . . . checks shall be 
conducted not leas than every ten minutes - 

Swl&mi.ig is prohibited at sites other than the permanent camp waterfront 
without prior approval of the camp management. The activity shall be 
supervised by the aquatics supervisor assisted by one aquatics guard 
for every 10 children or fraction. The buddy system shall be used 
and buddy checks shall be conducted not less than every five minutes. 

A written "lost swimmer" plan shall be established and all staff shall 
know exactly what their duties are in case of an emergency at the 
waterfront . 

See Program Safety: Special Program Areas — HaEardous and High Risk 
Activities 

See Program Safety: Special Program Areas — Boating, Canoeing, and Fishing 
See Site and Facilities: Special Program Areas and Facilities — Horseback 
Riding 

See Sanitation: Animal Regulations 



Minnesota All waterfront activities involving campers, staff members, or visitors 

shall be adequately supervised. 



Hisslssippi In addition to the aquatics director, there shall be a minimum ratio of 

one counselor with at least an Advanced Life Saving Certificate as 
issued by the American National Red Cross or its equivalent per 30 
campers in the water. There shall be a minimum of one to 10 total 
staff to camper ratio maintained at all times. 

A system shall be devised and on file for checking participants in and 
out during swimming and boating activities. 

Aquatics activities including those events associated with swimming, 
boating, canoeing, watercraft, and water skiing shall be directed by 
individuals currently certified as American National Red Cross Water 
Safety Instructors or the equivalent. While all certificates do not 
require 21 years of age, it is highly recommended that the aquatics 
dlrtrtor be of such age. 

(continued) 



H2 



PROGRAM SAFETY: Special Frograa Areas-^-Svimlng (continued) 



Kisaiaglppt All cwiaseiing and diving areas shall be provided with selected safety 

(continued} equipment which is in good usable condition. Appropriate staff shall 

be trained in the proper use of said equipment. (See resource list.) 

All sviiomlng and diving areas shall be operated and tEialntained in 
accordance vith recoroaended state and local sanitation and safety 
standarda. (See resource list.) 

Safety equipment provided for swiiamlng and diving areas shall be in 
good usable condition. 

Boating shall not be allowed In designated svioialng areas. 

See Program Safety: Specia!* Program Areas — Hazardous and High Risk 
Activities 

See Site aiul Facilities: Special Program Areas and Facilities — Svimlng 

(Natural Swim Areas) 
See Site and Facilities: Special Program Areas and Facilities — Swimming 

(Pools) 

See Sanitation: Animal Regulations 

See Program Safety: Emergencies and Evacuations — Emergency Procedures 
and Training 



Nebraska Water recreation shall be permitted only under the supervision of a 

qualified m^ber of the camp staff. 



New Hampshire No bathing at bathing beaches or swimming pools shall be permitted with- 

out being under the supervision of an operator or competent attendant 
trained in llfeaaving procedure. 

Urinating or spitting, or the washing of vehicles or animals in the 
waters of bathing beaches is prohibited* 

No person having sore or Inf lammed eyes, or mouth, nose, or ear discharges, 
or any communicable disease, shall be permitted to enter any artificial 
pool, or any other bi>thing place in association with other bathers. 



Hew Jersey Swigmin& Areas : 

(a) A swimming area shall be maintained in a cle"n and safe condi- 
tion, free from rocks, holes, and hidden dangers. Any knr>»n liazard in 
the vicinity shall be properly safeguarded and posted. 

(b) The permanent swimming area of a resident camp or a day camp 
shall have a delineatiod of areas for non-swimmers, intermediates, and 
swiimoers, in accordance with the standards of the American Red Cross ^ 
YMCA, or Boy Scouts of America. 

« (c) Llfesaving equipment shall be provided at a swimming area and 

placed so it is immediately available in case of an emergency. The 
equipment shall be kept in good working order and at a minimum shall 
Include a bell or whistle, two assist poles, and a ring buoy firmly 
attached to sufficient line to reach the perimeter of the swimming 
area. 

(continued) 
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PBOGEAM SAFETY s Special Prograxs Areas-- Swlmiog (continued) 



S«tr Jatga^y Waf rfront Staff ; 

(coatlnaad) 

(a) Tha aquatica auperviaor and assistant aquatics supervisor In 
any ump or any place %ihere cassp activities are conducted supervise 
sidjs&ing or vatercraft prograx&a shall be currently certified as an 
Aaerican lad Cross water safety Inatructor, or a YHCA aquatics instructor » 
or Bay Scouts of Asierica national aquatics instructor or its equivalent, 
and as an American Red Cross advanced lifesaver or its equivalent* 

(b) The aquatics guard in any cas^ or in any place where camp 
activities are conducted who supervise wading, swissming, or water craft 
prograaa shall be currently certified as sn American Bed Cross or YHCA 
advanced lifesaver or its equivalent, 

(e) When swinaalag or watercraft activitl^ are in progress, the 
aquatica st^ervisor shall be in attendance supervising the program. 

(d) The aquatics supervisor and one aquatics guard shall be on duty 
for 30 or fever children in the water. One additional aquatics guard 
ahall be on duty for every additional 30 children or portion ther^f , 

(a) The aquatica supsrvisor is responsible for the procedures of 
^ waterfront supervision and they shall be strictly enforced. The aquatica 

etaf f ahall not engage in recreational swimming or boating while on 
waterfront duty, 

(f ) Swismaing pools have a maximum depth of 36 Inches and having a 
maximtsa swimming arsa of 500 square feet shall be supervised by one (1) 
aquatica gtuird with the assistance of two (2) adult leaders for twenty 
(20) or fever campers in the water. One (1) additional aquatics guard 
and one (1^ additional adult leader shall be on duty for each additional 
twenty (20) campers or fraction thereof. 

Swimming Procedures ^ 

(a) American Red Cross, YMCA, or Boy Scouts of America tests shall 
be ua^d to determine each child ^s swimming ability. Children shall be 
confined to an area equal to the limits of their swimming skllli or an 
area requiring lesser skills for which rhey have been classified. 

(b) A method of eupervlslng and checking bathers shall be estab- 
lished and enforced. Recomended methoda are the check or buddy board, 
the buddy '^yatem, the colored cap system or any combination of these* 
The ayetem used shall be aupervised during swimming periods by a 
maasber of the aquatics staff and checks shall bs conductsd not less 
than every tan minutes. A written "lost swimmer'* plan shall be estab- 
lished and all etaff shall know exactly what their duties are in caae 
of an emergency at the waterfront. A "lost swimxper" drill shall be 
held at least every two weeks. 

(c) Swimming is prohibited at sites other than the permanent camp 
waterfront without prior approval of the camp management. 

See Sanitation: Animal Regulations 



New York A swimming pool or bathing beach operated as part of a children's c&mp 

sh^ll comply with Part 6 of this chapter Including the following: 

(continued) 
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PROGRAM SAFEW: Sp«cl«l Program AraM—Swinaalixa (continued) 



fiH£ York 
(coatlfiuadl 



(1) The waterfront ehall be directly supervised by a waterfront 
supervisor • 

(2) Svlxsmlng shell be prohibited at unauthorised sites. 

(3) The penaanent sviiamlng area shall be divided for noa-swlmers» 
intermediates, and svinm^rs, and children shall bs confined to that 
area according to their swissaing ability, 

(4) Permanent svicaalng areas shall have supervised entrwces and 
exits* lifeguard station providing an unobstructed view of the svimlng 
erest and life saving equipisent. Svismning pools shall be protected by 
fences; entrance gates shall be locked except during periods when a 
lifegtiard is on duty. 

(5) Practicea and equipment for the waterfront shall comply with 
American Red Cross or equlvelent standards acceptable to the State 
Commiasioner of Health. 

(6) An acceptable method* of supervising and checking bathers ehall 
be established and enforced by the waterfront supervisors checks shell be 
conducted et least every 15 minutes. A "lost swimmer" plan is rsquired 
so that all staff mssbn9 know their duties in case of an ^ergency. 

(7) Swimming shell be prohibited during the hours of dsrknsss unlses 
adequate lighting is provided and swimming is restricted to shallow 
weter. 

Waterfront supervisors shall hold a current American Red Crosa water 
safety instructor's certifleece or ite equivalent ecceptable to the Stete 
Commissioner of Health; in addition, the supervisor shall have et 
least three seesons of previous waterfront experittice. Lifeguards shsll 
be at least 17 years of age and hold curr^t American Red Cross sdvanced 
lifisevlng certificates or their eqvlvelents ecceptable to the Stete 
Commlesionsr of Health. There shsU be one quulifi«l lifeguard for 
every 25 bethers; the ratio of counssloiTS and lifeguards to campers on 
the weterfront shall be 1:10. All aquatic activities conducted by the 
camp shall be under the leadershii ! an adult counselor trained in the 
spscii'lty. 

*Suddy board, buddy system, or colored cep are acceptable methods. 

See Program Safety i Special Program Arees^'-Boat^, Canoeing, end Flc^^lg 



Ohio 



Where water recreation is psrmitted the operator shall provide adequate 
personnel and facilities to assure coc^llance with all health and eafety 
rules as required by the Boerd of Haelth end Regulations HE-31-^l to 
Hfi-31-03, incl'jsive, of the Ohio Senitary Code. 



Oregon 



Waterfront activities ehall be under the immediate supervision of e 
person 18 yeers of age holding a current ^d Cross Wster Sefety Instructor 
Certificate, a YMCA Aquatic Leader Examiner, a Boy Scouts of Americe 
Hetional Aquatic Instructor Certificate, or the equlvelent. 

Waterfront programs serving leee than 10 persons may operete with only 
the eupervision of a pereon over 18 yeare of age holding a current Red 
Cross Advanced Lifesavlng Certificate, YMCA Senior Lifeeever, Boy Scout 
Lifeguard, or the equ:lvelent, 

(continued) 
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PIOCRAM SAFETY? Special Progra® Areas — Swlamlng (continued) 



Oregon 
(continued) 



In addition^ there shall be a currently certified Red Cross Advanced 
Llfesever» Y^CA Senior Llfesaver, Boy Scout Lifeguard, or the equivalmt 
for each 25 parsons on the wate.r and additional observers of an overall 
ratio of one guard or ohsc^rver for each 10 persons on the water. 



See Progtaa; Safety: 
and Training 



Esner gene iei! and Evacuations — Emergency Procedures 



Rhode Island 



Bathing suits, shoes, caps, and other accessories provided for patronei* 
use at public bathing resorts shall be sanitised after each use in a 
taanner approved by the director. 



South Carolina 



In resident camps, lifeguards for natural bathing places shall be at a 
ratio of one (1) lifeguard per 25 svitdmers in addition to the waterfront 
director, who shall have a water safety inntructor 'a certificate. 
Lifeguards must have a current Asserican Red Cross senior life saving 
certificate oi equivalent. 



See Site and Facilities: 
(Natural Swim Areas) 



Special Program Arean and Facilities — Swiosiing 



Tennessee 



In any organized camp swimming progt'sm, a swimmer accounting system 
shall be employed. Swimming activities shall be under qualified adult 
supervision at all times. 



See Site and Facilities: Special Program Areas and Facilities — Svlosning 
(Pools) 



Texas An adult waterfront director, who holds current American Red Cross Water 

Safety Instructor or Senior Life Saver Certificates or their equivalent, 
shall be in charge of all swimming and watercraft activities. While 
svltamlng or watercraft activities are in progress, the waterfront 
director or a qualified assistant shall be in attf%ndance supervising 
the program. 

The waterfront director is to be responsible for procedures of water- 
front supervision and insure that they are strictly enforced. The 
waterfront staff shall not engage in recreational swiusilng or boating 
while on waterfront duty. When swimming and waterfront activities 
are conducted in natural bodies of water such as rivers, lakes, or 
creeks, one lifeguard per ten (10) children shall be on duty. If the 
swimming program is conducted in a swimming pool, one lifeguard per 
thirty-five (35) children shall be on duty with a minimum of two (2) 
persons on duty when the swissning pool is in use. 

American Red Cross, YNCA, or Boy Scouts of America tests shall be used 
to determine each child's swiiming ability. Children shall then be 
confined to the limits of switmalng skills for which they have been 
cln liflod. Also, the swimming area shall have areas for non-swimmers, 
intermediates and swimmers clearly marked in accordance with the standards 
of the American Red Cross, YMCA, or Boy Scouts of America. 

A method of checking bathers in and out of the water shall be established 
and enforced* Recommended methods are the check or buddy board, the 
buddy system, the colored cap system, or any combination of these. 

(continued) 
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PROGRAM SAFETY: Special Program Areas-«<Svlxsi&lng (continued) 



Te3»s Lifesaving equipment coisaaiaurate with the activity shall be provided 

(continued) at the swiooing area and placed so it Is iooediately available in case 

of an erorgency. 

Stflming areas shall be maintained in a safe and clean condition. 

See Program Safety: Special Program Areas™Hazardous and High Risk 
Activities 

See Progras Safety: Special Prograso Areas — Boating, Canoeing, and Fishing 
See Sanitation: Animal Regulations 



Wcat Virginia %e person actively in charge of the swimming ik>o1 or bathing beach 

shall have a current water safety instructor's certificate from the 
American Red Cross or an organisation having equivalent standards* 

At least one qualified lifeguard shall be on duty in the immediate 
svixaming area at all times when swimming is permitted* 

The area used for svimaing shall be clearly marked in accordance with 
American Red Cross Standards, or their equivalent, for non-swimmers, 
baginners, and swimers. All persons shall be confined to the limits 
of the area for which they have been classified. 

A method of checking swimmers sh£»ll be enforced and shall consist 
of one of the following methods: 

(a) The check system 

(b) The buddy system 

(c) The colored cap system 

(d) An adaptation of one or three. 

Llfesaving equipment as designated by t'.ie West Virginia Stat^ Board of 
Health Regulations Governing the Sanitation of Bathing Places shall be 
readily available at the swimming pool or bathing beach. 

See Sanitation: Animal Regulations 



Wi s c onsin A waterfront director, at least 18 years of age, who holds current 

American Red Cross water safety instructor and senior lifesaver certifi- 
cates or their equivalent, shall be in charge of all swimming and water-^ 
craft activities. 

The area used for swimming shall be clearly marked and separated into 
sections for non-swimmers, beginners, intermediates, and swimmers 
No person shall go into an area beyond his classification* 

Note: See American Red Cross, Young Men's Christian Association, or 
Boy Scout Standards. 

A method for checking persons In and out of the water shall be estab- 
lished and enforced. 

A B^thod for supervising persons in the water such as the buddy system, 
the colored cap system, or a combination shall be established and 
enforced. 

Swimming after dark shall be allowed only if adequate artificial 
lighting is provided. 

(continued) 



ERLC 



87 



PROGRAM SAFET7: Sprclal Program Areas— Sviffixnlng (continued) 



Wii^naln Lifeaavlng aqul^nt that la adequate for the types of sviisnlng and 

(continued) vatercraft areaa shall be provided, shall be kept in perfect condition 

at all tlsies» and shall be iss^diately available. 

Notes Lifeaaving equipn^t should include as a ainlsaum* an emergency 
bell or whistle t & lifeboat, ring buoys, assist poles, and ropes. 

A first-aid kit shall be kept at the waterfront and shall be equipped 
and ready for isan»dlate use. 

Swlmaing and boating regulations shall be posted at the waterfront and 
shall be obsyed by all persons* 
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PROGfUN SAFElYs Special Program Area8-«--Boating, Canoeing, and Fiahing 



Colorado 



Connecticut 

Illinoia 

Kentucky 
Halne 

Maaaachwetta 



All boating activity shall be supervised by a oinisium of one Water 
Safety Instructor (WSl). 

There shall be at least one staff member on the water per six children 
in boats. 

Life jackets shall be worn by all campers regardless of swixmaing ability. 

In addition to the Water Safety Instructor CWSI) there shall be a 
minimum of one person with at least a senior life saving certificate 
(or Its equivalent) on the water per 15 campers in boats. 

All fishing and shoreline activity must be under staff supervision with 
a one adult to ten ratio maintained. 

All fishing or shoreline activity taking place one mile or core from 
the camp's center of operation must be supervised by a minimum of two 
or more adults with a ratio of one to ten maintained. 

Streams, ponds, lakes, and swimming pools shall be off limits to all 
campers unless under direct supervision with ratio maintained. 

See Program Safety: Supervision of Activities 
See Transportation: Qualifications of Driver 



Boats and small crafts shall be licensed or registered under the boating 
laws, if so required, and this information shall be available upon 
request to agents of the State Departmnt of Health, Water aafety 
equipnent shall meet United States Coast Guard atandards where 
applicable. 

See Program Safety: 9v«.^lal Program Areas—Hazardous and High Risk 
Activities 



At every bathing beach there should be provided at least one aqt^re 
stemed boat equipped with oars, oarlocks, and a life ring or other 
approved device* 

Safety regulations pertaining to swimming and boating should be 
conspicuously posted at each waterfront. 



All small craft and boating activities shall be conducted in compliance 
with applicable niiee and regulations of the Department of Transporta- 
tion, Division of Water Enforcement, 

See Program Safety: Special Program Areas — Swimming 



See Program Safety: Supervision of Activities 



All watercraft activities carried out on flat water ahall be supervised 
by a minimum of one counselor to t.:*ch 12 campers in watercraft. These 
counselors shall be on the water and in a position t.o effect rescue. 
Each counselor shall posseiif at least an American National Red Cross 
Advanced Lifesaving Certificate, current first aid and CPS training, 
or its equivaleni:. 

(continued) 
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FItOGRAM SAFETY: Spaclal Program Areas— Boating, Canoeing, and Fishing (continued) 



Maaaachuaetta Ail watercraft activities carried out on white water, salt water, or 

(continued) hazardous fresh water shall be supervised by a minissuo of one counselor 

to each 12 caapers in watercraft. Ho%fever, regardless of the nusaber 
of campars, there shall be a ainimua of two counselors in separate 
watercraft supervising the activity. In addi^ m to an American National 
Red Cross Advanced Lifeaaving Certificate or its equivalent, the counse- 
lors must have evidence of previous training and experience with the 
water activity totaling at least six hours on the water. 

All piers, floats, and platforsss shall be in good repair and water 
depth shall be indicated by printed niaserals on the deck or planking. 

Small craft shall be used only by a qualified person having permission 
of the waterfront supervisor or camp director. No small craft shall 
be allowed in the swissaing area unless operated by lifeguardt on water- 
front duty. 

All watercraft shall be equipped with U. S. Coast Guard approved 
personal flotation devices of types I, II, III, or IV as prescribed for 
the specific type of craft and nus^er and age of occupants. Water 
skiers shall wear a vest as approved by the U. S. Coast Guard for that 
particular activity. Watercraft t<»*ing a water skier shall have an 
observer aboard. 

Campers shall possess at least an American National Red Cross Advanced 
Beginner Swissiing Certificate, American National Red Cross Survival 
Swimming Certificate, or its equivalent before being allowed to partici- 
pate in white water, salt water, or hazardoxis fresh water boating 
activities. All white water activities must be carried out on water 
detemlned to be no more difficult than Class III as defined by the 
International Scale of River Difficulty. No trips shall be taken on 
unclassified white water. 

See Program Safety: Special Program Areas — Hazardous and High Risk 
Activities 



Michigan Watercraft activities shall be conducted during daylight hours and 

supervised by the aquatics supervisor. A coast guard approved life 
preserver shall be provided for each occupant of a watercraft. A non- 
swimmer shall wear a vest-type coast guard approved life preserver and 
not be permitted in a sailboat unless accompanied by a counselor. A 
camper shall wear a vest-type coast guard approved life preserver 
before entering and while in white water or on a lake when the water 
is rough or while waterskiing. 

During a watercraft activity period, a lifeguard shall patrol the 
watercraft area in a lifeboat. A watercraft docking area shall not be 
in the swimming area. 

The swinaaing area shall not be used for the launching or stopping of 
waterskiers. 

See Program Safety; Special Program Areas — Hazardous and High Risk 
Activities 

See Program Safety: Special Program Areas— Swimming 

See Site and Facilities: Special Program Areas and Facilities—Horseback 
Riding 

See Sanitation; Aniraal Regulations 
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PSOGRAM SAPETtj Special Program Areas—Boating » Canoeing, and Fishing (continued) 



Mi>aiaaippi Vatercraft Activities : 

All vatercraft activities shall be supervised by a tainlBtuxn of one 
counselor on the water to each 12 campers in watercraft* Said 
coxmselors shall possess at least an American National Red Cross 
Advanced Life Saving Certificate or Its equivalent. 

When participating in salt water, Class I, or white water activity, 
there shall be a minimum of two counselors in the water in separate 
watercraft regardless of the nis^er of campers* Said counselor shall 
prssess at l^^Mt an American Red Cross Advanced Life Saving Certificate 
or its equivalent and shall s&eet at least one of fhe following criteria: 

(1) Rave participated In three white vater canoe or raft trips 
totaling at least six hours on the water 

(2) Have had at least six hours ol practical instruction in 
survival and stream safety as taught by the American National 
Red Cross, Mississippi Boat and Water Safety Commission, or 
its equivalent 

(3) One counselor must hold a current American National Red Cross 
Canoeing Instructor Rating or its equivalent 

All white water activities must be carried out on water determined to 
be no more difficult than Class III as defined by the International 
Scale of River Difficulty. No trips shall be taken on unclassified 
white water. 

Cancers who do not possess at least an American National Red Cross 
Advanced Beginner Swimming Certificate, American National Red Cross 
Survival Swiming Certificate, or its equivalent must wear Coast Guard 
Approved Personal Flotation Devices while participating in water 
activities other than swiraaing. 

Fishing and shoreline activities shall be supervised. 

All watercraft shall be equipped with U. S. Coast Guard approved 
personal flotation devices of types I, II, or III as prescribed 
for the specific type of craft and nianber of age of occupants. 
Waterskiers shall wear a vest as approved by the U. S. Coast 
Guard for that particular activity. Watercraft towing a waterskier 
shall have an observer on board. 

See Program Safety; Power Tools 

See Program Safety: Special Program Areas — Hazardous and High Risk 
Activities 

See Program Safety; Special Program Areas — Swimming 



Nebraska See Program Safety: Special Program Areas — Swimming 



New Jersey Watercraft activities jhall be conducted during daylight hours and 

supervised by an aquatics supervisor* A Type I or II foam-filled 
Personal Flotation Device (PFD) shall be provided for and worn by 
each occupant of a watercraft. A non'-swlmmer shall not be permitted 
in a sailboat unless accompanied by an aquatics guard* 

A watercraft docking area shall not be in the swimming area. The 
swimming area shall not be used for the launching or stopping of 
waterskiers . 

(continued) 
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PBOOIAM SAFETY! Sp«l«l Frogria AtMa — Boatiog* Canoeing, and Fishing (continued) 



Kmf Jaracy 
T^tinuad) 

New York 



Ohio 
Oregon 

Teancasee 
Taxaa 



Wiaconain 



During a vatercraft activity period, an aquatics guard shall patrol the 
vAtercraft area in a lifeboat. 

See Program Safety: Special Prograta Areas — Swlnsning 
See Sanitation: Aniiaal Regulations 



Boats may be used only by persons having permission of the waterfront 
supepvisor or camp director. Boats carrying passengers shall never be 
toved behind power or sail boats. All boats ate prohibited in the 
svixaoing area unless operated by lifeguards on waterfront duty. 

All boats shall comply with the United States Coast Guard standards 
and with applicable state and local standards. Personal flotation 
devlcas shall be provided for each person and non^swimmers shall 
wear a Coast Guard approved life jacket or vest. A lifeguard shall be 
present in any watercraft having a capacity of eight or mve persons 
and carrying non-swimi^rs • 

All parsons shall wear water ski belts. Coast Guard approved life 
jackets or vests while waterskiing; in addition to the boat operator, 
a second person shall be present in the boat as an observer. 



See Progr^ Safety: Special Program Areas — Swiming 



All watercraft shall be equipped with U, S. Coast Guard approved 
personal flotation devices of types I, II, and III as prescribed for 
the specific type of craft and number and age of occupants. 

See Program Safety: Special Program Areas — Swimming 



All boating and/or watercraft activities shall be conducted under 
qualified adult supervision at all times. 



A coast guard approved life preserver sh^^l be provided for each occupant 
of a watercraft and each occupant twelve (12) years of age and under 
shall wear the life preserver at all times while in the watercraft. 
A tion«*Bwimmer shall wear a vest type coast guard approved life preserver 
and not be permitted in a sailboat unless accompanied by a counselor. 
A camper shall wear a VASt type coast guard preserver before entering 
and while in white water or on a lake when the water is rough or while 
waterskiing. 

A watercraft docking area shall not be in the swimming area and water- 
skiers ;^liall not launch or stop in the swimming area. 

See Progr*:m Safety: Special Program Areas —Hazardous and High Risk 

Activities 
See Sanitation: Animal Regulations 



Swimming and boating regulations shall be posted at the waterfront and 
shall be obeyed by all persons. 
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PKOGRAM SAFEST s SprcUl Frogrom Ar«ui~Riflttry 



AUbwi la any cop la which a firMrss progrui is provided, tht firtaroa 

proffra «hall hm govern^ by strict ssfsty aeasurM at all tiasti and 
•ball ba conductid uadar tha supervision of a qualified iastructor. 



Colored Aay riflery prograa shall be closely supervised with iaatrwtion sad 

provided by traiaed» experleaced iastrurtor(s) vho shall be on duty at 
all tlMe ufaea the raage is ia use* la addition a It 10 ataff-^child 
ratio ehall be maiatalned, 

lastruction oa th of firearma shall be presented to the campers 
prior to ths use ^ i raage. 

AsMffii^lon shall be distributed by the responsible staff t&ecd>er and 
ieaued on ^e firing line only. 

Ia addition, adherence to the foUoiriag safety rules shsll be maintained s 

(1) All isMiqMirienc^ shootsxa shall bs aeonspanied by an 
es^rienced ehooter. 

(2) Actions of uacaaed f irearas shall be kept open except vfaen 
on the firing line, ready to fire. 

(3) Firing shall bs {Niraitted on the firing line, or in designate 
firing areas only. 

(4) Bo fo^ or drink of any kind is allov^ oa the firing line. 

(5) All f irearH shall be unloaded iioaediately upon the comand 
"cease firing," r^rdless of when this craaand is given. 
Actions irill raaiain opm until further cosnande are glv». 

(6) On mges Where shootera mist go down range to change targets 
and score, sovcmcat oust bs controlled by a range officer. 

(7) All ^bi^ters shall police their firing point when they have 
coiq»leted their firing. 

ABBwnltioa, firearM, explosives, and ^wer tools shall be stored in 
a locki^ place not occupi^ by children. 

See Prograa Safety s Supervision of Activities 



^ffig^n^ticut 



The director of the rifle ranga shall be over age 18 and possess a 
currsat Katioaal Rifle Association Instrubtor*s card or equivalent. 



See Prograa Safety s Special Frogras Arsau — Basardoua and Bigh Risk 
Activities 



Indiana 



See Program Safety 2 Identification and HlaiialMtion of Hasarda 



Kiine See Prograa Safety: Supervision of Activities 



Masaachuaetts If riflery is a caap activity it shall bs conductsd with ths following 

precautioass 

Firsaras ehall be kept in good condition and stored in a locked cabinet 
when tMt ia use. Aaauaition shall also bs stor^ in a locked facility 
ia a location separate froa the firearms • 

Single shot rifles shall be us^ and persons shall stay bshind ths 
firing line at all tiaes except when ordered by the range instructor 
to rstrisve targets. 

(contlaued) 
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PSCKSAM SAFETY s Special Progm Arus — Rifl«ry (contloued) 



MMnchtisatta FirMra «ctivltl68 shall hm iuptrvisad by an Individual irfio iK^saesses 

(eoatiauad) a currant Hatiooal Rifle Asaoclatlon Inatructor's card or Its equivalent. 

A ratio of one counselor per 10 casqyers on the range shall be maintained 
at all tlaes. This ratio ssay Include the Instr^tor. 

Michigan See Prograa Safety: Special Program Areas — Hazardous and High Risk 

Activities 

MlnMSota, Firearms and other hazardous weapons shall be kept in locked compartiaents 

and shall be used only under supervision* 

Mtaalssl|y pi Firearm actlvitlea shall be supervised by an Individual who possesses 

a current National Rifle Association instructor's card or Its equivalent. 
In addition, a ratio of one counselor per 10 campers on the range shall 
be maintained at all timea. 

Archery equlf^aent^ firearms, and amntmltion shall be stored in a locked 
cabinet or building 5^en not In use. 

See Program Safety: Special Program Areas — Hazardous and High Risk 
Activities 

Nebraska Firearms and other potentially hazardous equipment shall be kept in 

locked compartments and shall be used only under proper supervision. 

New Jersey The Advisory Council on Youth Camp Safety has established '^guidelines" 

for riflery which the field inspectors employ for the evaluation of 
the asF.oclated facilities. At present (1978), these guidelines have 
not been Incorporated as an official part of the New Jersey Youth Camp 
Safety Standards. 

jtew York Riflery instructors shall hold a certified rifle marksmanship instructor's 

rating from the National Rifle Association or Ito equivalent acceptable 
to the State Ccrmmlssioner of Health. 

Campers shall be Instructed in safe rifle range procedures before actual 
firing* 

Single shot rifles, preferably with slings, shall be used. Persons 
shall stay behind the firing line at all times, except wbra ordered 
by the Instructor to retrieve targets. 

The instructor shall be on the range at all times during firing sessions 
and shall be assisted by another counselor who may be trained by the 
Inatructor. One staff person shall supervise a maximum of 10 campers 
on the firing line. 

The instructor shall determine that rifles are clean and in good repair, 
supervise the storage of equipment, and control Its use by means of a 
check'-cut system. Gtma and ammunition shall be stored, separately 
in locked cabinets. 

See Site and Facilities: Special Program Areas and Facilities — Riflery 
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nOGSAM SAFET7: SpaeUl Progrftm ArM8~Rlflery (coatisiued} 



Ohio 



S«ft Frograa Safety; Identification and Hinimisation of Basarda 



EquipMnt isaed In riflary and archer/ prograssa ahall be atored in 
locked araaa. 



South Carolina 



Firearms » archery equipment » or other potentially haeardoua equipment 
or toola ahall be uaed imder the supervision of a qualified staff 
a^Bbcr and atored in a locked or rostricted area. 



Tenneaaae 



In any organised camp in which a firearms program is provid^dy the 
fireasma program shall be governed by atrict safety meaanrea at all 
tiMS» and ahall be conducted under the auperviaion of a qualified 
instructor. 



Texaa 



Strict safety procedures shall be enforced whenever the range is in use. 

Flreannsi aamunition, and archery equipment ahall be kept in a locked 
room vh^ not in use. 

See Program Safety: Special Program Areas*^Hassardoua and High Risk 
Activities 



Weat Virginia 



Where riflery and archery are included in the organised camp program^ 
firearma and archery equipment shallbe used and atored under qualified 
auperviaion. 



Wiaconain 



Firearma shall not be permitted in camp except such as are under 
supervision and in organised activities at auitable sites. 
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mXSJM SAFETY: Special Progrtffl ArMS^Arehary 



iUmbwa In any enpt th* mrchtry prograa, if providtd, ihall b« planua and 

coaduet^ ixx a saonar to provida saxiaum aafaty. 



ColoCTdo Claaa auparviaion and ioatruction ahall ba p^rovidad by traitiadt 

' Mpa^iwead archary isiatnictor(a) on duty at all tiaaa tha range ia 

in uaa. Tha ataff-child ratio of oaa to tan ahaU ba nainUinad. 

Tha ranga thall ba kapt f raa fn^ haaarda airay from othar activitiaa 
and traffic of all typaa» and ahall ba \mll mark^. 

Tha targati ahall ba a sdnisuia of fiftaan faat apart. 

Ona oonnon ahooting tiaa ahall ba uaad with tha targata at diffarant 
rangaa. 

Equipeant shall ba maintainad in aafa condition* 
Tha arroira shall ba iaauad only on tha firing lina, 
Equipowit i^all ba atora^l imdar lock and kay lAan not in uaa. 

In addition, adharanca to tha following aafaty rulaa ahall ba naintainadi 

(1) Boira and arrova ahaU ba uiad only in apaeifi^ araaa. 

(2) Shooting araa ahall ba rop^ off. 

(3) For groi9 shooting^ all arehart ahall uaa tha aama ahooting 
lina. AU aUrt ahooting on signal. All ratriava arrova on 
aignal. 

(4) Archara ^all atay bahii^ tha al^oting lina. 

(5) Arrows ahall ba nockad to bowatring aftar atootara ara on tha 
ahooting lina and aftar tha aignal to ahoot haa bMn givan. 

(6) Safora arrdm ara ralaaaad ab^tara ahall havat 

(a) a daf inita targat 

(b) aaa targat 

(c) knoy i^ara arrow will laaa 

(7) Arrows shall ba inspaetad for splintara or cracks. Ds&agad 
arrows ahall t^t ba uaad. 

{8} Diraetiona of ardtar counaalor ahall ba followed • 
(9) 8ifflaabar***-a bow ia a weapon, not a toy. 



See Progras Safety s S\iperviaion of Activities 



Tha director of the erehery renge ahall ba over age 18 and poasase 
aTidmca aatiafactory to tha StaM Department of Health of appropriate 
training and as^rience in archery. 

The cnp director providing he aeets the requirvsanta of Section Z, 
aubaaction (n) (S) and (n) (6) s&y aerve as director of erehery or 
boraebeck riding activities In addition to hie duties as caaip director. 

See Frograa Safety s Special Frogrsa Araaa— Has ardoua and High Riak 
Activities 
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PROGRAM SAFBTSr: Special Prognm Ar««i— Arch«ry (continusd) 



Sm Progr» Safety: Zdratiflcatioii and Minladzatlcm of Basards 
Maiaa Saa Program Safety: Supervltioti of Activitiee 



Kaaaacl^uaetta If archery It a cax&p activity, it shall be conducted with the following 

precautiones 

Archery equii^nt ahall be kept in good condition and etorad imder lock 
and key vhen not in uee. 

Archery activities shall be supervised by an individual ^ poeaesees a 
current certificate as issued by a national or regional professional 
archery association or successful completion of archery In a college 
degree progrsa. In addition, a ratio of one counselor per 10 caopers 
shall be maintained on the range at all tlmee. 



Michigan See Progrsm Safety: Special Program ArMS— Raeardous and High Risk 

Activities 



Mississippi 



Archery aetivities shall be supervised by a counselor vho possesses a 
working knowledge of rules covering archery aafety* In addition, a 
ratio of {me counselor per 10 campers shall be maintained on the range 
at all tlsea. 

See ProgruQ Safety: Special Program AreaS"**Rlflary 



K»w Jersey 



The Advisory Council on Youth Casop Safety has establish^ '^guldelinee" 
for archery which the field inspectors mploy for the evaluation of 
the associated facilities. At present (1978), theee guidelines have 
not bem incorporated as u official part of the New Jersey Youth Camp 
Safety Standards. 



Sew York 



Archery supervisors shall be adult counselors with training in archery. 

The bows and arrows shall be stored in a locked cabinet* 

An archery steff-campar ratio of one for every 10 campers k . ;he 
firing line ahall be maintained. 

See Site and Facilities I Special Program Areas and Facillties-**-Riflery 



O^^^^QP Equipment used in rlflery and archery programs shall be stored in locked 

areaa. 

Equi^sent used in archery programs shall be stored in an area not 
readily sceessibla to campers. 



9.o«.th Carolina Archery equipment shall be used under the supervision of a qualified 

staff m«Bber and stored in a lock^ or restricted area. 



In any organised camp, the archery program, if provided, shall be 
planted and conducted in a manner to provide ms'^ismm safety. 




97 



PR0G8AM SAFETY: Spccifil Progrra Areas— Archery (continued) 



T»«M See Program Safety: Special Frograa Areas— Hazardout and High Risk 

Activities 

Wett Virginia Where rif Icry and archery are Included in the organised cs»p program, 

lirearas and archery equip®ent shall be used and stored under qualified 

supervision. 
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noeBAX SUftent Sp«elAl Frogr«a Aru0— Hor«^«ck Riding 



411 cmmpB hrnvtBg hors^ck ridlog prograas ahall provide horses suited 
%o tiim abllltlM of the cmnpers end s coapeteot, reliable riding 
iastn^tor vfao shall be on duty durli« all riding activities. 



Ciolorado 



Any riding prograa ahall be closely supervised with at least one 
vrangler present ex^rienced in the handling of horses to instruct and 
supervise vlmever the anlMla are being ridden* saddledt or groosed. 
k ratio of one adult to 10 chilteen ehall be aaintained at all tlms. 

Minlwaa first aid sui^lles shall be taken by all groiqw riding a nile 
or Bore frosi the center of caiq>, 

A AinlffM of e«o adulta, m of Which ahall be the irrangler, vuat 
aeco^my aiqr trip mllm out of caap with a ratio of we adult to 
10 cMldren Baintain^* 



So child ehall be alloifed in the area irith horses mXvm a ataf f 
is prasent. 

Tte foUoiring wi ni w ai aafety measures shall be aaintainads 



(1) There ehall be no sore tiian one rider per torae. 

(2) Elders shall aount and disMunt fro* the left side of the horse. 

(3) AnlBsls shall not be teased. 

(4) Caution ahall be exercised when walking betveent b^ind, or 
in front of horse(s). 

(5) BorsM shall not be allowed to run. or be driven, freely in 
or through tim crater of ca^>. 



The director of horseback riding activltlM shall be over 18 and possess 
evidence aatiafactory to the State l^partaent of Health of appropriate 
training and experience. 

The caap director providing he ssets the requireasnts of Section 1* 
subsection (n) (5) and (n) (6) nay serve as director of archery or 
hDrsd9ack riding activities in addition to his duties as camp director. 



Sea Frogtaa Safety s 
Activities 



Special Program Areas — Hazardous and High Risk 



See Prograa Safety: Supervision of Activities 



Kaaa«cbuaettB 



^" ''orsAack riding is a camp activity, a competent riding instructor 
su»?l deterolne the campers riding experience and level of skill at the 
first day of r^^ing and take these into account in assigning horses 
and deciding whether the camper shall ride in the ring or on the trail. 
Each rider ahall wear a hard hat at all times. One experienced 
instructor shall be assigned for every 10 riders for each trail excursion. 
A minimuia of two persons shall accompany any such excursion. 



Michigan 



See Program Safety: Special Program Areas—Hazardous and High Risk 

Activities 
See Sanitation: Animal Regulations 



Mississippi 



See Program Safety: 
Activities 



Special Program Areas — Hazardous and High Risk 
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PROGRAM SAFETY; Sf^cial Prograxa Areas— Horseback Riding (continiied) 



Saw Jcrsejg Tha Advisory Coimcil on feuth Camp Safety haa established "guidelines" 

for horaiAack riding which the field inspectors essploy for the evaluation 
of the associated facilities. At present (1978) these guidelines have 
Mt been incorporated as an official part of the New Jersey Youth Camp 
Safety Standards « 

Sea Sanitation: Animal Regulations 



Hew Vork A coiq>etent riding instrurtor shall detenaine each ca&por's riding 

»parienca and level of skill before assigning torses and deciding 
whether the camper rides in the ring or on the trail. One experienced 
instructor shall be assign^ for every 10 riders for each trail excursion 
and a lainlmum of tm staff persons shall accompany such excusion. 

Ptx>tective head gear shall be worn at all tims« 

Children shall wear 8tx>es with heels or closed stirrups shall be used- 



Tennessee In any organized camp in which a horseback riding program is provided, 

safety assures shall include: 

(1) The careful selection of a competent riding instructor and 
he shall be on duty at all times when riding is being done* 

(2) The stable shall include horses suited to the varying abilities 
of the csaper. 

(3) Procedures for supervision and maintenance of equipment shall 
be outlined and followed. 

Texas See Program Safety: Special Program Areas — Hazardous and High Risk 

Activities 
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PSOCBAM SAFETY { Special Program Areas— -Trat^ line . • . Other 



Colorado 



Halne 

Maasachusetta 

Michig an 
Mlaelaalppl 



Traapollxtea ehall be used only mider close supervision. This equlpoent 
ahall not be used for free tic^ entertalnront. 

Traspollnes shall be closed ^en not In use, and shall not be used 
except ^ere the following regulations are In effect. 

An Instructor experience in the use of traiq>o^ln6s shall be present to 
teach and supervise all activities on the tr^iK>lines. 

Spotters shall be posted on four sides of each traapoline at all timea. 
Spotters shall m>t stands slt» or lie on trasipolines but shall stand 
in a position of readiness watching the jissper at all times. 



See Program Safety: Supervision of Activities 



Scuba diving activities shall be supervised by individuals i^o are 
currently certified by a national or regionally acceptable scuba 
training progrsa. 



See Program Safety: Special Program Areas — Hazardous and High Risk 
Activities 



Scuba diving activities shall be supervised by individuals who are 
currently certified by a national or regional acceptable scuba 
training program. 

See Program Safety: Special Program Areas—HaEardous and High Risk 
Activities 
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XXZ. PSSSOKAL HEALTH, FIRST AID, AND MEDICAL SERVICES 



Health Superviiioa and Qualified Health Supervisor 
Doctor on Call 
Standing Ordert 

Arrang^eni^f for Qoergency Cai^ (Hospitals, Cliaics . . .) 
Physical Exasainati<Ki and Required Inoculations 
Health History 

Screening (On Site and Exclusicm o£ Ct^aimnicable Disease) 

Parental Eaergency Waiver and Religious Waiver 

' In£irMry, &ergency EquifKaent, and Plan £or Isolaticm 

Medical Records - - TreatsMnt Log, Csi^ Register and Reports 
(Including Re|^rting Outbreaks of Coeaninicable Disease) 

Accident and Illness Treatnent and Prevention 

First Aid 

First Aid Training and Certification 
First Aid Supplies 

Mr*'''ation Storage and Disburs^aent 

Baaltti ffi&d Accident Insurance 

Eaorgancy Transportation 



1 01 hlcj^k. 



PCBSOHAL HEALTH, FIRST AXD> AND MEDICAL SERVICES; Hulth Supervision and 

Qualified Haalth Sitpsrvisor 



Callforcia 

Colorado 
Connecticut 



Florida 

IlliMia 

Indiana 

Kantucky 
Maioa 



Thara ahall be a daflnito ayate* of health supervision of the campers 
ineluaive of auch tiae vhen cai^ara aay be avay fron caiip on an 
organised outpost caaplng activity. 



Ideally a nurse or physician should be in residrace but often this is 
not feasible. If ca&pa are remote fros physicians and hospitals the 
ca&p operator should Inform the parents or guardians of this fact 
before they have suide a conaitTCnt to send the child to cai^. 



There ahall be a full-tlM adult at the ca^ charged with health 
aupervision, who la either a lieenaed phyaician and surgeoa* a regis** 
tend nurse, or s person who has been at leaat tralmd in the principles 
of first aid (Red Croaa or equivalent). 



A resident licensed practical nurse, a registered nurse, an Aaerican 
Red Cross Advanced First Aider, or equivalent (holding a currimt card), 
or a lieenaed phyaician shall be st csisp 24 hours a day. 



A pbyaiclen ahall be on call and responsible for all health care 
including first sld. Annually the physician shall sign and date 
standing ordera to be carried out in hie abaence by the caop nurae or 
by a peraon over age 21 certified In Red Croaa Advanced First Aid or 
the equivalent. Fhyslclims and nuraes ei^loyed in casops shall hold 
current Coimecticut licenses and registrations. Additional aides 
under 21 «ay be enployed if they possess Red Cross Advanced First Aid 
certification or Ita equivalent, but shall not bs in charge of health 
care. 

For residential caaps having 250 or nore campers or staff In residence, 
a registered nurae shall be required to be in charge of first aid and 
emergency care activities. 



There shall be adequate Aedical care and nursing care at or available 
to all caa^s. 



Current ABC Standard First Aid, HN, LPK, or physician on preotiaes at 
all tisaes* 



The operator, permittee, or lessee of each organisational or residential 
and day caiap muat have a caa;p nurse or nurse on call and who nust be 
registered to practice in the state* 



See Personsl Heslth, First Aid, and Medical Services: First Aid-- 
First Aid Training and Certification 



The on*-Bite staff should include a physician or registered nurse licensed 
in Maine or a practical nurae licensed to practice in Maine t A nurse 
should work under the direction of the consultant available licensed 
phyaician. 
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PERSONAL HEALTH, 



FIRST AID» AND MBDXCAL SERVICES s Health Supcrvition «nd 
QumXifl^ Rsiath Sup«rvitor (cmtli»i«d) 



Smm Parwmal H««lth, Pint Aid, tad Medical StrvleM: Doctor on Call 



Ka»— chtaatta 



A copy of tha wrlttm doeu&ants raqulrad In Sactlon 430* ISS ahall 
ba avallabla at tha racraatlcmal casq> for tba guldanca of tha paraon 
In charge. 

An adult praaant at tha caapalta at all tlsaa who la chargad with haalth 
auparvialon. Said adult aqr ba a cart If lad phyalclal aaalatant, a 
raglatarad nuraa, er other paraon Mpaelully tralni^ In flrat aid 
••mca* Flrat aid training ahall ba conplatlon of and currant 
authorisation for Advanced Flrat Aid rad Paraonal Safety Couraa and 
CPR aa prMantad by the AMrican Katlonal Red Croea or ite aquivalant. 

In all caapa operated for children who are phyaically and/or mmtally 
handicapped, all raaidant cas^a and at any odier cas9 when so adviaad by 
tha physician; 

(1) A nurse registered to practice in the C<»son»eAlth ; or 

(2) A physician licensed to practice in tha Coxaaonvealth. 



Michigan 



Tha haalth ataff of a resident cassp shall have on duty in rasldance a 
llcenaed physician or a registared nuraa or llcansed practical nurse 
complying vlth the rulaa of the state board of nuraing; or a caiap 
health director certified by tha American Cas&ping Association, 

Tha haalth sUff of a day, troop, or travel casp ahall have on duty a 
llcenaed physician; or a registered nuraa or licensed practical nurse 
complying vlth the rulaa of tha state board of nursing; or a csatp 
health director currently certified by the Asaerican Gasping Aaaociation; 
or a first alder currently certified by the Aaerican Red Cross. 



See Personal Health, First Aid, and Medical Servicea: 
First Aid Training and Certification 



First Aid~ 



Mimtaaota 



tines. 



a paraon qualified in first aid care ahall be in charge at all 



Miaalasippi 



There shall be an adult with the youth caop at all tioea is charged 
with health supervision. Said adult may ba a licensed physician, a 
licensed physician* a assistant, a registered nurse, licensed practical 
nurss, a caiap health director who has been certified by a national 
profeaslonal caaping association, national agency, or an individual 
who has cotapleted at least the Standard First Aid and Personal Safety 
Course as presented by the Aacrican National Red Croea or its equivalent. 



Hsw Haiysbire 



At all camps at which the total nus&ar of parsons, including casqsars, 
administrators f and eaq^loyaaa, is never at any time greater than 75, 
there ahall be definite arrangements to provide for tba employment of 
a reglatered nurse, or a graduate nurse, or a llcenaed practical nuraa 
in a cas^ whenever auch employaMnt shall be edviaed by tha physician, 
and when he so edviaed, a registered nurse, or a graduate nurse, or 
a licensed prectieal nurse shall be employed* 

(Aa amended March 19, 1941,) At camps where there may ba in regular 
residence a physician licensed to practice in this Stete, requirements 

(continued) 
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mSOm HEALTH^ FIRST AID, AMD MEDICAL SERVICES: HeAlth Supervision and 
Qualified Health Suparvisor (continued) 



Say topahira l{a), 1(b), and 1(c) foregoing need not be obeerved, but requirement 

(Matlnuad) 3* ahall apply to all camps rtiere there is a resident physician so 

lie«aed. 

*It ia urged that where the total nu^er of peraons ordinarily approxl- 
oataa 75, or may even be sosewhat less than this, camp msnagements 
ndaavor to meat this standard wherever doing so eiay be feasible. 
Particularly la this desirable, and regardless of uas^ size, ^ere the 
caapers are si»ll children. 

(As uendad March 18, 1941.) In all c«aps operated for children ^o are 
not physically normal, or at which the total nunOier of persona, including 
crapera, aaaployees, and other administrators, is at any time greater 
than 75, there ^11 be caplcsyed at least one of the following: (1) a 
ragiatared nu»a; (2) a graduate nurse; (3) a licensed practical nurse 
with one year or more resident training in an approved school of nursing; 
(4) a medical student who has satisfactorily completed two years in a 
sedlcal achool approved by the State Board of Registration in Medicine, 
or (5) a physician in residence. 

Practice. Any person shall be regarded as practicing oadiclne under 
the m eani ng of this chapter who shall operate on, preacrlbe for, or 
otberviae treat any aisaan ailment, physical or mental. 

Persons Excepted. This chapter shall not apply to anyone while actually 
serving on the resident medical staff of any l^ally incorporated 
toapital; nor to any legally qualified physicians in other statea or 
eountrlaa aeeting regularly register^ physicians in thia state in 
conaultation, nor to any phyaician residing on the border of a 
neighboring atate and duly authorized under the laws therMf to practice 
Mdicine therein, whose practice esrtei^s into this state and who does 
not open as office or ap{K>int a place to Met patients or to receive 
calls within this state, nor to regular or family physicians of 
persons not residents of this state, %^en called to attend them during 
a t&aporary stay In thia state, provided such family physicians are 
legally registered in some state, nor to chiropody, siiaple treatments 
juch as massage or baths, nurses in their legitimate occupations, cases 
of ^Mirgency, the administration of ordinary housel^ld rem<uilea, the 
advertiaing or sale of patient medicines or those who endeavor to 
prevent or cure disease or suffering by spiritual i^ne or prayer. 

Similar Rights. Nothing in thi* chapter shall abridge the righta of 
any claaa of persons to whom authority is given by any other atatute to 
perform ai^r acts which might be de&^&d the practice of o^lcine. 

Unlawful Practice: Penalty. Whoever, not being registered and licensed 
according to the law of this state, shall advertise himself as practicing 
aediclne, or shall practice medicine, according to the meaning of this 
chapter, or in any way hold himself out as qualified so to do, or 
whoever does any of said acts after receiving notice that his license 
has been revoked, shall be fined not more than one hundred dollars, 
or imprisoned not more than three months, for the first offense; and 
for any sid^saquant offense he shall be fined not more than two hundred 
and fifty dollars, or imprisoned not more than six months, or both. 



SSSL ^^^^fSf Th« health staff of a youth c^ shall have on duty in residence a 

licensed physician; or a registered nurse or licensed practical nurse 
coiq>lying with the rules of the State Board of Nursing; or a casap 

(continued) 
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PERStWAL HEALTH. FKIST AID, AND MEDICAL SERVICES: Health Supervision and 
Qualified Health Supervisor (continued) 



h««lth director certified by the ACA or certified by the ARC in Advanced 
Flrat Aid and Stsergency are. 

See Periotial Health, Firbt Aid, and Medical Services: Doctor on Call 



Kev YoYfc 



The caiBp operator shall submit and is^les^t a written cai^ oedical 
prograa acceptable to the permit issuing official which shall be kept 
on file in the caa^ and updated annually. Such progras shall Include, 
but not be limited to: daily health surveillance, hmdling of health 
eaergencies and accidents; available balance services; provisions 
fot Mdicali nursing, and first aid services; and the naae of the 
designate on-site caosp health director to supervise health and sanita- 
tion. Such director may be a physician, physicim*s assistant, nurse, 
emergency nedical technician, or other person acceptable to the pennit 
issuing official. 



Horth Carolina 



The aaaagexaent shall provide first aid services and shall arrange and 
provide inedical and nursing supervision of the cashing prograsi. 



IBhode Island 



Whenever so advised by the physician, the operator shall provide for 
the ei^loy^nt of a professional nurse or a is^ical student who has 
satisfactorily completed two years in a nodical school approved by the 
Rhode Island Division of Professional Regulations at all caiaps at 
which the total nuaber of persons, including campers, administrators, 
and employees does not exceed seventy-five, (See Regulation 15.1(a)). 

In all castas operated for children who are physically or mentally 
handicapped, or at resident camps at which the total number of persons, 
including campers, en^loyees, or other administrators, is at any time 
greater than seventy-five, the operator shall employ full time at least 
one of the following: a professional nurse; a medical student who has 
satisfactorily coiapleted two years in a medical school approved by the 
Rhode Island Division of Professif lal Regulations; or a physician* 



See Personal Health, First Aid, and Medical Services: 
See Personal Health, First Aid, and >tedical Services: 
First Aid Training and Certification 



Doctor on Call 
First Aid— 



South Carolina 



A professional nurse licensed to practice in South Carolina, or a 
person especially trained in first aid and designated as being responsible 
for camp first aid shall be in the camp at all tii^s. First aid training 
shall be that given by the American Red Cross in the advanced course in 
first aid or ''.ts equivalent. 



T«meas»a 



There shall be a definite system of health supervision of the caa^jers 
inclusive of such time when campers may be away from camp on an organized 
outpost casing activity. 

See Personal Health, First Aid, and Medical Services: Doctor on Call 



Taxas 



A physician, registered nurse, UPN, or a person with an American Red 
Cross Advanced First Aid Certificate or its equivalent shall be in the 
camp at all times. 
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Pl&SOKAL HEALTH, FIRST AID, ASO) HEDICAL SE&VICESs Health Supdrvleion and 
Qualified Health Supervisor (continued) 



Wtat Virginia A pbyeidan or reglutered nurse license to practice in thla state shall 

cm the caap staff, or the organised canp operetor shall have ouide 
arrangeawsts prior to the opening of the organised cai^ to have the 
aervicea of said {Aysieian or nurse readily available. 

All organised casp staff s^ers shall have fundaamtal knowledge of 
procedures to follow in the event of health esiergencies. 



Wiseimsia Hote: W^ccmein liceneed phyeicianSp regietered nurses, or Red Cross 

or ^uivalent advanced first aid certificate boldere are censldered as 
being suitably trains to be a canp health supervisor. 

The on-*slte staff shall include a physician or registered nurse licensed 
to practice in Vlsconsto or a person holding a current Red Cross or 
«iuivalsnt advanced first aid certificate. A nurse or first aid 
certificate bolder shall work under the direction of e consultant 
physician. 
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FnSOHAL HEALTBt FIBST AID. AND MEDICAL SStVICBSs Doetor oa Call 



AlabaM 



A phyalelaa with an unlialtcd lic«iise to pr«eticc asdiclne io the State 
of AlabaM shall ha cm tha at«if£ of any maldnt camp, or tha resident 
eaap operator shall have nada asraQgaarata prior to the opening of the 
cap to have the aarvicea of aaid j^yaiciaa readily available. 



Arkassaa 



Bach caap shall sake arrangtf^ts necessary to insure that laedicsl aid 
la readily available. 



California 



If a phyeiciaa ia not on the grout^s* arrangesmits shall be made for 
a phyeielan to be available on an on-eall basis. 



Colorado 



There shall be on fUe at the caapsite a Written Agr^iaent or exchange 
of letters stating that a pfayaician vill fnmish the necessary medical 
aarvicea. 



Cwmecticut 



A phyeician ahall be on call and responsible for all health care 
including firat aid. 



Indiana 



The operatort permittee, or leasee of each organisational or residential 
mod day caap vust have a caap phyeician or phyeician on call. The 
pfayaician oust be legally eligible to practice nedicine in the State, 



lantwky 
Maina 



A nearby physician shall be available or on call for sedical emergencies. 

There ehall be a plan for medical care by a consultant, available 
licimaed phyeician, or licensed etaff phyeician for emrgency admission 
to a deaignated hoapital. 



Marylmd 



A peraon qualified to render emergency aid shall be available at all 
times. A regiatered nurse or physician license to practice in the 
State of Maryland should be on the cai^ staff and available for emergency 
treatment of illneaa and accidmt. Tha nurse or physician need not be a 
resident, but ehould be on cell and able to reach the camp within a 
abort period of time. Tranaportation shall be available at all tlMS 
for use in caae of emergency. 



Msaaachuaatta 



A definite arrangement viUi a phyeician licensed to practice m^icine 
in the Commsmrealth to be on call at all timea for m^ical service. 
Said arrangemnt ahall be in writing and in detail and shall incline 
the authority ud responsibility of both the operator and the physician. 
Tha ^ysieiao shsll be reaponalble for the development of the health 
aarvicea program and shall provide vritten and signed standing orders 
to be followed by the health aerviees personnel for general f iret aid 
proc^urea. The physician ahall advlae on the camp safety program. 



ConsulUtion for medical treatment readily available. 



no 



PEB&ONAL HEALTH, FIBST AID, AND MEDICAL SERVICES: Doctor on Call 

(contlnuad) 



Eaeh caap«r aad staff mssbmr shall file with the easq> operator the tiem6» 
addrMSt aad telephone ntsaber of one or more duly licensed practitioners 
of ^e heaUng arte or other responsible persons %Aio are to be notified 
1& case of illness or injury. 

The cmaf operetor ehall deaignate one or laore duly licensed practi«- 
ttoners of the healing arts to be called in an eaergency. 



IW>gaaka 



The ca9q» operator shall designate and place on record the naae or oamee of 
one or aore duly Xiceneed practitlonere of the healing arts to be called 
In caae of nergency. 



Sey Haayehlga 



At elX regulerly established craps there shall be$ a definite 
arrangfisent* by the cas^ managtfwit with a physician licensed to 
practice In this State to be on call at all tises for apical service 
and to ei^rvlse all first eld and nursing service In the eas3p« 
'*I>eflnlte arraagiomt" ehall be constru«i to Include a detailed statement 
in vritlng by the eaop aanager and laade available for the guidance of 
the perMu to charge In the absence of the manager « 

^"Definite arrangements" for such servlca should preferably be written 
contracts and in detail as to authority and responsibility of both 
parties* 



SSBLiSSMSSL 
Shode la land 



A camp swdlcal program shall be imder the direction of a physician and 
consultation for medical treetment shall be readily available. 



Uh« other medical ssrvlce Is not im^letely available, the operator 
or a recreational easy) shall provides a definite arrangement with a 
physician licensed to practice in Hhode Island to be on call at all times 
for medicel service and to advise on all first aid and nursing service 
In the eamp« A physician shall advise on the csssp health and safety 
program. The definite arrangraent shall be in writing and In detail 
as to auttority and responsibility of both the operator and the physician. 
A copy shall be available at the recreational camp for the guidance of 
the person in charge. 



Teonesi 



A i^slclan with an millmlted license to practlcs medicine In this 
State shall be on the staff of any organlzsd residmt camp, or the 
organised camp operator shall have made arrangements prior to the 
opening of the organized camp to have the services of said physician 
readily available. 



Teisaa 



A phyelclan licensed to practice in Texas shall be on call at all times 
for medical service and to advise health service personnel on all first 
eld and nursing services provided by the camp. 



See Personal Health, First Aid» and Medical Services: 
«id Qualified Health Supervisor 



Health Supervision 



Wisconsin 



Prior to the opening of camp, written arrangements for medical care by a 
staff or conaultant physician and for emergency admission to a designated 

(continued) 
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PERSOKAL HEALTH. FIRST AID, AND MEDICAL SERVICES: Doctor on Call 

(continued) 



Viaeonsin hcMpieal shall be stade. Note: It is recooBeaded that parent's or 

(continued) guardian's written consent for oaergency care be secured by the casp 

director prior to or upon the caoper's arrival at caisp. 
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PERSONAt HEALTH, FIRST AID, AMD MEDICAL SERVICES: Standing Orders 



CiHmeeticttt 



Annually the physiciim shall sign and date standing orders to be 
carried out in his absence by the cai^ nurse or by a person over age 
21 certified in Red Cross Advanced Firet Aid or the equivalent. 

There shall be on file a oemorandusi of tmderstanding vlth the on-call 
or resident physician concerning the provleion of taedical care for 
cMrgracies and of routine care to be carried out at casipt including 
standing orders for the nurse, if there is one, and instructions for 
the director of first aid in lieu of a resident physician or nurse, 
for both day and residential casps. 



Hassachusetts 



Written standing orders issued by the physiciu to the person or persons 
responsible for first aid service to be folloifed in the absence of the 
physician. 

See Personal Health, First Aid, and Medical Services: Doctor on Call 



Michigan 
New Ha><pshire 



Written outline of daily procedures for health surveillance. 



At all regularly established cassps there shall be: Standing orders 
issued by the i^ysician to the person responsible for first aid service 
to be followed in the absence of the physician. 



Hew Jersey 



A cmp shall have a written outline of daily procedures for casters 
and staff health surveillance. 



New York 



The caap shall have a written outline of daily aeasures for health 
surveillance, health oaergencies, accidents, disasters, and lost, 
missing, or runaway person search and rescue. 

A caap sedical program, including adequate record keeping, incoming and 
departing screening, diapensing of daily aedication, daily sick call, 
infirmary managsairat, oanages^mt and operation of dispetmry, daily 
check of sanitary and food service facilities » standing orders for a 
nurse if a physician is not in rc^iidence, readily available medical 
consultation, camper and handling specific camper and/or staff 
disabilities, shall be under the direction of a physician; provided, 
however, that incomit^ and departing screening and daily sick calls 
shall not be required at summer day camps. 



Rhode Islsnd 



Written standing orders issued by the physician to the person or 
persons responsible for first aid service to be followed in the absence 
of the physician. 



Texas 



The physician that is on call shall issue written standing orders to 
the person or persons that are responsible for health service care 
concerning first aid service to be followed in the absence of the 
physician. 



PnSOHAL HEALTH, FIRST AXO, AND HEDICAL SESnCESt Arr«agtBCQts for Burgracy Cm« 

(BotpitAls, Clialcfl • . O 



^aagMwatfl shall bo Md« with a naarby hoapltal by tha o^ratQr of 
aach raaldant cas^ prior to tha op«iiag of aaid casop for mmvtmxcy 
traatrsant . 



jtokaaaaa 



Each casp ahall maka arrangamanta nacaaaary to inaura that oadieal aid 
ia readily avallabla. 



Callfomia 



Advanea arrangaauita ahall ba Mda for tha ismdiata rawval of 
aarioualy aiek or lojurid easpara or auff m»bara to a point of 
adaquata ii^ical eara, on racosxsandation of a phyaician. 



Connactictft 



For raaldant caopa thara ahall ba on f ila a mawrandim of uodaratasidiiig 
batvami tha eaap diraetor asul tha naaraat hoapital vith ragard to 
arraagwanta for «3»rganey radical cara. 



Kaina 

Michtwn 



Saa Paraonal Health, Firat Aid, and Madical SarviCMs Doctor on Call 

A writtra arraagamant for OMrgaacy oadical traatimt ahall ba oada 
with a hoapital, clinic, or doctor *a offica aa cloaa aa poaaibla to 
tha caap whara childran can ba takan in caaa of aarioxia injury or 
illnaaa* 



Hiaaiaaigpi 



Thara ahall ba a currant writtan agraaMnt or axchanga of lattara with 
a naarby hoapital regarding procedure for admitting casapara and pro-* 
viding for financial arrangemanta. 



Saw Jaraay 



A written arrangmant for asargency madical treatment ahall ba made 
with a hoapital, clinic, or doctor*a office aa cloaa aa poaaibla to 
tha eaa^ lAare childrm can ba taken in caae of aarioua injury or 
illnaaa • 



New York 



An arrangamtnt for imrgency medical aarvicea ahall ba made with an 
ambulance organization and with a hoapital, clinic, or doctor* a office 
mm cloaa aa poaaible to the cas^ ff 



Tenneaaaa 



Arrangamenta ahall be made with a naarby hoapital by tha operator of 
aach oi^aaii^ed ca^> prior to tha opening of aaid cas? for asargancy 
treatment, Writtan permiaaion for hoapitali cation and Mergas^y 
treatment of children ahould be obtained from parenta or guardian 
prior to entering campt Provided , that primitive ca^a may ba 
exempted frra thia requirement. 



A written arrang»ant ahall ba made with a hoapital, clinict or 
doctor*a office, aa cloaa aa poaaible to the camp, for emergency medical 
traatant in caaa of aerio\» illnaaa or injury to a child* Alao, 
a»erg«icy tranaportation muat be available at all timea to tranaport 
any aick or injured caster . 
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PERSOHAL HEALTHt FIRST AID, AHD MEDICAL SERVICES; Arr«ngaa«siti for ^rgtncy Care 

(Bospltals, Clinics . . .) (continusd) 



V mmt Vir^ioia Sm Parsonal Bulth, First Aid, and Medical Sarvicaa: Infln&ary^ 

Eaargcaicy Equifnaaat^ and Plan for laolatioa 

Wiaconain Saa Peraonal Baalth* First Aid, and Medical Services: Doctor on Call 



lis 



PBEtSONAL tmra, FIRST AID» AND KEDICAL SERVICES: Physical Exaaiaatioa 

and R«quir«d Ifioculationa 



Arbsnama 



Staff MBi>«ra of all cssspB shall show evidence of freedoa from tuber- 
culoaia in an active stage aa required bf regulations govemiog 
co»uaicable diseases in Alabam. 

All individuals under tventy^ne (21) years of age being in residence 
of either reaident casps or day caopa for a pericrd of tise exceeding 
three (3) daya, ehall be required to have current inoculations against 
polio, diphtheria, and tetanus prior to eateriog csap. 

Every year before caap opens all staff personnel should present evidence 
of a current negative tuberculosis skin test or a cheat X-ray negative 
for active tuberculosis. Staff smbers with crasBmicable diseasea 
should not have direct contact vith othera and shall not prepare and 
serve food to others. 

See Personal Healtii, First Aid, and Medical Services s Health History 

Within a week before adsiasion. every child should be given a coaplete 
physif^l examination by a physician legally licensed to practice 
isedicine* Wh«i neceasary^ a child shall be given special examination 
to determine his fitness for the ca^« 

See Personal Health, First Aid, and Medical S'srvicess Health History 



California 
Colorado 



See Personal Health, Firat Aid, and Medical Services s Health History 

At the time of admission, the parent ahall present a medical statement 
by a doctor certifying that the child haa no illness that would make 
his a<taission undesirable and that the child has a successful up-to-date 
vaccination for smslljKJx and up-to-date iBmunisatioa for tetanus, 
diptherla and ^^opiog coughs polio and measles unless such lomuniaa- 
tiona are contraii^icated because of religloua objection or medical 
explanation for iKjncompliance* 

Admission of children on a drop-in basis shall not be practice. The 
occaalonal acceptance of a child for a day or part of the day in 
exceptional instances shall only be done if a statement signed by a 
doctor certifying the child Is free frmi illness is present When the 
child is entered* 



Connecticut 



Both staff and campers. 

Physical exam or health statue certification by doctor within 36 months. 



Delaware 



tfi^in two months prior to arrival In camp, all patrons ami staff meobera 
shall have had a phyalcal eMmlnatlon by a licensed physician and a 
copy of the report ahall be on file In the camp records. Immediately 
bafore departure from hmtm or upon errl\^l at the CMp, all patrana and 
ataff peraonnel shsll be cheeked by a phyalclan or registered nurse 
for the prttence of communicable disease. No person found to be 
Infected with ai^ cosmnlcable dieeaae ahall be acbiitted to the camp. 



The requirements of Section 10 shall not apply to coamercial tent 
cmapa or travel trailer camps. 
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PERSONAI' HEALTH^ FIRST AID, AND MEDICAL SERVICES: Physical Exaialnation 
mni Required Inoculations (continued) 



IllinoiB Ismmized against polio If work Involves exposure to semge or huaan 

excreta. 



Kaseachiuietts Physical Examinations by Physician Required 

Every caoper and staff menber prior to entering a catsp other than a 
short^'terB group camp shall furnish a health history and a report of a 
physical examination which has been performed by a qualified physician 
within the preceding 12 saonths. The health history and physical 
axamination shall emphasize those potential conditions for which camp 
{^rsonnel should be prepared. Each staff mcsaber and caaper shall provide 
evidence of current imsmnizations against diphtheria, tetanus, measles, 
and polic^elitls. Staff menders shall also show evidence of a negative 
intradena tuberculin test within the past three years. Said information 
shall be sulmitted ou a form as prescribed by the Depart^nt of Public 
Health. 

Physical Examinations accepted 

Short-term group campers shall not be required to furnish a report of 
physical examinations, however, a medical history including allergies, 
other health conditions, medications, impairmnts and current immunisa- 
tions shall be required. 



Michigan Caaper— Within 12 months » Current protection against diptheria, 

tetanus, polio, measles, rubella, or a statement saying immunization 
in process OR religious objection waiver and written statemmt from 
parents. 

Staff — Paid employees in contact with children, exam, and TB test. 

Volunteers — TB test. 

Physical exam records on file. 



Minnesota A certificate of health shall be presented to the camp operator by each 

staff mesober and by each camper at the time of admission to the camp* 
The certificate shall be based on a physical examination performed 
m>t ii»>re than 90 days prior to admission to the camp by a duly licensed 
practitioner of the healing arts and shall be signed by such practi-* 
tioner. It shall include a health history, an immunization record, a 
statement as to the existence of or freedom from commimicable diseases, 
and instructions relative to the limitation of the camper's participation 
in camp activities necessitated by physical disability or impairment. 



Mississippi If there are religious objections to physical examinations or immuniza- 

tions, the camper or staff somber shall submit a written statement, 
signed by parents or legal guardian for capers, to the effect that 
the individual is in good health. 



Sew Hampshire Every camper and staff member entering camp (except those entering day 

camps) shall furnish a health history and a report of a physical 
examination which has been performed within the preceding 12 months. 
Within the period of three weeks preceding camp opening, each of the 
above persons shall furnish a brief physieian^s statentent of his 

(continued) 
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PERSONAL HEALTH. FIBST AID, MEDICAL SERVICES: Physical EKitalMtloa 
^ R«qulr«Kl InoculatloM (continued) 



(eoatinwd) 



hMlth status. Within 24 hours of mtsring csb^*, each of the above 
persons shall be screened by the crap nurse. No person found to be 
harboring any coaaunicable disease shall be admitted. 

Pre -Camp Health Exaaination 

In connKtion with the required pre-^caop exaainatlon (Regulation 17) 
the following recomended as etabodying Infonaation to be recorded; 
exaainatloa to be made within cvo weeks before c^ entrance; 

(1) Health Rlstotj—to be secured by eiEamlnlng physician from parent: 



Previous illnesses — dates 



>feaales 

Diptheria 
Scarlet fever 
Whooping cough 
Chicken^x 
MiBsps 



Last illness, past four mnths 
Is child subject to*-**check 



Ear trouble 
Rheuaatic fever 

Typhoid fever 
Undulant fever 
Other Illnesses 
Operations and injuries 



FrequKit colds 
Sore throats 
Tonsillitis 
Sinus infection 
Fainting spells 
Bad^etting 

Iranmisation and tests 

Whooping cou^ 
Saallpox 
Ty^oid 
Diptheria 
Tetanus 

Is child a—check 

Epileptic 
TBC contact 
Asthsatic 



Sleep-walking 
Headaches 

Attacks of visiting 

Constipation 

Teiaper tantrusui 

Any allergic tendencies 



--data 



Schick test 
Wassersan or Hinton 
Nose culture 
Throat culture 



(2) Health Sxaaination— bv the physician 

Height Weight 
Uiulerline condition found 

Skin: clean sears rash 

Scalp : clean nits ^diculi 

^es: tfflnaaX ayoplc hyperopic conjunctivitis 

Glasses worn: yes not needed 

Ears: t»rmal deafness 

Kose: normal discharge 
Phamjne: clear congested infected 
Tonsils: nonaal rmov^ enlarged infected 

Taeth; clean tartar carious 

Lungs : normal rales 

Heart: normal abnormal (classify) 
^Abdmsen 

(continued) 
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PERSONiU. HEALTH, FIRST AID» AND MEDICAL SERVICES: Physical Eicamlnation 
AOd tequlr«d Imculations (continued) 



H«v Haapihlra 
(MQtinMd) 



F««t: normal flat dafonsed 
Nutritions nor&al undanouriahed 
daturas good fair poor 
Barala; 

Boya: ganitalia 
Girlas aaaatruation 

data of onaat 

dyamanorrhoaa 
Urina amsination 



regular 
vaginal smear 



If 12 yaara old and not yet laaturad, ia child prepared mentally for 
eaisp life I 

Doetor^a recom«idationa, before camp season 
Doctor *a racotsMndationa, to be carried out at catsp. 

Data of axaaloation 

Signature M.D. 

See Paraonal Healthy First Aid, and Medical Services: Accident and 

IXlnaaa Treatment and Prevention 
See Food Service: Food Service Peraonnel 



Hay Jersey 



Urn York 



Caapara and ataff at the time of adaiasion to a resident casp ahall 
au^d.t a written report of a phyaieal examination i^rfotmad by a 
qualified phyaician within Uia preceding 12 months and written health 
hiatory recorda which apecif iea all ktuiwn physical and mental condltiona. 
All campers shall alao have protection againat diphtheria, tetanus • 
poliomyelitia, meaalaa and rubella, or a atatement from a physician 
that iamuniaation la in progreas* If there is a religious objection 
to ^yaical escamlnationa or imsnmisationa a child ahall submit s written 
atatessant signed by the pareata or legal guardians to the effect that 
the child ia in good hMlth and they aasuse the health reeponsibility 
for the child while in camp with the understanding they will be 
notifiml iomdlately if anything unforeseen occure. 

Required physical examination records shall be on file in the camp for 
review by tha at«ff of the INipartmtnt, 

A record of a phyaieal examination within 12 months by a phyaician 
ahall be kept on file for every person in camp* In addition to the 
recent medical hiatory report, information enabling imBadiate notifica^ 
tion of a cas^r or ataff maolber'e family in case of emergency shall 
be kept on file and ehall include the full naiM, age, home and work 
addrMsea and phone numbera, and names of parents or guardians, or 
other family menbera. Medical hiatory reports shall be available for 
review by the permit iaauing official* 

In the event of a religioua objection to the phyeical examination or 
immmlMtion of a child there ahall be submitted a written atat«nent 
algned by the parent or legal guardiana of the child to the effect that 
the child ia in good health and health rasponaibility for the child 
i^ile in cassp ia aaausad by the paranta or legal gMtdiana provided 
that they are notified immediately of any emergency situation. 



North Carolina 



Each applicaot for participation in the c^ing program ahall submit 
evidence of c«»spliance with the following, and such evidence ehall be 

(continued) 
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HEALTH, FIRST AID, AND MEDICAL SERVICES; Physical ExaaiMtloi 
ud B«quir«d looculAtions (raotlnuttd) ^ 



Iterth Carolina 
((mitiau^) 



kept on fila by the aaoagaaant: (I) Within six oonths befora amission, 
©vary child ahall be givn a physical axuination by a licensed physician. 
In addition, there shall be a cheek of the csoper^s physical condition 
vithin tro weeks before departure to camp or upon arrival in ca«p by 
a liemsed physician or a reaiatered nurse* (2) All eaployees and 
CMi^ra should give evidence of a basic series of three iw^izations 
of DPT or DT vaccine vlth a booster dose adninlatered within the past 
ten years. All eaaipers less than 18 years of age ahould give evidence 
of a basic series of three doses or oral polio vaccine with at least 
one subsequent booster dose. 



Ohio 



C«Bp operators and all caap personnel should receive periodic health 
exaalnations. Personnel with susp^ted and/or conflraed cases of 
comamlcable disease shall not be permitted to operate or mrk In a 
caap, until medical clearance is given by the health eomissioner. 

When demed necessary, the health coamlssionsr may require laboratory 
teats or physical eicamlnatlons of camp operators, staff m^ers, and 
guests. 



Rhode Island 



See Personal Health, First Aid, and Medical Services: Health History 



South Carolina 



Requirements for medical examinations and/or medical hlatories may be 
set by the casq) ma n a g st ae nt. Immunization requlri^mts ahould be in 
accordance with curr«it State Board of Health recra^idations. It Is 
suggested that a certificate from the parent giving a gmeral statement 
of the child^s health, i.e., known physical ImpairMnts* camp particlpa' 
tlon limitations due to health, etc., be utilized in lieu of a formal 
medical examination by a physician. 



West Virginia 



When deosed necessary by the Health Officer or the camp managsment, a 
medical exaAlnatlon by a licensed physician and a medical history shall 
be required for all staff s^a^ers and campera prior to going to camp. 

Preventative inoculations as recommended by the West Virginia State 
Department of Health shall be required of all staff mmsbers and casq^ers 
before going to camp. 



Wjs^nsln 



All campers under 18 years of age and all staff msoibers including the 
operating and kitchen staff shall present a writtM report of a 
physicml examination performed by a qualified physician conducted 
within the preceding 12 months. 
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PERSONAL HEALTH, FIRST AID, AND MEDICAL SERVICES: Health History 



Arlrooa 



Oiildrca should brisig to caa^ with them a state&ent from their physician 
givisig tha ntasber aad dates of iia&unizations with tetanus toxoids and 
statisig for what other diseases the child has been imunised* The 
history of inunisation against tetanus is especially iaportMt; in 
the absrace of such information tetanus antitosdLn might be administered 
to a child for an injury and antitoxin from horse servoa can cause 
se^re reactions. 



Arkansas 



All ssployees and campers should give evidence of a recent successful 
vaccination against smallpox, or be vaccinated before going to camp, 
unless there is a recorded history of smallpox. All ^^loyees and 
caa^rs should give evidence of a typhoid im^nisation or be Imsumised 
prior to attending camp. It shall be the duty of the cas^ manageaent 
to advise parents of the ii^rtance of having children ioDHinised prior 
to admission. 



Ca^fo , mia 



Every camper and staff member entering camp shall furnish a health 
history and a statcm«3it of immunisation and overall health status. The 
local enforcing agency, when necessary for the protection of the health 
of campers and staff m^ers, may require special inoculations for each 
camper and staff m^Aer entering camp (tetanus, polio, etc.). This 
provision shall not apply to adult campers or those coming as family 
grotips. 



Kentucky 



Re«>rds of personal data, including a medical history, shall be kept 
on each person attending a cat^. Minimum records shall include the 
nams, date of birth, and address and telephone number of parents or 
guar;Iiana; and the medical history, and dates of admission and discharge 
of each camper. 



Maine 



The camp director shall keep available the health certificates and 
health histories of each camper and staff mender i together with a 
health log listing nai^ of person, ailment, anc^ treatment administeved. 



Massachusetts 



See Personal Health, First Aid, and Medical Services: Physical 
Examination and Required Inoculations 



Minnesota 



See Personal Health, First Aid, and Medical Services: Physical 
Examination and Required Inoculations 

See Personal Health, First Aid, and Medical Services: Medical Records- 
Treatment Log, Camp Register, and Reports (Including Reporting 
Outbreaks of Communicable Disease) 



Mississippi 



Every camper and staff maaber entering camp shall furnish a health 
history which should esaphasize those potential conditions for which 
camp personnel should be prepared. 



Sew Jersey 



See Personal Health, First Aid, and Medical Services: Physical 
E^rsmination and Required Inoculations 



Kev York 



A current confidential medical history, including the child's immunization 
record which shall incli.^e immunization dates against diptheria, measles, 

(continued) 
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mSOKMt HEALTBi FIRST AID, AND KEDICAL SERVICESj HMlth Hiitory (coatinusd) 



Hmy York 
(coatinucd) 



. — - pollMV«lltl«. rid>ftlUt ttttanuat shall be kept on file for 

•very em^r end ufHiated enntuilly. The ces^r^e end eteff*a fesaily or 
other ^MponeUle pweon*e n«&e, eddreee, end telephone to contact during 
an raergency ehell be kept on file. 



Horth Caroline 



See Pereonal Health » Firet Aid, and Medical Services s Phyeical 
R<OTl n ation and Required Inoculetiona 



Oregon 



Bech organiaational eeop ehell require e health history for each non- 
adult ca^er. Such health hietory ehall be prepared end eigned by e 
parent > guardian, or other adtU.t resi^nsible for the Individual non^ 
adult eaaiper. Sudi health hietories ehell include: 

CD A reeord of aedieal treat&ent, IsBmunization, and allergiae. 

(2) A description of eny phyeical condition requiring epecial 
consideration. 

Individuals whose sincerely held religious beliefe preclude physical 
e»mination, iffisunisation, or oedical ;:reatsent ere ex«^t from eaction 
(2) above. 



Rhode lelend 



The operator riiall require that all casspere and etaf f tseobere eubmit 
a medical hietory, record of isauinisation, and report of e phyeical 
ezmination to dieclose the presence of defecte which ndght interfere 
with participation in the casp program. Theae reports are to be soede 
by the licensed idiyeician within three ia9***'Hs before caspers and steff 
Ms^ers go to caap. The record of loaun .ion shall include loouniwi- 
tiona against diptheria, tetanua, amallpox, and polioiayelltis. 

Steff iii0sd>ers ehall also ehow evidence of e negative ekln test or X<-ray 
for tuberculoeis within one year. The recorde of euch exaalnatione 
ehall be kept <^nfidential 4nd accessible to inspection only by camp 
physician, camp nurse, or the director. 



^outb Carolina 



See Personal Health, Firet Aid, and Medlcei Services; Phyeical 
Exanination and Required Innoculations 



Wisconsin 



Each cimpor under 18 years of age and all steff EB^abere ehall, upon 
arrival at the casp, present e current health history. 
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PERSONAL HEALTH, FIRST AID, AND MEDICAL SERVICES: Screoiiiig 
(On Site and Excliision of Coiamuxilcable Disease) 



Alabaga 



Ko peraon known to be infected with a notifiable disuse or to be a 
carrier of such disease shall be oaployed in the operation or t&ain*- 
tananca of any camp. 



Saa Personal Health, First Afd, and Medical Services: 
Examination and Required Inoculations 



Physical 



Alaska 



See Personal Health, First Aid, and Medical Services: Medical Records- 
Traatsant Log, Camp Register, and Reports (Indudii^ Reporting 
Outbraaks of Conaunicable Disesse) 

Saa food Services Food Service Personnel 



Arlsona 



See Peraonal Health, First Aid, and Medical Servicea: Infirmary, 
Urgency Equipi^nt, and Plan for Isolation 



Arkansaa 



No parson affected with any disuse in a cosmmicsble stage shall be 
ffisployed in any casp. 



California 



No person shall work in the food service operation, who In the opinion 
of the local health officer, is affected with, or a carrier of, any 
diBmtiMm in a stage which is likely to be comunicable to persona 
exposed ss a reault of the affected peraon's duties as a food handler* 



Colorado 



Sea Personal Health, First Aid, and Medical Servicea: Infirmary, 
Esergracy Equipment, and Plan for Isolation 



Palawara 



lomediately before departure from home or upon arrival at the camp, 
all patrons and staff personnel ahall be checked by a phyaician or 
ragistared nuraa for the presence of conmimicable disease* No parson 
found to be infected with any communicable diseaae shall be admitted 
to the cmap. 

The raquiro&anta of Section 10 shall not apply to conaercial tent camps 
or travel trailer camps. 



Florida 



No parson Imown to be infected with any disease in a coamunicabla form 
or to be a carrier of such disease shall ba employed In tha operation 
or maintenance of a camp. 



Maaaachusatts 



Evary casq^er In each reaidMtial camp shall recaive a health screening 
for the presanee of coomunicable disease upon arrival at camp by the 
peraon rasponalbla for tha health program* No paraon found harboring 
a eomfiunicable diseaae ahall ba admitted to cafi|>. 



Mlnnasota 



A physical check-up ahall be given on arrival at tha camp to ravaal 
any cotsiunicable cotKiltion which may have developed since the phyaical 
examination. 



Sea Food Service: Food Service Peraonnel 



123 



PERSOKAL HEALTH, FIRST AID, AKD MEDICAL SSIVICSS; Screening 
(On Site end Exelueion of Consuniceble Diseaee) (continued) 



Mae— chuaette 



Every cepq»er ehall receive e health screening not later than 48 hours 
after arrival at ca»p. 



Nebraska 



)k> person i^o is affected vidt any disease in a commimicable form 
or is a cmrrier of such disease shall vork in any cas^ establishment, 
md no casp operator shall employ any such person or any person stis- 
pected of being affected with any disease in a commnicable form or 
of being a carrier of such disease. 



Sew Hampshire 



CU>ntaln^ in guidelines. 

See Personal Health, First Aid, and Medical Services: Physical 

Examination and Required Inoculations 
See Food Service: Food Service Personnel 



Nev York 



No individual knovn to be a carrier of a comr^micable disease shall be 
employed at a children's camp. 



Worth Carolina 



See Personal Health, First Aid, ai^ >tedical Services: Physical 

Eaiai^nation and Required Inoculations 
See Food Service: Food Service Personnel 



Ohio 



No person known to be infected with a disease in a coxsmunicable form or 
to be a carrier of such disease shall be mployed in the operation or 
maintenance of a camp« 



Orey>n 
Hhode Island 



See Food Service: Fbod Service Personnel 



The operator shall not admit to camp any person found to be harboring a 
communicable disease. All campers of a resident camp shall have a 
medical screiming or recheck upon arrival at 



Tennessee 



No person known to be infected with a notifiable disease or to be a 
carrier of such disease shall be efi|>loyed in the operation or maintenance 
of any organised camp. 

See Food Service: Food Service Personnel 




See Food Service: Food Service Personnel 



No person knom to be infected with a disease in a communicable form 
or to be a carrier of such disease shall be e^loyed in the operation 
or maintimance of an organised camp. 



Vlseemsin 



Upon arrival at the ca^ or .prior to leaving for the camp, the indicated 
cas^era and staff Including food handlers shall be examined for conmomi- 
cable diseases by a licensed physician or registered nurse. 
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FESSOHAL HEALTH* VJMSI AID, AKD HEDZCAL SERVICES: Parutal Boiergency 

Walrar and Religious Waiver 



tfrlttm permission for hospitaliution mad emergen^ trestrcne of 
ehildm should bo obtsiasd from psrrats or guardisa prior to sntsrlng 
csap> 



ArisoM 



Children shotild bring vith them to esmp a form signed by the parents 
or a guardian lAich consults to mergence udical cere and hospitalise** 
tion (i^pendix B). If a child ie ill or Injured the leek of the oinscnt 
form may delay needed treatm^t. A new coneent form ie required every 
yeer. 



Colorado 



Author iMt ion from per^ts for s^rgency medical care. 

See Program Sefety: Etoergen^es end Evacuations — EMrgency Procedures 
and Training 



Maine 



Subeeetione 6.2.1 throi^ 6.2.4 ehall t^t apply to reereati^^^ \ caape 
and individuals whose religious belief e prohibit or restrict ^iedical 
attmtion» nor shall any part of these rules or rcguletions ^e construed 
to co^iiel esqf person, either on behelf of himself or hie child or ward, 
to submit to eny physical examination, i^dlcal treats»nt, or iomtmisa- 
tion if such persont pemt, or guardian relies in good faith on 
spiritual means alone through prayer to prevent or cure diseese or 
euffering end oh J sets to the eame in writing. 



Massachusetts 



If there are religious objections to {Atysical examinations or immunisa** 
tions, ths campsr or staff msmber shsll submit a written statement, 
signed by perents or legal guardiana for campere, to the effect that 
the individual is in good health and the reason for such objections. 

See Personal Heslth, First Aid, and ttedical Services: Medical Records-- 
Treatment Log, Caai^ Ri^ister, end Reports (Including Reporting 
Outbreeks of Connmicable Disease) 



MichlRan 



See Personal Health, First Aid, BS%d Medical Services: Physical 
Examination and Required Inoculations 



Mississippi 



See Personal Health, First Aid, and Medical Services: Medical Records- 
Treatment Log, ckmp Register, and Reporte (Including Reporting 
Outbreaks of Comesunlcable Disssse) 

See Personal Health, First Aid, and Madical Services: Physical 
Examination and Required Inoculations 



Hew Jersey 



A eigned etatement shall be r^uired of each parent or guardian, in 
advance, giving permission to the physician selected by camp director 
to hospitaliee, secure proper treetment for, and to order injection, 
anesthesia or eurgery for each camper. 



nmr York 



All parente and legal guardians shall sigu a statss^t providing that 
in the event of the campus inability to locate promptly a person 
dssignated to be notified in case of smergency, caop authorities may 
tske such emergency measures as they deem appropriate and ehall notify 
the perent or legal guardian as soon as possible* 
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PEESONAL HEALTH, FIRST AID, AND MEDICAL SERVICES: Parental Eoergency 
UaivK and Rallgioua Uaiver (eontinuad) 



Sn Personal Health, Plrat Aid, and Medical Services: Health History 

See Personal Health, First Aid, and Mimical Services: Arrango&ents 
for Iteergency Care (Hospitals, Clinics • . .} 



See Personal Health, First Aid, and Medical Services: Medical Records- 
Treatarat Log, Cs^ Register, and Reports (Including Reporting 
OutbrMks of CoMunicable Disease) 



Wleconsla 



It le recMaended that parent's or guardian *s written consent for 
eaergeney care be secured by the caop director prior to or upon the 
cao^r's arrival at csosp* 
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PEBSaUL BEALTE, FZBST AID, AHD KEDZCAZ. SEI7ICES: Znfiraary SMrgtncy 
l^ulpMmt» and Flu for Isolation 



fine mid facUitlM sMtlas eho approval of tha Haaltb Offiear ahall 
ba Mlntalnad la aaeh caap and raadlly avaUabla for aaargaoey traatoant 
of lajwad paraooat Provld^ t That prlmltl>^ canq»s nay ba axaspt^i 
froa thla ri^ulrMmt. 



Faraoanal or chlldran having a eocsBomleabla dliaaaa ahould not ba In 
contact vlth othan and thay ahall not ba parmlttad to prapara and 
aarva food to othara* 



Vhanavar a caaa of diaaua oeenra In my cm^f praaioi^ly raportablat 
co a min lc ab la or infactloua. It ahall ba tha duty of tha ^son In ehai^a 
to IsBBidlataly iwlata tha eaaat Vhanavar any rMH haa baan occuplad 
by a parMn or paraona having any infactlooa or ccasunieabla dlaaaaat 
tha TOM and fgrnlihlnga ahall ba traatad In accordanea vlth tha rt^ulra- 
wanta of tha Stata Board of Baalth daalgnatad for that apaclf Ic dlaaaaa. 



Saa Paracnul Baalth» Flrat Aid» and Madlcal Sarvlcaa: 
First Aid Training and Cartlflcatlon 



Flrat Aid* 



California 



An laflraary (tantaga or othar shaltar), with provision for Isolating 
patiantat ahall ba pravldad. 



Colorado Thara ahall ba a asparata rom aultabla for laolatlon pur^saa aqulppad 

with n^aaaary aatarlalat and aqulpsant that can ba aasUy sanltlsad. 

Thla room shall ba uaad for tha aaparatlon froa tha group of any child 
having or suspactad of having a coaaumlcabla dlsaasa or any UlnMs. 

If aors than ona child la placed in tha Isolation rooa, a partition 
arrangsaant ahall ba providin!. 

Thla tocm shall not ba ua^ for any othar piurpoaa vfalla balng usad as 
isolation qt»rtara and ahall ba claaad off froa othar rooms, 

Sastrooa facllitias ahall ba locatad within or In doaa proximity to 
tha room. 

A raaponalbla adult ahall ba prasant or within haarlng diatanca of any 

HI child. 

Inspactlons An ill child shall ba laolatad fr<»n tha group if ha ahowa 
algna of lllnass or contagion. 

Vh&a caaawtnl cabla dlaaasaa occur parmts and staff aarabara shall ba 
adviaad whan protactiva maasuras ara availsbla and ara Indleatad 
for tha particular dlaaaaa. 

Caapars who ara alek isfon arrival shall ba laolatad* 

All itaaa uaad by tha elck child ahall not ba usad by any othar parson 
until thay hava baan proparly dlainfactad. 

Staff aaabara and othar parsons with an lllnaas in a cotnunlcabla 
ataga ahall not ba paraittad to hava contact with tha esapars in 
tha caap not parmlttad to work in a capacity whsra Ixlnaaa could ba 
tranaalttad to tha caa^ara* 

(^mtinuad) 
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PHlSCaiAL HEALTH, FIRST AID, AND KEDICAL SmiCES: lafinaary EMrgency 
EquipnMint, and Plan for Isolation (continued) 



Colorttdo 



Connecticut 



Consultation with the local Health Depart^nt shall be sought when 

clarification of procedures is required. 

(continued) 

There shall be available a defined area where 111 or injured individuals 
say rest and receive care ... and (it) shall have its own toilet 
facilities not used for other purposes within the cas?. 



See Prograsi Safety: 
Systems 



Eoergencies and Evacuations~EQiergency Cos&unication 



Delaware 



See Personal Health, First Aid, and Medical Services: Medical Records- 
Treatment Log, Gasp Register, and Reports (Including Reporting 
Outbreaks of Comunlcabits iV^ase) 



Florida 



It shall be the duty of the camp operator, where no physician is la 
attendance at the carsp^ to report insaediately to the local health 
department in the county where the camp is located any person in the 
caisp affected with any disease designated as reportable in the rules 
and regulations for the control of coiamnlcable diseases adopted by 
the Division of Health and to insure the complete Isolation of such 
person. 



Illinois 



First aid facilities provided and readily accessible for use at all tifi^. 
Such facilities equivalent to the 16-unlt first aid kit recoun^nded by 
the ARC, and provided in a ratio of 1;S0 persons. 



Indiana 



The operator, penal t tee, or lessee of each organisational or residential 
casQp shall provide a place for the reception and first aid treatment of 
sick or injured casters. First aid equipment and supplies shall be 
available. When the existence of a comminicable disease is suspected, 
the operator shall isolate the individual immediately and promptly 
arrange for medical attention. 



Kentucly 



Residential camps shall have facilities for isolation of persons 
suspected of having a communicable disease. Other caaps shall provide 
for the iimedlate Isolation of campers suspected of having a coiasunicable 
disease. 



Maine 



Kassachusetts 



An Infirmary (tentage or other shelter protected from flies and other 
insects) shall be provided for the teaporary isolation of sick or 
injured casters or staff. 

See Site and Facilities j Facilities Design—Site and Facilities Design 

Every operator of a recreational camp shall provide: 

(1) A stretcher in each day and resident camp. 

(2) A single facility shall be Identified as an infirmary or first aid 
facility. Such facility shall have a light remaining lit all night 
vlilch is visible from a distance. 

(continued) 
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PSRSOHAL HEALTH, FIKST AID, AND MEDICAL SERVICES: Infirmry Emergency 
Bquipamt, and Plan for Isolation (continued) 



(amtlnMd) 



Michi £an 



Minnttota 



Hy Jersey 



(3) In every residential caap, space shall be designated for use for 
Isolation of a child ill with a coscsunicable disease or suspected 
of such illness or otherwise need of quiet and rest at a location 
suitably separated froa the regular living and sleeping quarters so 
as to insure both quiet to the patient and safety to other persons, 
suitably equipped and not utilized for any other purpose. An 
isolated child shall be provided with adequate adult supervision* 

See Site and Facilities: Facilities Design—Site and Facilities Design 



Rooa, tent, or building protected froa flies and insects, located to 
insure privacy and quiet, not off the kitchen. 

Child or staff shall be isolated if suspected of having coisaunicable 
diseass. 

See Personal Health, First Aid, and >^ical Services: First Aid— 
First Aid Supplies 



The can? operator shall provide an infirmry for the isolation of sick 
or injured cax^rs and staff menbers. First aid equipment and supplies 
shall be available, and a person qualified in firot aid care shall be in 
charge at all times. When the existmce of a conBumicable disease is 
suspected, the operator shall isolate the individual Itased lately and 
promptly arrange for medical attcmtion. Transportation shall be 
provided for the iisaadiate raaoval from the caiqi of the sick or injured 
cavpers or camp personnel in es^rgency cases* 



The camp operator shall provide a place for the reception and first aid 
treatment of sick or injured campers* First aid equipnmt and supplies 
shall be available* When the existence of a communicable disease is 
suspected, the operator shall isolate the individual iia&ediately and 
proc^tly arrange for medical attention. 



Definite arrangem^t to provide for any needed isolation facilities* 
Where the camp is of such size as to warrant provision of an infirmary 
building or room, such quarters shall be suitably isolated from the 
regular living and sleeping quarters such as to insure both quiet to 
the patient and safety to other patrons, shall be suitably equipped 
and shall not be utilized for any other purposes* 

Until official action on such a case has been taken, strict isolation 
shall be maintained. The method of Isolation shall be one approved 
by the local health officer* The person in charge shall not allow 
the patient to leave or be removed without permission of the health 
officer* 



A room, tent, or building to serve as a health center shall be maintained 
on the campsite for the temporary isolation and treatment of sick or 
injured members of the camp community. This facility shall be protected 
from flies and insects; be located to insure privacy and quiet; and 
not located in or directly off the kitchen. It shall include first 
aid equipmnt and medical equijxnent supplies deemed necessary by the 
directing physician for the heaJth and welfare of the camp* Hot water 
shall be available at this location. 

(continued) 
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FnSOm HIALTB. msT AID, ARD HBDXCAL SESVZCSSi Xafin*7y Bwrgmey 
EqttipMat. mad PUa for IsoUtloa <emti&u^} 



(00llCiAtit4) 



Tlila •tandard doM not apply if CMpalta !• oparatad aa a day 
eaap. 



ttelaaa a wria&ea la laauad by tha panlt laaiils« official » a easp 
vleb 100 or Mra oceu^anta ahall Imi provide with as infirsary having 
liot and ^Id numiiig «atar» aisa«lffing rc^s isolAtloii and convalaaeant 
apaea» bathroea vith fluah toilata and ahovara and Mdieal auppllaa. 

Sm Faxacmal Haalth, Flrat Aidt at^ M^leal Sarvieaat Kadieal Baeorda* 
Traata»t Logt Crap Ri^ilatart «nd Kaporta (Xael^lng Baportiag 
Otstibraaka of Coaaamlcabla Diaaaaa) 



Ofaio 



lha oparator aball provida a placa for tha ra^tion and f irat aid 
traatsant of alek or lojur^ eaapara. 



Oragon 



Bach or^laatlonal easv tball bava an inflroary. flrat aid facility . 
or alsllar araa to handla haalth aid wargancy eaaaa. 



ahoda laland 



In avary raaldant caap» apaca aball ba daalgnatad for uia for laolation 
of a child ill vith a eommicabla diaaaaa or auapaetad of aueb Ulnaaa 
or othasvlaa in naad of ^ulat and raat at a location auleably aaparatad 
frov tha ragular living and alaaplng quartara to aa to Inaura toth 
qulat to tha patiant and aafaty to othar patrona. iult^Xy aqulppad 
and not utilisad for asy othar purpoaa* An iwlatad child i^U ba 
providad with adaquata adult ai^arvialon. 

Saa Slta and Facllltlaai Facilltlaa Daalgn^Slta and Ficllltlaa Saaign 



South Carolina 



Bach raaidantlal caxsp ahall provida apaca dMlgnatad aa laolation 
quartara for a parson 111 vith. or auapaetad of balng ill vlth» a 
coflBunlcabla diaaaaa or otharvlaa In naad of qulat and raat at a 
location suitably aaparatad froia tha ragular slaaplng and living 
quartara so aa to Inaura both qulat to tha patiant asul aafaty to othar 
pati^ns» pro^rly a^ulp^d and not uaad for any othar purposa* 



Flrat aid facilltlaa Mating tha approval of tha Public Haalth Officer 
shall ba naintalnad in aads organiiad cas^ and raadily avallabla for 
amargancy traatmaot of injurad parsonas Provlda4{ That prl»ltiva 
caapa nay ba waa^tad froa this raqulrssmt* 



In caaa of notifiabla diaaaaa in any organisad cmmp diagnosad by a 
llcanasd pfayaiciant tha oparator shall not p»nit tha dapartura of 
that paraoo or tha rmoval of clothing or othar artlclas that hava baan 
axpoaad to tha inf action without tiia approval of tha Public Haalth 
Officar. 



An infirsnry or flrat aid facility to handla haalth and oMrgmcy casaa 
ahall ba ao daalgnat^ aa balng auch. It vill ba suitably aqulppad 
and utilisad for no othar purposa* 

A chUd ill vith a cowsunlcabla diaaaaa or auapaetad of audi Ulnaaa 
ahall ba iaolatad to Inaura both aafaty to oth^ children and qulat to 

(mtiouad) 
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FESS(mAL HEALTH* FIfiST AID, ASD HEDICAL S^VICESs Intln^xy EaargeQcy 
Bquipnuc* and Plm for IsoUtloi (coatiniMd} 



th« paclMt. Aay child that la iaoUtad aluOl hava Adult atqmrvlaicm 
provldad* 

Sm Progra Safety t E&argandaa aod Evaeuatlona-^Eaar^ney Procaduru 
and Tralalsig 

Saa Ptogm Safatys QaargaaeiM cad Evacuaticma— Eaarga&cy 

CoaaualeAtlim Syatasa 
Saa Faraacial Baaltii, Slnt Aid* mi Hadlcid Sarvic^as Madical Bacorda— 

TsaatMOC Log 9 Caa^ Bagiatar, and Bapom (lacludisig Beportlag 

Ootbxsaka of CooBRmieabla Dlaaiaaa) 



HMt Virginia Flrat aid f aelUtlaa approved by tha haalth of f icar ahaU ba tii^^^^«<f^t1^ 

and raadlly available at all tiaaa for aaargancy traataant of Injund 
{wraooa. 

Eadi orgaalxad easy ahall aalntain a vall-aqulp]^d Infitmry and laola-* 
tloQ quartan and shall Mka arm^^asata naeaaaary to laaura that 
Mdleal aid la raadlly avalUbla. 

Vhanavar a auapaeted caaa of e^H&mlcAla iimmmm occun, tha patlant 
ahall ba laolatad pandlsig dla|p&oala« 

Evary tanty eablsif or othar atmctura ahall ba thoroughly daaaad «id 
dlalokfactad aftar l^lxig ocei^lad by aayooa knoim to ba auffarlng froa 
any ^Mamieabla dlaaaaa^ 

In caaa of a dlaaaM dliwioaad aa quarantlnabla by a quallfiad phyalelanp 
tha oparator ahall not pandt tha ^artura of that paraon or tha xamval 
of clothing or othar artldaa that hava baao axpoaad to tha infaction 
vlthmit tha ^proval of tha haalth off icar. 



Wiaconain An infinaary (tantaga or otluir ahaltar) protaetad froai fliaa and othar 

ioaacta riiall ba providad for tha-ta^porary laolation of aick or injurad 
caa^ra and ataff • 

Any paraM auapaeted of having a coBBamicabla diaaaaa at any tiiaa ahall 
ba aultably laolatad. Spacial anrvalllanca on a ragular baaia shall ba 
diractad tovnrd food sarvin paraonnal. 



(eoQtinuad) 
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mSOH&I. SIAUS» mST A0E>» AH> VaiCU* SntVICSSt MtdleaX Bftcocdt~ 
TtMOwit ho§9 C«9 BH^tftf* md teport* (Xneludlag B«|iortiii8 
OotbrMka of Co— unlcabU DlMMft) 



Tho cantor of oACh oiav ituOl malnroin a nglstor c ror aiiiiii g a 
Mcocd of «X1 ponooo ptnlttod to uso tho faelUtlM of osld caqpi 
Fro^d^ , ThAt ox^tlmo bs^ bo for prtndtiYO co^pa nd cortoln 
dof eom^i to idiidi pljBMd MtlvitlM on livit^ to tho oxteit thmt 
of ^ rogiotor vould not bo ftoctleol. 

Tho roglotor oboll bo ovolloblo to tho Booltb Offleor nd ouch zoglotor 
ohoU bo prooorv^ for a 9%xloA of tralvi (12) oimtbi. Tho roglotor 
idboU eoQtoiiii TbM iioaoo Md oddraoooo of oU oc^onta porolttod to 
itto tho fofillitioo of tlM orgoolaod eoap. Tho datoa of arrival and 
tepartoro of oadi ocei^aat ualsig tha faeilltloo of tho cavp. 

Ttm ca«p oporator ahall notify tt^ Haalth Of flcar IsBBadiataly of cuiy 
haoiai or ouapootod eaaa of ootlflablo diaoaaa aa roquirod by rogulationa 
govamlng cooMolcablo dlaaaaoa in AlabMO. 

' la tha avont of ao Mtbnak of a highly inf ae^oua diaoaaa In any cop » 
auch plaoa or ploMa ahall upmi tha ordar of tha Haalth Of floor ba 
iiMdlatoly cloaod to tho public. 

Outbroako of gaatroaataritia (diar^a dlao^dora) occurring in aoy 
caiV ahall bo roportod imadlaUly to tte Baolth Of flcar. 



Alaaka Ho poraon vho la of foeud with any diaaaao in a coamnicabla form or 

la a oarrlar of ouch diaoaaa ahaU vorfc in any raatauraat, and no 
raataorant ahall oploy any ouch paraon or any panon aiaipactod of 
boing af factod with aay diaaaaa in a cramnicabla fom or of boing a 
eamar of auch diaaaaa. Zf tha raataur«Eit Mnagar auapacta that my 
anployoo haa eootraetad any dlaoOM in a cpmnlciblo fora or haa bacoaa 
a earrlar of auch diaoaaa ba ahall notify tho CcMiiaaiMMr of Haalth 
and Social ^rvicaa Ifloadlataly. 

Uhan auapieion arlaaa aa to tha poaalbility of tranaadaaion of infactioo 
froa any raataurant aaployaa tha Cowiaaionar of Haalth and Social 
Sarvicaa la authorlsod to raqoira any or all of tha foUcaring aaaauraai 
(1) tha iMadlata Mcluaion of tha aaplo:^ fron all raataumta; (2) 
tha ifloadiato elMlng of tha imtaurant ^sneamad until no furthar 
dngar of tHaaatt outbraafc aadata, in tbm opinio of tha Cnif taionar 
of Haalth «id Social Sarvicaa; and (3) adoquata aadical axaaination 
of tha aaployM and of hia aaaociataa, with auch laboratory axaainationi 
aa say bo indieatad. 

Ea^ goaat or raaidant of any caa^ ahall raport iwmAi itoly to tha 
paraon in eharga of auch caap avary caaa of aicknaaa in hia/har tant, 
tantteuaa» hiit« rattoi^t or alaaping roovi* Tha CoMiaaionar of Haalth 
Md Social Sorvicaa ahall ba provpt^ notifiad of any coaaBunicabla 
diaaaaa. 



Tha caiv ahould naintain a ragiatar containing tha addraaaaa and talaphoaa 
mMtera of ca^para» ataff t aod viaiton who attmd ea«p» and tha dataa 
of atttt^Uttca of that if n outbraak occuroi paraona vho hava laft 
ca^p can ba vamad of pooaibla aspoaura to diaaaaa at ca>|p* 

rtm raaponaihla paraon in tba c«ap ahould raport coMamicablo diaaaaaa 
to tba county hoalth daportaant aa aocm aa pooaibla t A llat of county 
Isaaltii dapartnmta appanra in i^pandlx C. Foma for raporting s^r ba 

(Mntinuad) 
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rstSQHAL HmiH^ FUST AIDp iSO HESZCAL SBSVXCBSi Me^icml BAcordi— 
TrMtwnt Log, Cm^ 9«sisUr, md Bsportv (laeludiog Rtporting 
OutbrMka of CoBWEolcabls Si««aM) (continimd) 



Arlsoaim 
^ecQtlntMid} 



obt«isui4 ixom tha AstMnm Dopartatnt of H««lth Sorvicoi, Bureau of 
Covmoiai^lo DIamm Coiktxol, 1740 Vut Adott, Fhoonlx, AZ 85007* 

Outbrttaka of illoaaa, aapadally those involving nauaaa, vraiting, 
era^^a, aod dlarrhaa* ahould ba r^ortad to tha raimty haalth dapart- 
it IflMdlaColy by tolaphoca. 



Aritaaaaa 



It ahall tba duty of tte eaa^ of ficlala havlag Icnovladga of any 
caapar or M^loyaa hsvia« any raportabla eoansiiei&la dlaaaaa, or 
auapacttd of hwlng any» to raport it at o&i» to tha ooalth officar 
within i^oaa Juriadiction auch caaa occura. 



Bacorda ahaU ha kopt of first aid and osdlesl tnatsant randarad. 
Ev«ty panoQ in charge of an oi^anisad csi^ auat report aU occurreneaa 
of infectious, coatagl<ma, or cosMunicabla dlaeaaes prooptly to the 
local enforcing agency* 

This includes occiumnces of food poisoning. 

See Enforcearats Conditions Warranting Imadieta Closure or License 
Baaoval 



Colorado 



When eeddenta or lUnassee occur, the Director or responsible adult 
in charp ^mll notify the parent or guardian of the child or cell the 
doctor or mdlcel facility as instructed in writing by the parent or 
guerdlan* 

Required records shall be readily available to authorised llcaneing 
personsMl. The Director has authority to refuse adsissioa to licencing 
peraranel who do not have proper Identlflc^etion. Confidentiality of 
recorde shell be seintelned. 

Zdmtlficatira end responsibility data as well as nadical reports on 
eech child's social, notional, and physicel devalopMnt shell be 
nelnteined. The following written records shell be included. 



(1) 
(2) 
(3) 



(5) Ml 

(6) Ni 
C7) Ni 



Child's nave and birthdete. 

Perent's or guerdlea's nnss, addresses, telephone nuolrert. 
Ferent's or guerdian's plaus of e^ployaent, telephone nuabers, 
sddnsses. 

(4) Haaa, ^ress, tsleptume nussber of psrent, gusrdisn or deslgneted 
sdult OMrgency contect* 

i^ress, telephcme nuaber of child's doctor, 
eddrees, telephone nusber of diild's dentist, 
of persons (authorised by perent or legel guerdlsn) designstsd 
to call for child. 

(a) In ease of easr^ncy dlsaissal for health or problea reasons, 
authorities shall return the child to the person responsible 
for piecing the child, or to properly Identified adult desig*- 
nated in writing by said person to receive the child, or other 
reeponelble pereone deelgneted in writing by the perenta, 
guerdlens, or desiyasted sdult- 

If e dilld is alsslng froa the csmp, his sbssnce shall be repotted 
isasdletely to local 1m enforcMrat authorltiee aid to his 
parents, guerdlm, or deeipiatad adult. The dete shall be 
antered cm his soclsl rscord. 



(b) 



(continued) 
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fUSOHAL FUST AID, AHD HEDXCAL SERVICES 2 ttedlMl Sfieords— 

TrMtMmt Log> Cup KigltMr, mi Bsports (Including Reporting 
Outbn^ of CfWunicabU Dlseua) (cootiauftd) 



(8) NaaUp Aj^p and mx of other children in fflo&ily. 

(9) Other ^ults in feaily (list reletlcmship to child}. 

(10) Detee of edbeieeicm end discharge. Daily attendance ncorde. 

(11) Authorliatira froa parents for ehildrm to participate in all 
special trips or excursi^is where they are valiiing or riding 
«v«y froii the caapeite. 

(12) Fre«*adaiaalra aedical certificate al^d by a doctor. Xflumiaia- 
tioM shall kept curmt and verification on file, 

(13) All injuries «nd iUMsees and subsequent treatiaent vfalch my 
child receives at the caqp. 

(14) C^ies of letters mmt to Licensing Unit reporting serious injury 
or illnessms requiring hoepltallsatlent or deaths. See Fatality 
end BMpitalisAtioD Stetewit. (See VIXI-S) 



Comiecticut Becorda of boUi etaff and caspers shaU be kept <m file end shall 

include the perecmal detn ccmc^ming each s^oiber of the etaff and essoper 
kept in any reasonable fom the caap director nay choose, including 
therein the nsaSy age, and address of the icdividuel, the nam, address, 
and telephone nus^er including the business telei^one ninBber» of the 
parent, guardisn» or in the case of en adult, next of kin, who shell be 
notified in an eaergency* the date of first ettendsn^ st css^ snd the 
date of leaving ceap permanently in the case of residence cazBp8» or 
ttui Imt date of attendance at casp in the cese of day cassps • . . 

An abstrsct record of all cases treated at ces^ ehall be kept in e 
bound voltfiM noting the date, the conditicm, the dispMel, snd the 
pereme responsible for the care. At least <mce a «mek these casee 
shall be raviemd by the csb^ physician who ehall siga and date the 
bound >^luae indicating his review of ceses. 

Commicsble dlaesse control shall nset the requiresaente of Sections 
19-iaA2 to 19-13-A24, inclusive. 



Pelsiyare Illness. Whenever there shall occur in a camp sny outbreak of suspected 

food poisoning or any unusual prevalence of any illness in which fevers 
diarrhaat eore throat, vomiting or Jaundice is a prosiinent sys^ton, it 
shall ba the duty of the person in char^ of the csnp to report is&edi- 
stely the existence of such an incident to the State Board of Health 
verbelly* or by telegram or telephone* 

All caees of coneunlcable disease occurring in csnp ehall limdiately 
be reported to the State Board of Heslth. This shall bn the duty of 
the person in charge of the canp. Such report shall include the nsae 
snd hone sddress of any individual in casp known to have, or suspected 
of having such disease. 

l^til official action on audi a case hss been taken t strict Isoletion 
of the patient ehall be msintained. The person in charge shall not 
alloir the patient to leave or be reaoved without the permissim of the 
State Board of Health. The provisions of the CoMunicable Disease 
Segulatlona of the State Board of Health will be followed. 



FtCTlds The caap operator shall inform hioself of the rules and regulations 

relative to the reporting snd control of coimmicsble diseasas adopted 
by the Division of Health snd shall con^ly with the pertinent require** 
aenta thereof* 



Colorado 
(continued) 
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mSOIUL iOALTBt RBST AID, AliQ HBDXCAL SBmCESs Kftdleal S«eord«~ 
Tnatwit Loga C«qp SUigi«t«r» md R«portc (Xncludlog Rtportiag 
Outbnaks of CooBasnicabl* Dt«tiM} (eontinuad) 



imaplg lihm A CAM of MportablA distuo oeeura in tho youth crap. th« cmo<i) 

»h»U iMdlfttoly t»« roportftd to thm D«partatiit or i«»propri«t« local 
hiAlth dspArtamt. Tho llot of ropottablo dlgoMo« «nd othor p«rtinont 
InfotMtloo My hm ^tatood fro» tho Dttpartssnt • 



Any luapoctod cut of vator^oma or food-boraa i^lnaaa ahall b« 
iwadiataly raportad to tha local tiaalth dapartmat. 

Eaeh raeraatl^ial or fmlly cap orator riiall saintalA a raglatar 
opaa for laa^etloa by tha atata haalth cmlaalraar or tha local haalth 
offlcar having jurladlGtloo in tha araa. Tha ngiatar ahall cratain 
tha following inforaation in ralation to aaeh racraational vahlela 
in tha casvi 

(1) Tha naaa msid ham addraaa of aaeh racraatlonal vahida cc^aita 
occupant. 

(2) Tha lieanaa nwbar of tha notoriaad vabicla. 

(3) Tha dataa of arrival and dapartiura of tha racraatlonal vahicla 
or Ita oecuptnta. 



Kantitclgy All aarioua iHnaaaaa and aecidanti raaultlng in daath or injury, 

othar thaa minor injurlaa vhidi raqulra firat aid traatsant md 
which do not Involva Mdical traatiaant, ahall ha raportad to tha 
dapartttnt at tha and of tha eaaping taaaon, but in no avant latar 
than Dacaflbar 31 of aaeh yaar, on fostta provldad by tha dapartaant. 

Saa Faraonal Baalth, Firat Aid, and itedical Sarvieaat Baalth Biatory 



It ahall ba tha duty of tha ovnar or raaldant caratakar of any Bouaa 
Court of C«9 to raport isasiadiataly to tha duly authoriaad rapraaanta- 
tiva of tha Stata Haalth Offiear, by talaphona and In writing, any 
paraon raaidlng In auch Houaa Court or Caap having, or raaaonably 
auapactad of having, any infactioua or contagioua dlaaaaa. 

Tha aanagar or caratakar of tha Houaa Court or C^ ahall kaap a racord 

of all guaata, noting (1) tha naaa and addraaa of aaeh occupant, 

(2) data of arrival, (3) nana of tha ovnar of aaeh autonobila, 

(4) naka of autoaobUa, (5) tha Stata in which autooobila ia ragia- 

tarad, (6) ragiatration nusdbar of mitosioblla, and (7) yaar of iaaua 

of ragiatrati^. Thia racord ahall ba opan at all tixaaa to inapactloa. 



Tha cas? oparator ahall raport to tha local haalth officat of tha torn 
in vhieh tha cai^ ia principally locatad or dlraetly to tha Buraau of 
Haalth vithin 72 houra tha following s (1) injurlaa cauaing unconaeioua*^ 
naaa, cauaing fractura of a bona, nacaaaltating hoapitalisatlm for 
12 houra or aora, raqulring auturing, or of aquivalant aavarlty; 
(2) camivoroua anlaal bita woundai (3) apidasde ilXnaaaat involving 
thraa or mora paraona including auapact food inf action, or food Intoxi- 
cation (food polaoning), and (4) any illnaaa cauaing souada paralyaia 
or waaknaaa, unconadouanaaa, loaa of vlaion or haaring. 

Saa Para(mal Haalth, Firat Aid, md itedical Sarvlcaa: Haalth Hiatory 
Saa Faraonal Haalth, Firat Aid, and Hadical Sarvlcaa s Medication 
Storaga and Diaburaataant 
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PEaSOmUL FZaST aid. and KEDXCAL SEPVICES; ttedlcml nmc^tdm^ 

TrtatMSit I^oSi Caap Bagister^ asid Reports (Including Reporting 
Outbreaks of CooBiunicablft Diseue) (continued) 



llMfchi»etts The health record shall consist of but not be limited to the following: 

(1) Cei9Sr*s or stm££*a nem and address. 

(2) Ham. address » and telephcme nusd^er of parmt. legal guardian, or 
designated adult emergency contact. 

(3) S^pxed authorisation from the parent/guardian of all minors for 
msrgency aedical care. 

(4) XtOcatlon and phone nisdmr of paroit/guardian if they viU be 
traveling during the caa^ session* 

(5) Naae» addresay end telephone nisdber of ttus child's local physicisn 
and dantiat, 

A nedical log listing date. nss» of patient, coaplalntt snd treatoent 
shaU b« Mintained by the health staff in ^uu * N»ofc with lined 
pages. Ho lines shall be skipped and all e^ti ch§lX be in ink« 

All cases of cimuinicable disease occurring in a cai^^ shall be isnaedi-* 
ately reported to the board of health. Wters no resident physician is 
in attendance, this shall be the duty of the cosqp nurse, or where no 
such nurse is provided, it shall be the duty of the operator. Such 
report shall include the name and hom address of any individual in the 
easy known to have or suspected of having such disease. Until at. 
m such case hss be» taken by the cassp physician, strict isolation 
shall be naintained. 

Whenevar there shall occur in a cassp any suspected food poisoning or 
an musual prevalence of any illness in ¥hich fever, rash, diarrhea, 
sore throat. vt»aiting. or Jaundice is e prminent eyo^ton the operetor 
shall report isnediately tl^ existence of such an outbreak of disease 
prevalence to the Board of Health snd to the Massachusetts Depart»ent 
of Public Health, verbally or by telegraa or telephone. 

All health records shall be readily available to health care personnel 
and shall be on file in caap for review by the licensing personnel. 

Except for day casys. a report form (as promulgated by DPH) shall be 
completed in quadruplicate for each injury, illness, or fatality which 
occura at caap, jssd as a result of which the child (a) is sent hoae, or 
(b) is adadtted to a hospital, or (c) has either l^oratory analyses 
or X-rays perforwid which result in a positive diagnosis. The original 
report for» ehall be laaintained at tha canq> or sponsoring orgsnisation 
for at laast one year for the purposes of this regulation. A copy shall 
be forwardwi to the Massachusetts Departomt of Public Health and the 
Board of Health no later than 14 days after the event cooes to the 
attention of the caxsp or medical authorities. 

For day caapers. a report form as promulgated by tha DFB shsll be 
caj^lated in quadriplicate for eech injury, illness, or fetality which 
occurs snd as a result of ^ich the child (a) is admitted to a 
hospital, or (b) has laboratory analysis or X-rays perfortaed which 
r suit in a positive diagnosis. The report forms shall be submitted 
at» in Section 430.1S3Ca). 

In the event of an injury or illness as described in Sections 430.153(a) 
or (b), the parents or other designatad individuals shall be notified 
as soon as possible sad receive a copy of the Illness and Injury Report. 
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POSOIULL HEALItt, FIRST AID, AW) MEDICAL SERVICES; Medical Recorda 
Tramtaant Logc Cmp Regis tar , md Rsporta (Including Reporting 
Outbreeke o£ C<x»micable Dleeeee) (continmd) 



Michieea Bound Mdieel log listing dete, nsse of patient, sllsent, mid treatxaent 

prescribed. Serious injury or illness, physician notified inaiediately 
and paints as soon as possible. 



MimiMote Escb cei^r and staff swolber shall file with the camp operator the 

naae, addreaat and telephcme nuss^er of one or nore duly licensed 
practitioners of the healing arts or other responsible persons who 
are to be notified in case of illness or injury. 

A health record of every caaper and staff laeisber shall be kept by the 
cavp orator. In acUiltion to the certificate of health, it shall 
include the detailed records of the individual's illnesses and injuries 
occurring snd the first aid treatoents given, during the period of 
atti^dn^ at cop. 

Sea Personal Health, First Aid, and Msdical Services: Doctor on Call 



Wasiasip pi All records shall be on file in cas^ for review by the licensing 

personnel. 

If an Injury or illness is Judged to be serious by the individual in 
charge of health supervision, the eas^) physician shall be constilted 
iflMdiately. When the pat^£nt is a legally defined minor, the parents 
or guardisn shall be notified as soon as possible. 

A bound aedical log listing date, name of patients, siloient, snd treatment 
prescribed shall be oaintained at the cas^. 

A report form (provided by the Board) shall be coapleted in duplicate 
for each injury, illness, or fatality which occurs at casq), snd which 
is sttended by a health staff pers(m and as a result of which the 
child (a) is sent hooa, (b) is admitted to a hospital, or (c) has 
either Isboratory analyses or X-rays performed which result in a 
positive diagnosis. The original report form shall be oaintsined at 
the casp or sponsoring organisation for at least one year for the 
purposes of thaae regulations. A copy shall be forwarded to the Board 
not later than one month after the event comes to fhe attenticm of can^ 
or medical inithorities. 

Camper* s records shall be readily available to authorised personnel and 
shall include: 

(1) Caxsper^s name and address. 

(2) Name, address, and telephone number of parent ^ legal guardian « or 
design sted adult emergency contact* 

(3) Authori^stion from the parent/guardian of all minors for emergency 
care« 

See Personal Healthy First Aid, snd Medical Services: Health Supervision 

and Qualified Health Supervisor 
See Sanitation: Animal Regulations 



Hebraaka A health record of every camper and staff mesober shall be kept by the 

camp operator* It shall include individual's illnesses and Injuries 

occurring, and the first aid treatments given during the period of 
attendance at camp« 



rnSGIUL HEtfiSI, max aid, AHS MBDXCAL SESnCSSs Vm&LUI Steostla^ 
TrMOiK&t Lett Cffv S*S^*t«rp nd Rtports (laelisdlng Rtportlug 
Oufibnika of CoBmalcabXs Dls««a«) (eootinusd) 



Hjw^ihiy All easM of cofgunlciblo dlssMo oeeurrlag la « c«Bp shAll lantdl*^ 

otiOy ro^rtad to ths St«to IN^wtsut of Bamlth nd also to ti^ local 
hMlth offleor. Wuitc oo tMidoaca pliyalclaa la is attaadnca^ thia 
diaU ba tha duty of tha ca^p nuraap or ^ara no aueh situja la provldad» 
It aliall ba tha duty of t^ pancm in eha^a of tha camp. Such raport 
ahaU iadikki tha aaaa and hMa addrMs of aay ladlvidual isx tha ca&v 
knoim to ham or auapaetad of having aueh diaaaaa« Uatll official action 
on aueh a cmc haa haan takan« atrict iaolatlm ahall ba salntalnad* 
Tha Mthod of iaolation ahall ona approvad by tha local haaltii 
offieart Iha param in eharga ahall not allov tha patlant to laava 
or raaovad without pasmlaalon of tha haalth of ficar. 

UteMvar thara ahall occur in a caaip msy outbraak of suapaetad food 
polaoning or an im\iaual pravalanca of any iUnaaa in vhlch favar, 
dianAiaa» aora throaty vo9itlng» or jam^ca la a prosdnant aynptosiy it 
shall ba tha duty of tha parson in eharga of tha caqp to raport ixaaadi* 
ataly tha aadjtanea of aueh an outbraak or disaaaa pravalan^ to tha 
Stata SapartMnt of Haalth^ varbally or by talagran or talaphma. 

Ksdleal log raconnsnted in guidalinaa. 



Vim Jaraay If a ehild or ataff s&as;bar is stsspactad of having a comsunicabla dlaaasa^ 

ha ahall ba isolatad and oadlcal assiseanea obtainad. 

A bmmd madleal log liating data» naaa of patiant^ ailx&ant, and traataant 
praaeribad ahall ba maintainad at tha haalth eantar. If an injury or 
illnasa ia sarloua, tha cas9 phyaician ahaU ba eonaultad issaadiataly, 
and tha paranta or guardi«ia vhan tha paeiant ia a child notlfiad aa 
aoon aa poasibla. 

&i or bafora October 1» of aaeh yaar« avary youth camp ahall raport to 
tha Dapartsiant all aceidanta ruulting in daath^ injiury, and illnasa. 
Thia doaa not Induda minor injuriaa ^ch raquira only firat aid traat- 
sant and vhloh do not involva profaasional oadical trsatnsnt, loas of 
conaciouanass^ rastriction of activity or Botlon, or pr«&atura tarmina- 
tion of tha caster* a st^ at tha c«sp. 

Bacorda of paraonal data for aach ehUd ^lall ba kapt at casp vhan in 
saaaion and ^all induda aa a nlnlinusa! tha child* s nass« agSt and 
addraaai tha parant's or guardlan*s nsffia* addraas, taXaphona nutobar* 
snd vhara tluiy or thair daaignaaa nay ba raachad In caaa of wmvgjKxcyi 
and tha datas of admiaiion and ralaaaa. 



nmf York AH Injuriaa* illnaasaa» and raportabla diaaasaa sbdl ba raportad 

to thm cm^ hadth dir actor and racordad in tha aadicd log. Acddanta 
or iUnaasaa vhich raadt in daath or nhieh rsquira raauacitation or 
adttlaaion to a hospitd and illnaaaaa suapaetad of baing vatar» foodt 
or air boma, or spraad by ccmtact ahdl ba raportad within 24 houra 
to tha panait lasulss^ offidd. Any campar or ataff suapaetad of having 
conamlcabla diaaaaa shaU ba aultably iaolatad. 

Ifyrt^ Carolina Whanavar a caaa of praatsubly cosaBamiciUila or infactioua diaaaaa occura» 

it ahall ba tha duty of tha paraon in char^ to notify tha locd hadth 
dapartssant lmadlataly» 




mSQKAL m^m, FXBST aid, ANO MEDICiO. SElVXCSSs MsdlcaX UcotAm^ 
TrMtMnt Log, Cup RftgitMf » nd Rtportt (X&eludl&g Bnportlng 
Ou€brMka of Conunieiblft Dla««st) (continued) 



Thft operator ihalX kMp ouch rocordo «ad oiko such racordo Availablft 
M Toqulrod by tho toalth cosotaioolonor. 

Ibo oporator shall prooptly notify tha haalth comlaaionar of mxy 
knoim casa of coia&mlci^la dioaaaa or knovn earriatt of comnlcabla 
dlaaasa. 

In tha avant of any outhraak of any eonaialcAla dltaata in a caap, 
tha oparator ahall cosily with tha ordara of tha haalth cot»±ailonar. 



Itodf laland All caaaa of co»unle«bla dlaaaaa occurring in a cup shall ha Issaadl- 

ataly raportad to tha Rhoda Island Dapartaant of Haalth » Olviaion of 
Epidaoiology. Whara no raaldant phyaielaa la In attandanea» thla 
ahall ba tha duty of tha csmp nuraa» or vhara no such nurss is providad, 
it ahaU ba tha duty of tha oparator. Such raport shall induda tha 
nana and hem addraaa of my Individual in tha caap knom to haw or 
suapMtad of hirtring auch disaasa. Until official action on aueh casa 
haa baan taku, atrict iaolatira ahall ^ aaintainad. Tha aathod of 
isolation shall ba appi^vad by tha Dirsecor* 

Hhanavar thara shall occur in a ctof ny outbraak of auspactad food 
poiaoning or an unuaual pravalanea of my illMsa in vhioh favar» rash, 
diarrhaa^ aora throat » voQiting» or jmmdica is a prosinant ay&ptoni 
tha oparator ahall raport iaoasdiataly tha axlatanca of such an outbraak 
of diaaaaa pravalanea to tha Shoda lalsnd Dapartaant of Baaltb* Diviaion 
of Epidndology varbally or by talagraa or talaphona. 

It idiall ba tha duty of tha p»priator or tasna^r of a licanaad caap 
or ca&9 groimd» to kaap a raeord of all parsons aceomodatad. A 
ragiatar shall ba saintalMd for thla purposa, ra^rdlng tha data of 
arrival^ full nana and addraaa of aach parson acc^QOdatad» and in tha 
avant tha pars(m or party is travailing by laaans of autraobUa, tha 
ragiatar shall furthar tmcotd tha ttska of car, ita oimart thm city and 
atata in vhich said omar raaidaa and tha ragistratlon ntoBbar. Said 
ragiatar shall at all tlnas ba opan to ^a inapaction of tha diractor 
of tha dapartaant and of saianbars of ths atata snd mmieipal pollca 
orgaaisationa. 



South Carolina Any casas of food-boma illnass shall ba imadiataly raportad to tha 

local haalth dapartsaant by phona» talagraau or varbally* 

Any casas of food-boma illnass ahall ba ioMidiataly rsportad to tha 
local haalth dapartsaant by phona» talagran, or varbally. 



Tannfas^ Tha casp oparator shall notify the Public Health Officer is&aediataly of 

any known or suapacted casa of notifiable disease as required by regula- 
tiona governing camunicid)le dlseasaa in Tennessee. 

Outbreaks of gastroenteritis (diarrhea disorders) occurring In any 
organised css^ shall be raportad Isaoadiately to the Fitblic Health 
Officer. 

The operetor of any organized carp shell maintain a regie ter containing 
a record of all persons permitted to use the facilities of said cas^^ 
Frovidsd, that exceptions oey be made for primitive caops snd certain 

(continued) 
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PERSONAL HEALTH^ FXSST AID, AND MEDICAL SERVICES: Hedleal Sftcords* 
Tru&Miit Log» Cop lUiglstftr, md Reporta (Including Reporting 
Outbreaks of CosBunieable Diseue) (continued) 



Tennguieee day cmpa in which planned activities are limited to the extent that 

(continued) Mint«aance o£ a register vcnild not be practical. 

The regiater ahall be availid>X6 to the Public Health Officer and such 
register ahall be preserved for a period of twelve (12) aonths* 

The register shall contain: (1) the naoea and addresses of all occu- 
panta pemitted to use the facilities of the organised cassp and (2) the 
dates of arrival and departure of each occupant uaing the facilities of 
the organised caop. 



Teatae The infiraary shall keep a health card on each child with the child* s 

nSBS» allergies » i]BBunizatl<ms9 parent's naae and address with telephone 
number and parent or guardian authorization for «Dergeacy medical care 
if the ne^ arises. 

A bound stoical log listing date> nasae of the patient, allxoenty and the 
treatB»nt prescribed shall be kept in the infirmary. In the event of 
serious injury or illness, the casp physician shall be consulted 
iSMdiately and the parents or guardians notified as soon as possible. 
Any serioiis accident, illness, or death involving any cas^r oust be 
reported to the Texaa Department of Health Heaourc^a Youth Cas^ Prograa 
within ten days. Diseases which nay be water-borne or food-borne, such 
as cholera, dysentery, typhoid, salsaonellosis, shigellosis, or .'.nfectious 
bepatitia, shall be reported to th& Department immediately. 



Virginia Notice ahall be sent immediately to the full-time health officer of the 

county, or city, or if there should be, to the local health officer, to 
the State Health Coomiasioner by the camp director of the occurrence 
of any contagious, infectious, or coamunicsble disease in any caxsper or 
ssq^loyee of the cao^ or any epidemic, outbreak, or unusual nusber of 
cas^ of ffiiy illness including diarrhea, gastroenteritis, and food 
poisming* 



Kwmt Vir ginia The operator shall notify the health officer immediately of any known 

or suspected case of communicsble diseases. 

In the event of an outbreak of a highly infectious disease in an organized 
caa^, such place, or places, shsll v^cvk the order of the health officer, 
or other qualified health official, be issMdiately closed to the piiblic. 

Outbreaka of intestinal disorders shall Inaediately be reported to the 
beelth officer. 

The operator of an organized camp shall maintain a regiater containing a 
record of all persons permitted to use the facilities at the organized 
camp. 

The regiater shall be available to the health officer and such register 
shaU be preaerved for a period of tirelve montha. 

The register shall contain: (1) the name and address of all occupants 
permitted to use the fadUtiea at the organised camp and (2) the dates 
of arrival and departure of each occupant using the facilities at the 
orgsnisad cas^* 

(continued) 



140 

ERLC 



VHSSOSUa. BEAL1H, FIBST AID, AKD MEDICAL SERVICES s Mimical Records 
TrMtM&t Logt Cop RttgistMs and Rsportfi (Including Reporting 
OttUiruks o£ CoaBuoicablo Dlseam} (eontinusd) 



(continued) 



Tt&e op«rAtor shall infom hluelf of the State Lsn and Regulations 
relative to tbe reporting and ccmtrol of cooounlcsble disease and shall 
cotaply in full with said lara mA regulations* 



Wlsconala 



The cmp health supervisor shall keep availabla the health certificates 
ssui health historiee of each cssqper and staff naxabar together with a 
Iwalth record that lists date, n&sa of person, allasnt, imd treatmnt 
adsinla tared. 



Notes Records should be kept for the period of tloe - self led in the 
etatute applicdi»le to the situation and as long as required by the 
ineumce carrier or other concerned person. 

Register. A record containing the names of all caap occupioits shall be 
Mdntained. Caaq^ers shall check in upon arrival. 



/ ^4 4; 



PEtSQiUL HS4LIH, FIBST AZD» AND KEDICAL SSmCESi Aceldut «ad Xllnus 



Sm Slt« and FmetlitlM: Sit« LocAticm*<-G«iMir«l Locitioa tad Adtquata 
Spmes 



Blttt or wounds should be vMhed isuedlately with aoi^ Md water nd 
e phyeicim contected for further advice. 

Sm Frogrwa Safetys IdAtiflcation aad MlnlTntgatioa of Hasarda 



Arkaiteaa 

CoiOCTdO 



Soe Progm Safety s Id^tlfleatlon and Mlal^ution of Baaarda 



See Program Safety s Supervision of Aetivitiea 



Sm Panooal Eealthi First Aid, and Medical SarvlcMi Health Supervision 
and Qualified ae&lth Superviacr 



MMMChfuaatta 



Sm Prograa Safety; Identification and Minioisation of Haaarda 



See Site and Facilitius Sit2 Location--<-General Location and Adequate 
SpaM 



HionMota 



Sm Site and Facilities t Site Location-*-G«neral Location and Adequate 
Space 

Sm Site and FacllitiMS Site Location — General Location and Adeqiutte 
Space 



Sm Frograxa Safety s Identification and Minimisation of Haaarda 
See Site and Facilities s Site Location-^General Location and Adequate 
Space 



Nfw Haggahire 



Saalth and Safe^ Care of Ciaapers* 

Ohaervance hy camp directors ia urged of the following health and aafety 
program, to be carried out by camp phyaicians, nuraes and counselora ea 
nay be appropriate to their rMpective dutlM. 

(1) Make a conflate physical examination of each child upm hie entrance 
to and exit from cas^* Make other examination when necessary. Hecord 
thla and following pertinent data on an appropriate filing cardt 

(2) Take temperature of each child upon admission » thence daily for ten 
dayat to recognise early manifeatationa of contagious dlssMe* 
Temperature ehould be taken at rest period. 



(3) imoMdiataly upm admiasion make an examination of the threat » akin» 
and feet. This may avoid the spread of contagioua diaeMs of 
athlete *s foot. 



(continued) 
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ns^mi HEALlfit FIHST AISp ASB MEDICAL smXCESs Aoetdtsit mi XUiiMS 
TtMtaaMat nd Fravftntlcm (eositlixwd) 



Nfw HwpihiM (4) ftelgh all eaqtarfl mvmvy tm VMka «s an Indsx to th« rMuIt o£ 

(eixitlssiiij activity* 

(5) Isolata all caapars vfao prmarat a tei^paratura of 99. or abova. 
(aagulatioa 14(f)). 

(6) Haka a daily axaalnation of tba throat for tha flrat tvalva daya 
of tba aaaam. 

(7) Saatrlct diving for thoaa easspora who hava a ainua inf action* 

(8) Counaolora to raport aach coming ralativa to condition of eampara. 

(9) Maka a liat of all caapara i^ raport to tha infirmary. Kaap 
racorda of iUnaaaaa and injuriaa. 

(10) Raport to athlatic diractor aftar braakf aat all thoaa vfao ahould 
ba raatrictad in thair activitiaa. 

(11) Study thm nana of f^ aanmd to tha ehUdrui and ba aaaurad that 
thla indidaa tha propar aXa&anta in diet nacaaaary for growth* 

A propar dtat^ ad^uata in quantity 9 ia of tha utaoat isaportanca. 
Any avldmca of C4Bsqp sanagasanta failing in thla raapact vill hm . 
daaMd ground for danial of a lic«iaa mother aaaaon. 

(12) Study all phyaical activitiaa in ralatim to fatigua. ftraaobar 
that fatigua ras&dara tha child is»ra auacaptibla to diaaaaat aecounta 
for loaa of appatita and vaight, and irritability. 

(13) (^va no aanss. particularly tatanua antitoxin, without conaulting 
paranta or fvally phyaician ralati^ to tha poaaibla axiatanca of 
allargy in tha child. 

(14) Kaap in tha Infirmary a liat of tha pravantiva Inoculatlona which 
aach child haa had (from pra*-ca&9 axa&ination raeord). 

(15) Bagularly impact watar aupply, toilata, and kitchan. (Saa 
ragulationa govamlng.) 

(16) Study paratmalitiaa of casspara in ordar to ba praparad to diaeuaa 
vitb counaalora paychological problaoa ariaing. 

(17) Eaquira eouaaalora to raport coneaming tha daily functiona of 
aach child. 

(18) Study caiqp grounda and watar front coneaming aafaguard agalaoat 
accidanta. Thla Includaa lighting of latrlnat» boat wharf 1 and 
patha uaad by childran at night. Xnvaatigata for atussbling haxarda, 
roota, mi atonaa* 

(19) Xnatituta a aariaa of talka to caapara and counaalora on tha 
following aubjacts: 

(a) Firat aid in caaa of drowning, cuts, hafiiorrhaga« and £racturaa« 

(b) A haalth prograa to Includa talka on food, cara of bowala, 
Mthoda to pravant apraad of raapiratory inf action. 

(c) In cas^a for oldar childran, thoaa in thair tattia, talka cm aax 
hygiana will prova of valua. Thaaa talka muat ba givan to 
amall gz^upa only. 

(contlnxMd) 
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PESSOtlAL HEALTH, FIBST AiP, AND MEDICAL SBRVICKs Acddtnt «nd iXlmss 
TrftAtatnt tad FM^mntion (continutd) 



Bw Hnpifairg Esalth Su&RestionB for Co^mselprs 

(coatlnuftd) 

(X) Your parsTOAl byglmft: 

Safeguard your cnm haaltfa. 

Eat %rell. Aasure yourself a proper mount of sleep. 
Wash hands before each seen. 
Avoid undue fatigue. 

(2) Concerning the children under your cares 

Study the physical, nervous, and psychological constitution of 
esch child. 

Keep their feet dry. Have then wear rubbera in the early morning 

dew end on vet days. 
Supervise their clothing, depradent iq;^ the waattwr. 
Make certain each child has regular bowel function. 
Report deny and indispositicm, respiratory infection, appearsnce 

of a akin raah, injury hovever sli^t. 
Encourage cis^ers to rsiK»rt eny indisposition. 
Avoid fatigue of cas^en. 

When svay fro® cas^ investigate water supply and type of tailk 

served to children. (Regulation 18.) 
Expose children to sun gradually. Blondes bum easily. 
Encourage short rest periods before laeals. 
Do not allow children to go without shoes. 
Report psychological probleas to cas^ director. 

Do not allow children to sit lOsout in %^t bathing suits or clothing 

on cool or rainy days. 
Avoid excitement just before children retire. Eliminate exciting 

bedtls^ stories. 

Suj^^ested Healdi and Safety Items To Be Checked by Csap Managaaents^ 
Check daily: 

(1) General health of each camper. 

(2) Health end cleanliness of food handlers* 

(3) Record results of residual chlorine tests of water. 

(4) Check labeling of milk containers when received. 

(5) Spacing of beds and ventilation of aleeping quarters. 

(6) Temperature and cleanliness of milk end food storage. 

(7) Cleanliness of toilets; privy seat cover kept closed. 

(8) Buried garbage cos^letely covered. 

(9) Cleanliness of kitchen equipment. 

(10) Cleanliness of grounds. 

(11) Note if flies in kitchsn, dining i^om, or around garbage cans. 
Latter properly emptied and cleansed and kept covered at all times. 

(12) Adequacy of supervision of bathing and use of boats. 

Check weekly; 

(1) All screening. 

(2) Medicine chest and kit supplies. 

(3) The development of any fire hasard* 

(4) Accuracy of reaidtutl chlorine tests. 

(5) Adequacy of supervision ssid safety eqtilpment and stamina of campers 
in connection with hiking. 

<6) Condition of privies; whether fly-proof below seats. 
(7) Condition of chemical toilet system. 

(continued) 
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FEBSONAL HEALTH » FIRST AXD» AND KEDICAL SERVICES Accidut «ad IllnuB 
Trsatant and Fnwatlcm (ccmtinMd) 



H€W Haa^»hlf (8) Condition of vsIIa, top wattr-tli^t and pui^) tl^t in cov«r. 

(^tiAwdJ (9) RoaovAl of exctttta froa privies* 

Ch«ck Bontbiy: 

(1) Maintsnance of potting of reqtilred noticM. 

(2) Stock'of clMttlcAlfl for VAtur and amaga tra&tnent* 

(3) Monthly raport to tha W&tat Supply and Pollution Cmtrol Cosoiiasion 
of vat«r trantaant. 

(4) Eacord ruulta of physical axasainationa of cmpera (tha latter 
preferably aede of tener than laratbly) . 

Annually, tefore caop opena: 

(1) Have effected any requlrraenta of Water Supply and Pollution Cmtrol 
Cooaiaalon pertaining to critlciatBa aade during previous aaaaon — 
eapedelly Indualve of any required l^roveaanta in water supply 

or acvage dlaposel. (Annuel analyala of water aupply unneceaaery 
If prevloiw teata and inapectloos have uniformly denoted good 
quality md adequate protectiim.) 

(2) Recharge and check operation of fire extlngi&lshers. 

(3) New aiqppliea of reagents and color standards of residual chlorine 
teats* Xnaun that teat equipaent la In order* 

(4) Sttpply of chlorine or hypochlorite. 

(5) I^pth of aludge In sewage tank (repeat at end of season; tank should 
be clemed If necessary), 

Cicaper's Physical Examination 

It is recomMnded that this form include spaces for recording data taken 
from the pre-cffisp exasdnation i^cord» also that the foUcving be 
recorded on entrance and thereafter periodically during the stay in 
cas9>< 

Age at examination (Years and months) 

Weight 

Height 

Tei^pferature 

Keck 

Chest : Girth expanded 
Waist 

Biceps: Right left 
Calf: Right left 
Nutrition (Good, fair, poor) 

Skin (Cuts or blisters, Is^etigo, scabies, nits, athlete's foot) 

Ears, eyes, nose, mouth (Infection) 

Allergic tendencies (Hay fever, asthma, etc.) 

Heart (Enlargement, murmtr) 

Hernia 

Other findings 

General estimate of health (Good, fair, poor) 
Special Health needs 

*This and the topic following, essentially as recommended by a well 
known physician casop director and member of Camp Committee of the 
American Academy of Pediatrics. Although designed more especially 
for those cassis which have resident physicians, Chis program oi;ght to 
be observed by all camp managements substantially as here presented. 

(continued) 
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rnSOKAL EULTH, mST AS&» m KEDlCiL SEEVIO^s Acei4iiit tad Xlluss 



;«y Hwhlrii ttem "^A Qtsek LiJit for m Hulthy Cmp*** by Andrtu AllUt 

,«mtlJK^ r^An ^ Tork Stmts Buraau of Cmp Sanltfttioa, m publlihfti in 

"^CufiSig World.*' 

Psogrm Safety i Spodal Progroa ArMt«>-*€tria&isig 
Sm ?orgK^M3. HMlthy First Aidf Htdlcal Str^esos Scrtoniag (Oa 

Sltm fiid Ezduflloii of nMiiiiinTi ilil w DIamba) 
Sm S«alt4ti<ms IsiMct« Vioodg «d Kodoat Cootrol (V«otor (kmtrol) 
Sm Primitive Cmpiaf «&d Out««f«K:^ Tripat CMaral 



gg my 

Saw York 



Sm Sita aad Fadllfciaat Sita Loeatioo-*-»Oaiuiral Locatioa md i^quata 



Sm Pa»oaal ^alth^ Firat Aids aad Mtdical Sarvieaat Baalth Si^arvifion 
aad Qualified Health St^erviaor 



ICeisiaaaae 



8m Site aad FaeilitlM: Sita Loeatl«:i— Draiaaga 



See Site aad FacilitiMt Sita Loeatioa— •Gaoeral Locatioa and Adequate 
Spaee 



See Site aad Facilitiaai Sita LoeatiaEi-*-Ceaeral Location aad Adequau 
Spaee 



See Site aad FacilitiMt Site Locatioa— Gaaetal Location aad Adequate 
SpaM 

See Site end Feeilitieas Site Locatim— Dtaiaaga 
See Peraoaal Bealth^ Firat Aid» aad Htdical Sarvieaas Accident aad 
IllnMa Ttaataaat aad PrevMtion 



)lfp et Virain^ Sm Site ind FacUitiu t Sita Locatiro — Ganeral Location aad Adequate 

Space 

Sm Prograa Safety $ Xdeatificatioa aad MlaisHsation of Basards 



Wiaconaia It ia reeoMaaded that each cMper aad ataff wnbar ha>^ at laMt one 

hour of reat during tiie d«y» prefarebly efter the noon caeals frequeat 
chaapMi of dothiag^ Mpaclally uadetvear and iocka be ancouragad; 
tulM daily bruahing of tar^ and hand nuhing before saaals and after 
toiletiag be encoura^df and bedding be thoroughly aired and /or auonad 
at laMt once a veek* 



146 

'43 



fU^ML nSST AZDp tSD MEDICAL SBRTZGIS: First Aid— 

n»t Aid JrftiAisif nd Csrtlileatira 



At iMtt OM atmif nub«r o£ sach ruldsot cop atisXl h«va cooplstsd ca 
iterleia 8*d Cmm c^utm in fine aid or Its siiulVAlanty ind all 
BtMtS mmmbmn shall havi a basic kaovUd^ of wasurss to follow ia 
ths svnt of haslth assrpaiolu. 



XdsaU^ all staff T&nbsn should eraplsta a eourss In first aid. At 
laast i»a smbar of tba ataff should co^lsts slthsr sa advaacad first 
aid eoorsa offavad by tha Aasrleaa Sad Cross or tha PrlAasy Easrgsncy 
Msdleal Ta^mlclaa o^utm aa cartlf lad by tha Arltona Dapartorat of 
Public Safaty. 



California 



Adaquau first aid facllitiaa ahaU ba provl&d» and thm csasp parsoimal 
ahall Ineluda parsms coopataat to randar first aid. 



Cou&salors shall posssss toioastrsMd e^atan^ to auparviaa safaty 
of e«^p actlvltlas* All Mtmsalors shall havs baan tralnsd la tha 
principles of first ald« 



Saa Prograai Safaty s Suparvlsion of Aetlvitias 
Saa Parsonal Eaalth, First Aid* and Msdleal Ssrvicass 
and Quallflad Baalth S^rvialon 



Baalth Supervision 



Saa Paramal Saalth, Flnt Ald» sad Midical Sarvicaat Haalth Supervision 

sad Quallfi^ Baalth St^rviaioa 
Saa Traaaportatlons Fits, First Aid, and Biasrgsney Equipsasnt 



Coayactleut 



Saa Faracmal Baalth» Flrat Aid, and Msdleal SsrviMa; Haalth Supsrvition 
and (^lallfiad Baalth St^rviaion 



Palsw^ara 

missis. 



Special cassp personnel shall bs trained in firtt aid laithods. 



Saa Parsonal Baalth, First Aid^ and Medical Services t Haalth Supervision 
end Quelified Haalth Sitparviaion 



Baaidantlal caaps ahall hava a parson holding an Asasrican Sad Cross 
Standard First Aid and Personal Safety Certificate or its equivalent 
m site timnty-four (24) hourt a day vbile tha caa^ is in sssslon. All 
othsr esBps shall have a person holding, as a fidnimuRi a Firat Aid 
Coarse Certificate froo the Aaerican !ted CrMS or ite equivalent on 
site vhlls cssp is in saasion. The certificates shall be made available 
for axsBination upon raqueet of mx authorlcad agent of tha daparttasnt. 



Saa Frogras Safety: Special Frogrsa Araai~Svi8ialng 



First alder nay be ussd as hsalth supervisor for day, troop, or travel 
caapf 

Saa Farsmxal Baalth, Firat Aid, and Medical Services s Hsalth Supervision 
and Qualified HealUi Supervision 



ERIC 



FE&SOHAL HEALTH, FX&ST AID. AND KEDXCAL SERVICES $ First Aid*-- 
First Aid Training and Certificatim (eontlnuad) 



Minnaaota 



Sea Parscmal Haalth, First Aid, and >fcdical Sarvlcea; Health Supervision 

and Quallflad Health Suparviaicm 
Sra Pawonal Health, First Aid, and Medical Services; Infinaary, 

Easrgeiicy Eqiiipiaent, and Flra for IsoXaticm 



HigSiBfliOTi 



See Personal Health, First Aid, and Medical Services: Health Sv^ervision 
and Qualified Health Si^ervlsion 



Hew Haa^shire 



Someme, either the ctf^ manager or an einployee designated for this 
purpose, in the caisp at aU tisiea, who is especially trained in first 
aid service, such training to be given by the American Red Cross in 
the advanced course in first aid, or its equivalent. 



Hew Jerse3g^ 



See Perscsial Health, First Aid, and Medical Services s 
and Qualified Health Supervision 



Health Supervision 



Hew York 



In addition to the health director, the nuislier of staff mes^rs who 
are required to possess at least a current Standard First Aid md 
Personal Safety Certificate issued by the Axaerican Red Cross or its 
equivalent acceptable to the State Coiseiissioner of Health shall be a 

yirfri'ttMn^ of one p^r 200 csi&pers« 

See PersOTal Health, First Aid, and Medical Services: Health Supervision 

and Qualified Health Supervision 
See Primitive Casaping and Out-of-€amp Trips— Staff Qualifications and 

Ratios (Trip Leaders) 



North Carolina 



See Personal Health, First Aid, and Medical Services: 
snd Qualified Health Supervision 



Health Supervision 



Rhode Island 



A professional nurse or a person especially trained in first aid service, 
designated to z^dar first aid, shall be in the cAsp at all time. 
First aid training shall be that given by the American Red Cross in 
the advanced course in first aid or its equivalent. 



South Carolina 



See Personal Health, First Aid, and Medical Services: 
and Qu^ lified Health Supervision 



Health Supervision 



Tennessee 



At least one staff taaober of each organised cassp shall have coiapleted 
an Aa»rican Red Cross Course in First Aid, and all staff nesobers shall 
have a basic knowledge of measures to follow in the event of health 



eaergencies: 
requireffisnt. 



Provided, that priiaitive caaps oay be exsBspted from this 



Teicas 



West Virainia 



See Peracnal Health, First Aid, and Medical Services: 
snd Qualified Health Supervision 



Health Supervision 



A person having approved first aid training shall accoi^jany groups away 
from the organised caop on out-of-door camp activities t 

(continued) 
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FEKSONAL HEALXHt FIRST AID» AND MEDICAL SEBVIC^: First Aid— 
Fine Aid Ttmlaiog md C«rti£ic«ticm (centlnxtttd) 



Vmmt Vtrginla Sea FrjUaltlvt Csaping mA Out-of-Cmp Trips: Health, First Aid, and 

Safmty 

Wiseoaain Sm Farsonal Haalthp First Aid^ mxd Medical Services; Health Supervision 

aad Q\iall£lad Health Superviaicm 
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FIBS(»AI« BEALfUi TIlffiT AZDp AHD MEDICAL SERVICES s Flret Aid' 

First Aid SuppllM 



8m Pftrtim«I HsAltht Flnt Ald^ cad Midleal SarvlcMi 
First A^ Xrslnlag lad Csrtlflestlon 



First Ald~ 



ColoCTdo 



moimm first sld squl^Mat shall bs t&slmtalnsd md propsrl^ stoxsd 
not secssslbls to diUdna. 

Each cov slisll hsvs ttm foUovlag tafriltstm first sld su^pUss fot 
out«of*csaBp tri^ss (s) sosp; (b) bsad-slds; (e) stsrlls gssiss squsrss; 
(d) sdhsslvs tifss (s) sbsorbsnt eottmi (f) eottoa tlppsd sppXicstorst 
(S) tragM dsprsssoni (h) bsadsgs scissors; ssid (1) tvssesrs* 

Ths esqp shsU hsvs first sld squlpasat 1q ths 16 imlt or 24 uxtlt First 
Aid Kit dMerlbsd sad rs^nradsd la ths Asisrlcsii i^ed Cross First Aid 
Msauslp Fourth Edition , pp, 188 «id 189 or conpsrshXs kit, 

Sss Frogrsa Ssfstyt Spselsl Frogrsa Arsss— Horssbsek Riding 



Coans€tlot4t 



First sld squipont sad suppllss shsU bs spsclfisd by ths ussf 
physlclsa la his stsadlag ordsrst 

Sss Fsrsonsl Rsslthp First Aid, sad Ksdlcsl Ssrvicdss Hsdlcatioa 
Stoisgs sad Dlsburssnsat 



Pslsysrs 



Adsqusts first sld suppllss shsll bs s psrt of ths squlpsasat of $11 
csq^s sad shsU bs plslaXy msrksd "First Aid." Thsss st^pUss sbsll 
bs locstsd la sa sssUy seessslbls plscs sad bs rssdy fot issasdlsts 
uss» 



Illlxiols 



Flsit sld fsdlitlss shsll bs pro^/ldsd sad rssdUy seessslbls for uss 
St sU tiAss. Such fsellltlss shsll bs squlvslsat to ths IS-niait first 
sld kit rsccomadsd by ths Aosrlem Bsd Cr^Sy sad provldsd ia s rstio 
of oas (1) psr fifty (50) psrsous. 

Sss Frogrsa Ssfstys Spsdsl Frogrsa Arsss^Svimiag 



It^lsas 



First sld sq^ti^asat shill bs provldsd by ths opsrstor, psrslttsSf or 
Isssss of sll orgsalrstloasl or rssldsatisl coips sad rssdily sccssalbls 
for uss St sU fiiass. It shsll» ss s alalsuaf bs squivslsat to ths 
slxtssa (16) unit first sld kit rscoansndsd by ths Aasrlcsa Ssd CrosK^ 

iPlrst sld suppllss ihsXX bs svsllia>ls to stsff la sll esaps st food 
ssrvles opsrstloasy sll progrsa srsss, ia aotor vshlelss us«d for 
^rsasportiag csapsrs^ sad offlcs asiatsasacs arsss. Ia sddltloa, 1& 
prialtivst cravsl^ sad trip ccaps« first sld supplis^i shall bs resdlly 
avallabls to staff sa routs. 



ERLC 



Sss FsrsoaJl Hsslthi First Ald^ sad Hsdlcsl Ssrvlcsss 
Sasrgsacy Equlpasat^ sad Flsa for Isolatlor. 



Xafiraary, 



Ksatucky 



Adsqusts first aid supplls<i ^ad squlpasat as dsslgastsd by ths physlclsa 
oa csXl shsXX be Xocstsd %- ..jLn ths ca^. 
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?ESSCHil fiSALIH, nSSt AID, AND KSSIOI smiC2St Flrat Aid 
First ddd SuppXiai (coneisuad) 



A stTotch^r, «n4 « fully tqulppai Red CTOi« ttfiadtrd 24 mlt flrit ©Id 
kit I. or »quiv«lftnt, shall h% avallabU &t all timB, 

Sm Progrftsa SmCtty: Spteifil Fregrm Ar«M~Svlmln8 

A ftuffidimt uusiimr o2 fl»t did kita so m to bs »vftll«bl£ to idl 
fitE£f ftll r«ier«iitloix#l cmss^s food servicA opsrati^ip all fXQgtm 
erMii i» »otos^ vthiclofit «ad of£lc« aaiQt«n«eic« «roM. In additiou, 
fiwt Aid kits iNi r«4dily ivslUblt to staff an souta. 

Kite ihAU induda at laasti 

(1) Soap (Soxi]?a^{u»etd) 

(2) Stariia gauaa squa^as 

(3) Co^praaaaa 

(4) Adhftsi^a ti^ft 
is) B«adaga aeiaooirs 



(6) Bollad bttdagaa 

(7) V^m^tu 
CS) ;?i«&sular bandagaa 
<9) Antlsaptic aolutica 

(10) A eharp proba 



Tha folIoiTlag aqulpaaat shall ba raadily avaliabla at aach pamansnt 
cjsipsitai 

(2) Eya eop 



lafitaaiey bas fi^st aid aqulpsHmt mi taadicAl supplias. 



8aa Parsoaal Haalth, First Aid, and Hsdicfil Sarvicasj Infiroary, 
Smrgasicy Bquips»s\t, and "Sim for Isolation 



Missi,cslppi 



first aid fisppliao shall ba available to staff ia ail youth cjssps at food 
ssrvloa opatatiCRs, program araas, in »otoz vthidaa, offiea jEaiatananca 
lira as, and on outings. 

Suppliaa should ba arr^i^gad so that tha dasirad itaa cm ba found 
quickly vithout us^acking the antira packa^a. 

Matarial should ba vrappad so that unusad portions do not bacoma 
contdoainatad throu^^ handling. 

Kits should iiicluda provisions for tha araa in ^ich camping is bsing 
done* 



Sabraaka 



Sa« Parson&l Health, First Aid, and Medical Sorvicss: Infirmary, 
EMtgoncy Equlpoant, and Plan for Isolaticm 



Hatp Engg&shira At all regularly catablishad camps there shall bes A first aid cabinet 

] f«hich shall ba kept at all tiisaa fully equipped* A atratchar kept naar 

such cabinets A first aid bag which shall also ba kept fully equipped 
^ and available for esergancias distant from the cebinet. 

It is recaaBanded that tha first aid cabineta md Uts include the 
: fuUoifing item&* In addition to the cabinet kept at camp and vhich 

(continued) 
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PERSONAL HEALTH, FIRST AID, AND MEDICAL SERVICES: First Aid- 
First Aid Supplies (ccmtinued) 



Nsv Hmpshire 
(contioued) 



ta«y b« Biore elaborately equipped, a ssuiller kit or bag, to contain the 
taorvt isaportant emergency iteas should be carried in camp cars and on 
hiking trips* (Regulations 14, 18.) 

Sterile gausee coi^resses 

1 indi adhesive coiqpresses 

Adhesive tape, 1/2 inch 

Roller bmdages, 1, 2, and 3 inch 

Sterile gause, 1 yard pacVages 

Triangular bandages, ^ inch squares 

Bum ointioant 

Tweezers and scissors 

Tourniquet 

Hilk tincture of iodine, 2% 
ChloraadLne tablets 

Arcmatlc spirits of assaonla, asamonia Inhalants 
Castor oil, in sitell tubes 

Calaiaine lotion (for ivy poisoning and browntall moth irritation) 
Drinking cups (folding paper) 
Handbook on first aid 



New Jersey 



See Personal Health, First Aid, and Mgidical Services: Infina^ry, 
Eowrgency Equipment, sad Plan for Isolation 



Hew York 



All caxsps shall maintain an equipped first aid cabinet with contents 
appropriate to the size and activities of the can^, together with 
telephone service and an emergency comauaication^ aystem. 



North Carolina 



See Personal Health, First Aid, and Medical Services: Health Supervlsicst 
and Qualified Health Supervisor 



Ohio 



Oregon 



All operators shall maintain sufficient firat aid supplies that comply 
with Red Cross standards or those of other organizations with equivalent 
standards* 



Org^izational caaps shall provide sufficient first aid supplie 
to tsake such supplies available to all cas^ staff* 



a so as 



PeBnsylvania 
Rhode Island 



See Progtaa Safety; Special Progrssi Areas — Swlflaalng 

A Red Cross standard 24-unit first aid kj.t, ot equivalent, which shall 
be kept at all tiaaes fully equipped, md a stretcher. 



South Carolina 



A Red Cross standard 24-unit first eld kit or equivalent readily 
available md fully equipped, and a stretcher. 



See Priaitive Cuaplng and Out-of-^Caop Trips s Health, First Aid, and 
Safety 



ERLC 



is: 



PCTSffltft SBALIH, FXUT AID* AKD MBDXC^ SERVICSS: First Ald-*- 
nxat Aid S\q»pliM (cratlnu«d) 



Viacoiuiln 



Firat Aid £acllitlM approved by dia Health Officer shall be oaintalned 
Md readily available at all tinea for eaergeac; treataent of isijured 
peraou. 



Adeqtsate firet aid auppllee shall be provided. 

See Frogran Safety s Special Fragraa Areas — Svi&saisig 
See Primitive Cashing aad Out-cf-C«p Trips; Health, First Aid, «id 
Safety 
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PSBSOHAL BEALIH, FISST AXD» AND MEDXC4L SERVXCESs Hft(!icaticm 
Storage ttid DiabuTMSttat 



Colorado 



Tte glviag or application o£ siedicatioa» providins dietary aupplesiBnts » 
sMking apacial variat^ of diet, aad carrying out special medical 
proMduraa, shall t»e dcma only on vritten order or prescription from a 
doctor to the parents or center irtiich specifies time, intervals of 
dosage » aaounts, etc. 

Hsdications prescribed for an individual child shall be kept in the 
original container bearing the original phansacy label, which shows the 
preacription nusdHir, date filled, doctor's name, directions for use 
and the child's nasae. When no Icmger needed, laedication shall be 
returned to parents or destroyed. 

Medications and drugs shall be locked and kept out of reach of cafiq»er8« 

Sn Frogrsa Safety: Handling and Storage of Flssmable Liquids, Poisons, 
and Ch^nicals 

See Personal Health, First Aid, and Medical Services: First Aid — First 
Aid Supplies 



(kau^cticut 



Only non-prescription drugs available in stock containers. Prescription 
drugs cmly on individual prescription **unless locked and in sole ciistody 
of a physician. Proof of use records as required under Sect. 19*-461 of 
the general statutes shall be kept by the physician." 



Kentucky 
Maine 



All prescription drugs shall be kept in a locked cabinet or container. 



All medications brought to caop by caa^rs shall be kept locked and shall 
be administered by the casp health supervisor as prescribed and a 
permanent record thereof be maintained. If narcotics are in medications 
they shall be kept under double lock. 



Hsssachusetts 



Medication prescribed for casqiers or staff members shall be kept in 
original «mtainers bearing the pharmacy label which shows the prescrip- 
tion number, date filled, physician's name, name of medication, direction 
for use, and the patient's nama. All medications shall be kept in a 
locked storage cc^artssttnt mi distributed by the health supervisor. 
Uhen no longer needed, 8»dications shall be returned to the parents , 
staff mes4>er, or destroyed. Medication brought from home shall be 
dispensed by the person responsible for the health program only after 
written orders from the caiqpers' physician and the written approval of 
the campers' parents and csmp physician. 



See Program Safety: 
and Chaaicals 



Handling and Storage of Flammable Liquids, Poisons, 



Mississip pi 



Madicationa prescribed for campers or staff members shall be kept in the 
original containers bearing the pharmacy label which shows the prescrip-^ 
tion nusd)er, date filled, physician's name, direction for use, and the 
patiant'a nasaa. Medication shall be administered under the direction 
of health supervisor or adult supervision. When no longer needed, 
msdicationa ahall be returned to parents, staff mesd)er, or destroyed. 



See Frogrsm Safety: 
and Chemicals 



Handling and Storage of Flsxomable Liquids, Poiaont», 
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PERSONAL HEALTH, FIRST AID, AND MEDICAL SERVICES: Medicatioa 
Storage and Dlsburstsasnt (contiQued) 



Hebraska 



See Program Safety: Hmdllng aad Storage of FlasamabXe Liquids, Poisons, 
and Chaalcals 



New York 



Unleea waived In a specific instance by the permit issuing official, 
all narcotics and taedicatlons shall he stored under lock and dispensed 
only under specific directions of a licensed physician. 



Rhode Island 



Sae Frograa Safety: Handling and Storage of Flassaable Liquids, Poisons, 
and Cheoicals 



Texas If a child la taking a prescription dedication whan he reports to camp, 

the medical staff shall place that medication along with the child's 
name, dosage, and frequency in a lockable cabinet or other secure 
location which ie not accessible to campers. The medication shall be 
administered by the medical staff only, and at no time will the child 
be allowed to self-adminiater the medicatira. 



Wiacwisin 



All Qkedications brought to camp by campers or staff shall be kept 
locked and shall be administered by the camp health supervisor as 
prescribed with a record of treatment maintained. 



mSOKAL HEALTH, mST AZS, i3B> WDIC3AL SERVICSSi HMltb and Accld«nt In»ur«ac« 



Saw jaraay Liililllt? cawragt iImII ba carrlad by th« e«ap. 

H«H Yorit In tuition, tli« cMp shaU asraat* ««f tha availablUtT o« ^^^i^' 

^ gnd haalth iMuraaea ac a riai— of $1,000 for aeddanta a&d $300 for 

illaaaa for aach ataf f aMdiav md cMpar. 
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FEBSOKAL HEALTH. FIBST AID. AHD NEOXCAL SEEVICESs BsMrgmicy Transportation 



Colorado 



Traaaportatlon shall b« availabla at all tioes for uae in case o£ 
«aargancy« 

Sm Frogr«a Safety s Eiaargancies and Evacuations^Emergency Procedures 
and Training 



Illinoia 



Tranaportaticn shall be available for es&ergency use at the youth canp 
at all tlBss. 



Transportation shall be available at all times in the event of an 
eaerf^cy. 



Maine 
Haryland 

Massachusetts 

Michigan 



&iergency transportation shall be available at all tio^s. 



Trsnsportation shall be available at all tioes for use in case of 
esser^ncy. 

See Program Safety: Emergencies and Evacuations — Emergency 

Procedures and Training 

A ^^»hicle in good running (midition shaU be available at all tioes for 
use in emergency situations. 



Minnesota 



See Personal Health, First Aid, and Medical Services: Infiraary, 
Emergency Equipment, and Plan for Isolation 



Mississippi 



See Prograsi Safety: Emergencies and Evacuations^Esaergency Procedures 
and Training 



Nebraska 



Transportation shall be available at all times for use in case of 
ewrgency* 



Ney Jersey 
Oregon 



A vehicle in good running condition shall be available at all tiiaes for 
use in emergency situations. 



All organisational casips shall provide exnergency transportation* 

Where esaergency transportation does not include an on-site vehicle, 
a specific plan for emergency transportation shall be on file in the 
organizational cai:^. 

See Program Safety: Emergencies and Evacuatlons*-**Emergency Procedures 
and Training 



Tesas 



See Personal Health, First Aid, and Medical Services: Arrangei^nts for 
Emergency Care (Hospitals, Clinics . . «) 



Weet Virainia 



Transportation shall be readily available at all times for use in case 
of emergency. 



Wisconsin 



Emergency transportation shall be available at all times. 
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IV. SITE AND FACILITIES 



Developnient Plan Approval and New Construction Approval 

Site Locati<m 

General Location and Adequate Space 

Drainage 

Access 

Facilities Design 

Site and Facilities Design 
Heatings Electricity, and Plumbing 
Playground and Recreational Equipment 

Fire I^sign and Materials ua 
Fire Exits and Alarm Systems H 



Svifmning 

Natural Swim Areas 

Pools 
Archery 
Ri fiery 

Horseback Riding 



Special Program Areas and Facilities 



Shelters for Living and Sleeping 

Living and Sleeping Quarters I^sign and Location 
Adequate Separate Beds and Separate Sex 
Beds 9 Bedding, and Towels 





SITE AND FACILITIES: DevelopoBut Flan Approval and New Construction Approval 



Ali^Ma Any i^rson or persons cont&:q>latlng construction, alteration, addition 

to, or changa In tha construction of any cai^ shall, prior to the 
initiation of any such construction, subalt to tha Health Officer a 
plot of the proposed camp, additions, alterations, or change in con- 
struction which shall show: Area and dimensions of the site; property 
lines; the ntsaher, location, and dimensions of all travel trailer 
spaces 9 truck coach or camper spaces, tent camper spaces, and tent 
sites; the number, size, type, and location of all pensanent and/or 
smi-*peraanent structures and facilities; the location of any prlvately- 
develojNid water supply and sewage disposal system; the location of 
water and sewer lines; the location and width of roads. 

In camps where central food preparation and fo<^ service buildings are 
plannad, plans and specifications shall be stibmitted to the Health 
Officer showing the kitchen floor plan, layout and type of «iulpment, 
storage area, rest rooms, dining area., and hot water facilities. 

In ci^s where artif lcally-*^onstructed swimming pools are contea^lated, 
plans and specifications shall be submitted to the State Health Depart- 
mcsit for review and approval prior to construction* 

Plana for development of water supplies which require treatment other 
than chlorination shall be submitted to the State Health Department for 
revlw and approval prior to construction* 

Plana and specifications for sewage treatment and disposal facilities 
which provide for surface discharge of effluent shall be submitted to 
the Alabama Department of Public Health for review and approval prior to 
construction* 

Plot plans and all plans and specifications shall be submitted and 
shall be to a scale of not less than 1"'*100** 

Final approval of plans by the Alabmim Department of Public Health shall 
constitute permit to proceed with construction* 



Alaska The construction of a new permanent type cai^ or the relocation of such 

an existing ca^ shall not be commenced until such time as the camp 
site and preliminary plans have been approved by the Commissioner of 
Health uid Social Services* 

Arkansas When a camp is hereinafter constructed, properly prepared plans and 

specifications for such construction shall be submitted to the Arkansas 
State Department of Health for approval before such work is begun. 



California Every building and structure shall be designed by a person, firm, or 

corporation accepti^le to the local enforcing agency* Exception: Tents 
and tent structures as defined in Section 30700*4 are exempt fiom the 
requirements of this section as well as buildings and structures that 
do not exceed twenty-five (25) feet in any lateral dimension and where 
such builc!lng or structure is not more than one (1) story. 

Approval of plans and specifications prepared in accordance with 
Section T17-*30720(a} shall be obtained from the local enforcing 
agency prior to start of any construction. 

(continued) 
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Callgoraia Bvary building or atructurc thall ba daaign^ and conatruetad in 

Ceoatlmiad} accordanca with tha applicabla proviaiona of Titlt 24, California 

Adttiniatrativa Coda and Saction 19150 of tha California Htalth and 

Safaty Coda. 

Bvary building or atructura to i^ich Stction T17^30720<a} appliaa 
•hall ba inapectad at raquirad during ita construct ion t Upon coiq»letion 
of conatructionp tha ptraon, fira, or corporation rasponalbla for its 
daaign. shall cartify in writing to tha local anforcing agancy that 
tha building or struetura waa, in fact, constructtd in accordsncs with 
tha approved plua and apacificationa tharafor. 

Nothing in thia sactioo shall prohibit the Stata Dcpartmant of Public 
Baalth or local anforcing agaocy, fraa contract log with ths Stata 
Offica of Architactura and Construction of ths Dapartnant of Ganaral 
Sarvlcaa or any private or othar govammantal agancy, for tha raviaw 
of daaign and i^rfomanca of inapaction of construction of easp 
buildings and structures, in sccordanca with tha provisions of this 
section t 



^^rida Each parson who is planning to construct or enlarge for occupancy or 

use a recreational or educational cassp or other csmp defined in thia 
chapter or any {Ksrtion or facility theraof, or to convert a property 
for use or occupancy as a caap eball give notica in writing of his 
Intsnt to do so to tha Diviaion of Baalth and tha teparta^t of Health 
and Rehabilitative Servicee et leaet fifteen (15) daye before the dete 
of beginning euch ^netruction, anlergmant of convaraion in sufficisnt 
detail for the health authority to deten&lna coioplianca with all 
ragulationa and tha nassa and mail addreea of tha paraon giving the 
notice and hie telephone ntssaber, if any. JJpon receipt of euch notice 
tha Division of Health shall smd pros^tly to the parson giving notics 
copiaa of the etete law and regulations issued thsraunder epplicabla 
to campe. 



Illittoia A panait to conatruct any youth cai^ ii^lch la laas than 50 percent 

cofisplete on January 1, 1974, ia required as sst forth in the Youth 
Caap Act, Saction 6t A permit la not raquirad to alter, eatand» or 
modify a youth camp. Rowavari the Dapartsant racommanda plans and 
spacifleatlona for any alteration, axtimsiona, or oodlflcatlona of a 
youth camp be aubmlttad for review for c rap 1 lance with provlelone in 
thaaa Hul« end Ragulationa. All plans and epaeifleatloaa eubmitted 
with en epplication for a permit to eonattuet shall bs drawn to seals 
and shall ba submitted In duplicate • Tha aaal of an anglnaar or 
arehiteet lleena^ to practice In Illi^ls shall bs on all aueh plana 
and/or epeelfieationa i^an required by the Laws of ths Stata of Illinois 
or when* et tha diecretlon of tha Department, such action Is nseassary. 



Indlama Any paraon or parsons planning construetion, addition to, or significant 

change in tha conatruction of any camp after these regulations bacoms 
sff active ahall, prior to the initiation of aiqr auch Mnatntctloa, 
submit plana, drawn to scale, to the SUte Board for review tmi approval. 
Thaaa plana mxmt ba cart if lad by a regie teriKl anglnaar or architect 
llcenaad to practice in the Suta of Indiana. 

Flans and apacificationa for eewage treatmmt and dlapoeel fecilitlaa 
which provide for aurfaca discharge of effluent ahall be eubmitted to 
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the Stream Pollution Control Board and State Board for review and 
approval prior to construction. Final approval of plana by the Stream 
l^llution Control Board and State Board shall constitute the state^a 
permit to proceed with conatruction. 

Coi^liance with all local laws* ordinances t rules, and regulations 
shall be accomplished by the notifier. 



Kentucky Any person or persona cont^lating construction, alteration, addition 

tOt or change in the construction of any permanent cas^ shall, prior to 
the initiation of any such construction, submit plans in triplicate 
to the department, through the local health department jioncarned, or 
any proposed camp, additions, alterations, or change in construction 
i^ich shall show: 

(a) Kama and address of owner or operator of camp 

(b) Area and dimension of the site 

(c) Property lines 

(d) A separate floor plan of all buildings and other improvements 
constructed or to be constructed including location and nus&cr 
of sanitary conveniences, including water closets, uirinals, 
showers, handwashing facilities and including a plumbing 
riser diagram 

(e) Detail drawings of sewage disposal facilities including 
written specifications of sewage plan disposal facilities 

(f) Detail drawings of water supply if source is other then public 

(g) The location and size of water and sewer lines within the cmp 

In camps where central fcKsd preparation and foc^ service buildings are 
to be provided, plans and specifications shall be submitted showing the 
kitchen floor plan, layout and type of equipment, storage area, restrooms, 
dining area all in accordance with the State Food Service Code. 

In camps where artifically constructed swimming pools are contemplated, 
plans and specifications shall be submitted to the Department for 
Natural Resources and Environmental Protection for review and approval 
prior to construction. 



Louisiana It shall be unlawful to construct, reconstruct, or maintain, or to 

begin the operation of, or to operate a House Court or Cas^ upon any 
public or private property, except as hi^rein otherwise specif lad; and 
it shall be unlawful to occupy for living and/or aleeplng purposes, or 
to reside in any as tebliahed House Court or Camp, without permission so 
to do from the owner or person legally in charge of the land upon 
which such House Court or Camp la located, or from the owner or person 
legally in charge of such House Court or Camp. 

It shall be imlawful for any person, firm, or corporation maititainlng, 
operating, or conducting any House Court, Camp, or Squatter Camp, or 
for any person residing therein, or any other person, to violate, or 
to contribute in any way to the violation of, any of the provlaions of 
this Code. 



Mains Before work is begun in the construction of a new Recreetlonal Camp 

or In the conversion of an eaiiftlng establislmient or facility to a new 
Recreational Camp, properly prepared plans shall be submitted to and 
approved, in writing, by the Department. If the Department fails to 

(continued) 
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raspond to such plans within a reasonable period of tii% (which shall 
not exceed sixty (60) days after receipt of such plan}, the provisions 
of this Section shall be waived. 



Details of infonaation to be submitted to the Department. 



Hichi^an 



Plana for new caaps or changes in existing buildings to be submitted 
for review by the Departt^nt» the fire aarshal division of the Department 
of Stat© Police and the county health departtaent. Approval for license 
baaed on racoissiendatlons of the agencies. 



Minnesota 



Plans and specifications covering the installation of new systems of 
pluabingt water supply and sewage disposal* or the material alteration 
or extension of existing systems of plumbing, water supply and sewage 
disposal shall be submitted to the State Board of Health for review and 
approval in accordance with Regulations 10873 and 10904 of the Board « 



Mississippi 



Submission of Plans 

1, Sanitary Facilities for New Camps and Modification of Existing Camps 

In accordance with applicable State and local lavs, ordinances, 
and regulations, plans and specifications for the construction, 
reconstruction, or extensive alteration of any plumbing system, 
water supply, sewage system, garbage or refuse disposal system, 
kitchen, food service, or dining facilities, Bwimming and/or 
diving area at any residential camp shall be submitted to the Board 
for review, at least 60 days prior to the initiation of construction, 
to be returned by the Board within 30 days. 



2. Camps on New Sites 



a. In accordance with applicable State and local laws, ordinances 
and regulations, plans and specifications for the construction 
and operation of a residential camp on a new site should be 
submitted to the Board for review at least 60 days prior to the 
initiation of construction and shall contain at least the 
followli^ infonaation: 

(1) Kama and address of owner or operator of camp 

(2) Location, boundaries, and dimensions of campsite and lots 

(3) ^trance and exit roads, access roads^ and trails 

(4) Location, use, and floor plans of all proposed or existing 
buildings; detailed plana and specifications of swimming 
pools and other swiioaing areas 

(5) Location of all proposed or existing water supplies and 
sewage systems 

(6) Source and method of protecting the water supply 

(7) Method of sewage disposal inclt&ding« where applicable, 

the submission of a percolation test conducted in accordance 
with the standards adopted by the Board If a subsoil 
drainage system Is used 

(8) Method of storm water drainage 

(9) Method of storage, collection, and disposal of solid 
wastes 

(continued) 
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Hisalsalppi (10) location and nuober of sanitary conveniences Including 

(continued) toilets, water closets, privies, urinals, showers, bathtubs, 

and handwashing facilities 

(11) Pltfid)ing in plan and elevation of all proposed buildings 
and sanitary facilities 

(12) A topographical map showing the relief of the land surface, 
location of all lakes, ponds, swamps, sink holes^ abandoned 
wells, rivers, streams, abandoned quarries, and forests 

(13) Method of ventilation of sleeping quarters and food service 
facilities 

(14) Floor plans and equipment and facilities 



b. The Board may declare a campsite unsatisfactory for camping 
pur|K9ses if, after review of the plans and a visit to the 
proposed site, conditions are found to exist which are in 
violation of these regulations. 

c» The licensee shall notify the Board upon the completion of 
construction of a camp on a new site. 



Nebraska 



Properly prepared plans for all recreation camps which are hereafter 
constructed, reconstructed, or extensively altered shall be submitted 
to the department before such work is begun. Signed approval shall be 
obtained from the department. 



New Hampshire 



See Site and Facilities: Special Program Areas and Faciliti6S-**Swimmlng 
(Pools*) 

See Sanitation: Sewage and Liquid Waste Disposal 



New Jers^ New construction must conform to all state building codes, local zoning 

ordinances, and appropriate health regulations (sewage disposal systems, 
well construction, etc.)* In new construction, an enclosed structure 
containing sleeping quarters in a resident camp shall be separated 
from all other such enclosed structures by a distance of not less 
than 25 feet. 



Sew York Notice of construction, modification, or conversion required. No person 

shall modify, develop, or convert a property for use as a childrmi^s 
camp without first notifying the permit issuing official at least 30 
days before construction commences. The notices shall givis the nam« 
and location of the property, a brief description of thu facilities 
to be provided and the name, telephone number, and mail address of the 
parson giving notice* The notice shall be supplisnented by additional 
information including plans or sketches as requested by the permit 
issuing official. Construction shall not start prior to the required 
approval of the plans oi' sketches. 



See Sanitation: Sewage and Liquid Waste Disposal 



Nprtv'^ wsrollna Plans and specifications for camp buildings and equipment^ water supply 

system, sewerage systen, and swimming pool or other swimming facility 
shall be submitted in duplicate to the health department of the county 
in which the site is located. Construction shall not be started until 
the plans and specifications have been approved by the local health 
department. 

(continued) 




ASa fACILITIESj DevaXopaent Plan Approval and N«j Construction Approval 

(continued) 



1 



Sbo^ Island 



Each parson shall ^uhait to the Board of Health a minimum of tvo sees 
of plans and specifications showing and describing cotaplet«ly the 
proposed new cawp, any proposed cxtenaiva change or addition to be made 
to an existing camp, and each person shall obtain written approval of 
the plans and specifications before he begltis constructicn or makes 
an e.^tensive change or addition. 

The provisions of regulations to HR-33-05, inclusive, of the 

Chto Sanitary Code relating to the submissloa cf plans and speciflca- 
tiona for proposed water supply , sewase disposal^ pluauiug, drainage, 
or sanitary equipment apply to camp^. The plans and specif icaticns 
shall show: (1) a contour toap showing the general layout of the entire 
CABp: C2) entrance and exit roadSp and trails; (3) ca<^ buildings and 
service buildings; (4) description and aises of caap sites and lots; 
(S) location, nus&er, and types of plus*lng fixtures; (6) method of 
storage, collection, and disposal of solid wastes; (7) swiimlng 
faculties including swimaing pools and other bathing places; (8) that 
the applicable provisions of regulations KE-25-cl to HE-25-43, Inclusive, 
of the Ohio Sanitary Cede can be adequswely i»gt. 

The provisions of rogulatioii HE-21-^3 of the Ohio Sanitary Cod'» 
relating to subKission of plans for proposed food service opferat:lons 
apply to camps. 

To penalt the local health department to determine that the plans are 
being followed, inspections must be made during cops truct Ion cf the 
ca{»p« 

The health coiasiiss loner shall havfe the right of entry and access to 
cftffips at any reasonable tijae for the pur^Kise of inspecting and Inveatl- 
S^itlng cojxdltlons relating to the administration and enforcement of 
regulations HS-25M)1 to R£'25-43. inclusive, of the Sanitary Code. 

See Sanitation: Sewage and Liquid l^aste Disposal 

Before work is begun in the co;istruction, remodeling, or alteration of 
an organized camp or campgiround, properly prepared plans and gpeclflce- 
tions shall be submitted to and approved by the Department. 

The plans and specifications shall Include, where applicable, data 
relating to the grounds, buildings, equipment, sewage disposal, water 
aupply, including pluBjjing, refuse disposal, food service facilities, 
and such other information as may be required by the Department. 

See Site aad Facilities: Special Program Areas and Facilities—Swimming 
(V^ois) 

An application for a license to operate a camp, bathing resort, or 

asftiB^nt place must be accompanied by A Detailed Plan Drawn to Scale 

showing f:b« topogtaphy of the entire site, location of buildings'; 

water supplies, sewage and refuse disposal units and bathing areas, 

unless such a plan has already been submitted and it describes 

accurately existing conditions • The plan submitted shall give detailed 

iaforaatlon relatlnj^ ot the source of drinking water, the type, size, 

end design of sewage disposal units, the seepage qualities of the soil, 

and any other items of sanitary significance. Alterations subsequent to 

ShS, •2fe^k£gi2& PJ. SHSll ElSfiSL 1 be made only with the approval of 
the director, ' ^ 
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ahoda Island 



Sgoth Caroltna 



The provisions of this chapter shall not apply to any recreational 
camp Tssintained by an individual for the sole use of his family and 
private guests « 



Any person planning to construct a new casap, as definedt or extostsively 
rexBodel or enlarge the facilities of an existing cassp where water, 
sewage, foodi sleeping quarters, or other facilities of heal!:h 
significance are involved, shall notify iu writing the health authority 
at the county health department, in the coimty wher€> the r.aiap is cr 
is to be located, at least four weeks prior to i^vy construction. 

Where rfrndeling or enlarging of a camp is proposed, the owner shall 
notify the local health department and then a decision will b-s msde 
relative to the need for plans e^nd specifications. 

Xn all new casips and rewdeling or enlarging projects where plans are 
required, a set of pl^s, in duplicate, shall be Corwardei tc t^e 
County health department for approval at le^st four vesks priot to 
any construction and shall include the follcwing: 

(1) A (scale) plan ef each proposed building, shoi^lng B±m 
facilities, use, &nd location of aach* 

(2) A laap (drawn relati^ly clo99 to ycal^ not less thsn one 

inch " ICO inul) showltig the overall cassp layout with proposed 
or existing bulldir^g^, wells, septic tanka md field systems, 
water lines, roads, streaas ox ocher bodies ot* water, 5^dJtaeaing 
pools, recreation vehicle ?r t^nt spaces, or other camp 
facilities. 

(3) Haom, addressee, and tele^pboti€» r^c^ber r^unp Avner(s) or 
operator(s) • 

(4) If a central kjtcha^4 and d^cud si^rvice fai^iiity is be 
cos^tructe^, separate detailed plaus and specifications ohall 
be subnivt^d to the Board of Health for approval prior to 
ccmstx'uctlon, 

(5) Vhare an artlfleisl cviicsdng pool is to be corjKstnscted separate 
!3lane end apscificatlOT^s shall be subsitt«5 to the Biire«iu of 
^virone^tal ^sin^eriug, St«te Board of ll4.2a,Ith| for apyrovsl 
prior to construction^ 

(6) If a package waste treatment plant st lagoon is to be con<- 
iitructttd, sapaitte plans and spicifications fhall be submitted 
for ippr^val. 

(7) Sstlsuited total taaximm number of campers a::sd Jtaff to be uring 
the facilities at any givan timm. 

(8) Type and general purpose of the ?anpt 

(9) >U>th0d and location of garbage an-! ^«ius3 dicpo^al if taclli- 
ties are located on camp property. 

(10) Ar^y changes in pl&us inncuJlHittt.t with the criglna3 vstsion 
•hall be ^.i.ea?sd with the Bo^r-t of Health bsfuvc cha:vg<3s are 
Mde« Any unauthorSsed plan changes m^y renult Id voidlon 
of tha constrvctrion psnsit snd disapproval of the farillny* 

See Sanitation; Safe ti^ater Supply and Sa^fe Xca St^pply 



Any person or persons conte^splstlng construct ion? alteretioa, iddition 
to, or change in thi> construction of an/ organised caTS4> shall, prior 
to the Initiatior of any such eonstructicvn, submit to the Public Health 
Off^tcer or CcMiesioner a plot of the proposed csmp, additions, 
alterations or change in con.itructlon which shall show: 

(continued) 
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(1) Area and dimensionfi of the site. 

(2) Property lines. 

(3) The Bicabert location* and dimensions of all travel trailer 
spaces, truck coach or cs?Bper spaces « and tent sites, 

<4) The number, size, type, and location of all permanent and/or 
0^i--permanent structures and facilities. 

(5) The location of any privately^-developed water supply and sewage 
disposal ayst^. 

(6) Th® location of water and sever lines. 

(7) Th« location and width of roads. 

In organised c^mps where central food preparation and food service 
buildifiga are plosmed, plans and specifications shall be subciitted to 
the Public Health Officer or Comissioner showing the kitchen floor 
planr layout and type of equipis^nt» storage area, rest rooms, dining 
ares, and hot water facilities. 

/n QTj^niz^ camps wheria artlf ically*<:onstructed sviTOing pools are 
contemplated, plana and specifications shall be submitted to the 
riivisioa ef Sanitary Engineering, Tennessee D^partiaent of Public Health, 
for revltew and approval prior to construction • 

Flans for devexupaent of water supplies which require treatiaent other 
than chlorinatiotj sliail be submitted to the Division of Sanitary 
Sasine^riag, Tiunnsssee Department of Public Health, for revlw and 
approval prior to construction. 

Plans und specifications for teewage treataent and disposal facilities 
ft'hlch provide lor purfsce discharge of effluent shall be submitted 
to th^ DJ\i£ion of Sanitary Engineering, Tennessee Departnient of Public 
Health, for «reviei» and approval prior to construction, 

P3ot plans and all plaiu and specif icationss shall be submitted in 
duplicate and shall be to a seals of not less than 1":10G*. 

Final approval of plans by the Haalth Authority shall constitute 
l^Ksralt to proceed with construction. 

See Sanitation; Savage £^d Liquid Waste disposal 



Whitn a camp Is hereinafter nonsrructed, detailed plans and specifications 
♦or euiLh ci>n8f ruction shall ba subtaitted to the Texas department of 
H€&lth Resources tor approval before such work is begun. 



OtAir 



Sec Sine md FsciXitles: Special Prograss Areas and Facilities — Swimming 
(Pools) 

Sea Sanitation: Sewage and Liquid Waste DlSfH>sal 

See Sa;titation: Safe Water Supply and Safe Ice Supply 



Davelop«ent Plan Approvdl~"The Virginia Statewide Building Code" would 
apply to ntsw construction. 



ggst Vtr&inta 



The alterations, additions, or changes in the construction of any 
organized caiq> or its facilities are prohibited unless such alterations, 
additions, or changes have been approved in writing by the Health Officer. 
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Weflt VirRiaia Any peraon who is contoaplating the construction, alteration, or conver- 

(continued) aion for occupancy or use of an organized casap, or any portion or 

facility thereof, or to convert a property for use as an organized 
caap» i^all give notice in writing of his intent to do 00 to the 
Health Officer at least 15 days prior to such construction, alteration, 
or conversion. Said notice shall give the name of the city, town, or 
village, and the county in which the property is locate, a description 
of the proposed construction, alteration, or conversion and the name 
and mailing address of the person giving the notice. Upon receipt of 
such notice, the Health Officer shall furnish the persons giving notice 
a copy of these regulations and copies of any other State law or 
regulations he de^is necessary. 

See Sanitation: Sewage and Liquid Waste Disposal 
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Alabaoa 



Each easop should hm located away from congested areae, busy streets » 
railroads, or heavily traveled thoroughfarea and Industrial sitae. 
Organised ca^e should not be planned ae to be adjacent to sweats, 
oarshes, stodq^ards, slaughter houaes, or other establlahments and 
locations which would constitute a health or safety haaard. 



California 



The campeite, conaistlng of activity, living and utility areas, and 
established trails, shall be in an area properly drained and free froo 
natural or oan^^de hasarde, euch as mine pits and quarriee, or large 
nu^ers of insects and venomous snakes. Poison oak shAll be controlled. 
The grounde, building, and sleeping areas shall be kept in a safe 
condition clean and free from accumulations of paper, rubbish, and 
standing water. Esicesslve dustiness in the central campsite shall be 
prevented by suitable means. High-speed roads shall be avoided in 
future construction, and where high-speed roads cannot be avoided, 
special measures shall be taken to protect campers. 



Colorado 



The I>epartment of Social Services Licensing Unit, shall be notified in 
advance of any change of any permanent campsite. 

All sites, facilities, and equipment shall meet standards and recommenda- 
tions of the State Department of Public Health and the Safety Division 
of the Department of Labor. 

Campsites shall be as free from hazards as possible. 



Delaware 
Florida 



Illinois 



See Site and Facilities; Site Location — Drainage 



No caa^ shall be located on a site which is subject to or may cause 
extr&i^ traffic or other hazards imleas acceptable safeguards are 
provided . 

No camp shall be located on the water shed of a domastlc or public 
water supply so as to create a pollution hazard. 

No camp structure shall be located less than two hundred (200) feet 
from bams, pens, or similar quarters of livestock or poultry. 

Ail campsites shall be adequate in size to permit locating of buildings 
so as to minimize the hazards of fire. 

All camps shall provide space for recreation commensurate with the 
purpose of the camp^ the size of the camp, and the type of occupancy. 

Permanent housing, to the extent practical, shall not be subject to, 
or in proximity to conditions that create or are likely to create 
offensive odors, flies, noise, traffic, or any similar hazards. 

See Program Safety: Identification and Minimization of Hazards 



Indiana 



Camps shall be situated so that food preparation areas and sleeping 
quarters are located at least 300 feet from any livestock except in 
camps specif Ically designated as horsessen^s camps. 
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Louisiana 



Ho , . . Cabin shall be planned or erected within less than five (5') 
feet froa the property line of adjoining property. No , • • Cabin 
shall be located closer than tventy (20') feet to a street, avenue» 
boulevard, terrace, court, or place. 



Maine 



No person shall operate a recreational camp imless located: Where surface 
dr^nage conditions create no health or safety hazard; where approved 
water supply and sewage facilities can be provided; where traffic 
conditions create no tmdue safety hasards; where the groimds, building, 
and sleeping areas shall be kept in a safe condition, clean mid free 
from accuxQulation of paper and rubbish; \Aere exesssive dustiness in 
the central camp area shall be prevented by suitable means. 



Massachusetts 



Ko person shall operate a recreational camp for children unless it is 
located: (a) So as to be accessible at all times during the designated 
cai^>ing season; (b) where surface drainage conditions create no health 
or safety hazard; (c) where approved water supply and sewage disposal 
facilities can be provided; and (d) where traffic conditions create no 
undue safety hazards. 



Michigan 



The location shall not preset a fire, health, or social hazard. The 
main caap facilities shall not be divided by a major public highway 
or railroad. 



Minnesota 



The campsite shall be reasonably distant from any environment detrimental 
to the health and safety of the children in attendance at the camp. 
Adequate area shall be available for the development of satisfactory 
water supply and waste disposal systems. In order to protect against 
all hazards which cannot be eliminated, suitable guards shall be 
installed and maintained. 



Nebraska 



Adequate area shall be available for the development of satisfactory 
water supply and waste disposal systems. The camps shall be so located 
as to be free of nuisances and hazards also detrimental to health. 



New HjBmyshire 



Camps shall be so situated that they may receive abundant sunshine. 
Underbrush shall be kept cut cown. 

No occupied building, tent, garage, or stable shall be situated within 
fifty feet in a horizontal direction from the water's edge of any pond, 
lake or stream, without special permission of the Cotsmisslon. 

See Site and Facilities: Site Location — Drainage 



New Jersey 



The location of a camp shall not present a fire, health, or safety 
hazard. The camp facilities built after enactiaent of these regulations 
shall not be divided by a major public highway or railroad. 



New York 



. . . and so that adequate soil and space will permit the installation 
and operation of a proper sewage system and/or water supply syst^ 
unless other satisfactory provisions are made. 

(continued) 
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SITE ASD FACILITIES: Sit« Location-— General Location and Adequate Space 

(continue) 



N ew York 
(continued) 



See Site and Facilities; Site Location—Drainage 



North Carolina 



See Site and Facilities: Site Location—Drainage 



Ohio 



There should be adequate land for the proper location and installation 
of severs and waste disposal facilities, both sevage and solid waste. 

Areas of less than one acre are usually not satisfactory. At least 
one acre will be needed for the proper location of the water supply 
and waste disposal facility. 

Approximately one acre per camper should be available where outdoor 
caxaping is the principal activity. 



South Carolina 



he central camp area can be 



The campsite shall be: 

(1) Located in an area so that 
properly drained, 

(2) Situated so that food preparation areas and sleeping quarters 
are located at least 500 feet from any livestock. 

(3) Laid out so that at least 40 feet of clearance exists between 
all permanent buildings and 30 feet between tents, campers, 
or trailers. This shall not apply to existing buildings. 



Tennessee 



Each organized camp should be located away from congested areas, busy 
streets, railroads, or heavily traveled thoroughfares and industrial 
sites. Organized camps should not be planned so as to be adjacent to 
swamps, marshes, stockyards, slau^ter houses, or other establishments 
and locations which would constitute a health or safety hazard. 



Texas 



The location of a camp shall not present a fire, health, or safety 
hazard* 



Utah 



See Site and Facilities: Site Location — Drainage 



Virginia 



Close proximity of camps to main or frequently traveled highways is to 
be avoided unless adequate provision for the safety of the campers is 
provided . 

In addition to the foregoing requirements, the State Department of 
Health advises that insofar as is practicable the following recommenda- 
tions be observed: 

(1) High or gently sloping grounds with sandy or porous soil are 
preferable campsites. 

(2) Areas Imown to be heavily infected with ticks or containing 
unusual numbers of snakes should be avoided as campsites. 



Vaahin| ;ton 



No camp shall be so located as to endanger any public or private water 
supply or the health of the public or health of the occupants. 
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SITE AND FACILITI^: Site Locaticm — Graeral Location and Adequate Space 

(continued) 



West Virginia All organized cais^s shall be so located, laaintainedt and operated as 

to be conducive to the health of their occupanta, and not to endanger 
the health of the public or to create a nuisance. 



/7 



173 



SITE AM) FACILITIES: Site Locatlon—Dratnage 



Alabaaa 



Each camp shall be located on a well-graded and well-drained site, not 
aubject to flooding, and so located that its drainage will not endanger 
any private or public water supply. 



Alaska 



All camps ghall be located on well^rained ground. 



Arizona 



Every children's caiap shall be located on well-drained ground near an 
adequate safe water supply. 



Arkanaaa 



The camp shall be located on a site affording adequate drainage and not 
subject to flooding. 



California 



See Site and Facilities; Site Location — General Location and Adequate 
Space 



Connecticut 



The location of the camp shall be such as to provide adequate surface 
drainage and afford facilities for obtaining a good water supply. 



Ikslfiware 



The camp shall be located on ground normally dry and of such topography 
as to readily permit the complete drainage of storm water. When this 
is impossible t the camp area should be artificially drained. 

The campsite shall meet any farther requirements that the State Board 
of Health deems essential for the maintenance of the health and safety 
of the occupants. 



Florida 



All campsites shall be well drained and free from depressions in which 
water may stand. No camp shall be located in or iaaaediately adjacent 
to marshes p bottom lands, or other potential mosquito breeding areas 
unless adequate Division of Health approved safeguards or preventative 
measures are taken. Natural sink holes, swamps, pools or other surface 
collectors of water within two himdred (200) feet of the periphery 
of the camp shall either be d-fained or filled to r^uove quiesc«it surface 
water eircept that such areas containing water not subject to such 
drainage or filling shall be treated with oil or other larvacide as 
necessary to prevent the breeding of mosquitoes. 



Illinois 



Youth campsites which include provisions for water supply, sewage 
disposal, and permanent buildings shall be located whenever possible, 
on a well-drained, gently sloping area and not in or adjacent to marshes, 
swatcps, or along river flood plains. Natural water within 200 feet of 
youth c^ buildings shall either be drained, filled, or shall be 
treated to prevent o^squito breeding, as required by the Department when 
found to be necessary by inspection. 

No youth camp equipped with water supply, sewage disposal, permanent 
buildings, and food service should be located in an area subject to 
flooding. 



Indiana 



Shelters shall be located as to prevent the entrance of ground water 
and surface water. 

(continued) 
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SITE AKD FACILXTZBS: Site I.ocatioii**-Drainag« (continued) 



Indiana 
(coatlnuad) 



Tha high tssc «r«a« of tha caap thall be vtll drained and frea fnna 
dapraaaiona in vhich vatar loay aeagnate. 



K«itncky 



Thm cas^aita ahall ba loeatad on land that providas good natural drainaga, 
Tha araa cm vhich tha tanta, buildinga, or atructuraa are erected , 
together with euch other araaa frequently used for camp activitiea* 
ahall ba veil drained and not located in a avasp or aimilar place in 
which Qoaquitoea isay breed* 



touiaiana 



ito . • . C%mp ahall be ao located that the drainage of the caisp area 
will endanger any water aupply. All • • . Camps chall be veil drained 
and located in areaa reaaonably die tan t from ponda, avastps, and similar 
placea where taoaquitoea may breed. 



Maine 



See Site and Facilities: Site Locatlon~General Location and Adeqtiate 
Space 



Maryland 



A camp ahall not be located in swamps or marshes or adjacent thereto 
or in areas x^t properly drained* 



Maaaachuaetta 



See Site and Facilities: Site Location — General Location and Adequate 
Space 



Michig an 
Nebraaka 
Kcvada 



Good natural drainage or be properly drained* 



The campsite shall be well drained and not subject to flooding* 



Every children's camp shall be located on well-drained ground near an 
adequate safe water supply. 



New Haxgpshire 



Camps shall not be located where adequate surface drainage is impracti- 
cable* The sites shall be on elevated ground » with porous soil such 
aa to provide good drainage. Swampy areas shall be avoided. Camps 
ahall be so aituated that they my receive abundant sunshine. Under- 
brush shall be kept cut down. 



New Jeraey 



A campsite shall be located on land that provides good natural drainage 
or be properly drained. 



New York 



A children's camp shall be so located that adequate surface drainage 
can be provided during the period of operation and so that adequate 
aoil and ' ^ace will permit the installation and operation of a proper 
sewage diapoaal system and/or water system unless other provisions are 
made acceptable to the permit issuing official. 



North Carolina 



The topography, drainage, and other site factors shall be satisfactory 
for the emsnp facilities and activities, and the site shall be relatively 
free of actual or potential health hazards. 
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SITE AND FACILITIES: Site Location-^Drainmge (ccmtinueu) 



Ohio 



Ihe cmp shall be properly drained and kept free of trash and debris. 



Sm>th (^rolina 



See Site and Facilities: Site Locations-General Location and Adequate 
Space 



Tennessee 



Each organised caap shall be located on a well-graded and vell-^drained 
site, not subject to flooding, and so located that its drainage will 
not endanger any private or public water supply. 



Utah 



CasB^sites shall be constructed to provide adequate surface drainage, 
and shall be isolated frota bamyarda, corrals, and other potential 
nuisances. 



Virginia 



The caxsp shall be located so that free drainage is provided in a 
direction to make any chance of pollution of its water supply from the 
casp itself or outside sources impossible. 



See Site and Facilities: 
Space 



Site Location-General Location and Adequate 



Washington 



All Cfoaps shall be located on land that provides good natural drainage. 
The site shall not be subject to flooding or located adjacent to svaiaps 
or marshes which might have an adverse effect on the health of the 
occupants. 



West Vlrslnia 



Each organized casap shall be located on a well-graded and drained site 
and so located that its drainage will not endanger a private or public 
water supply. 



Wisconsin 



Every casap shall be located on a well-drained area not subject to 
flooding. The premises shall be properly graded so as to prevent the 
accumulation of storm or other waters that may create hazards to the 
property or the health and safety of the occupants « A camp shall not 
be located in an area that is situated so that drainage from any 
source of filth can be deposited thereon. 
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SITE AND FACILITIES: Site Location— Access 



Almbnia 



Each c«mp shall be accessible at all times during the designated camping 
season by an all weather road: Provided, That primitive camps may be 
exempt frc^ this requirement* 



California 



See Site and Facilities: Facilities Design—Fire Design and Materials/ 
Fire Exits and Alarm Systems 



Louisiana 



Each . . . Camp shall abut or face on a driveway or roadway of not 
less than twenty (20') feet in width, well marked in the daytime and 
well lighted at night « said driveway or roadway to be so located that 
each unit is easily accessible. All entrances and exits from the 
. . . Camp shall be well marked and so arr£mged that they will be 
easily controlled and supervised. 



Massachusetts 



See Site and Facilities: Site Location — General Location and Adequate 
Space 



Ohio 



Access roadways should be at least twenty feet in width* 



Tennessee 



Each organized camp shall be accessible at all times during the 
designated camping season by an all weather road: Provided* that 
primitive camps may be exempted from this requirement. 
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SXn A!S) PACILZTXESi F«eilltiu Dcsi^— Sit* and Facilities I^sign 



Lifting , Ad«quat« li^^ting shall ba provldad at tba antranca and 
iaaida pamanant atrwturaa. Provided , That priviaa may be exeaptad 
from thia raquimaot. 

^^t^^^*'*'"" ^ toilet and bathing facilitiaa ahall be adequately 
vmtHat^. All living and aleeping quarters must be designed to 
provlds adequate ventilation. 



See Sanitations 
Sea Sanltationi 



Toilet FacUities 

Bathing* Handwashing, and Laundry 



Alasta 



Buildinga and penaanent tents shall be provided with floors raised above 
the ground. 



Walls ^pd ceilings , 
and in good repair. 



Walls and ceilings of all rooms shall be kept clean 



Screening, Whm flies are prevalent, all openings into the outer air 
shall be effectively screened and doors shall be self-closing, unless 
other effective si^ans are provided to prevent the entrance of files. 
. • . and during the insect season all outside openings shall be 
effectively screened. 

See Site and Facilities; Shelters for Living and Sleeping— Living 

and Sleeping Quarters Design and Location 
See Food Service: F<KDd Service Regulations— Kitchen and Food Preparation 

Areas 



Aricona 



See Program Safety; Identification and Minimization of Hazards 



Arkansas 



Screening . All outside openings must be properly protected to prevent 
the entrance of vector agents which could cause cotsnunicable diseases. 



See Site and Facilities; Shelters for Living and Sleeping- 

and Sleeping Quarters Design and Location 
See Sanitation: Toilet Facilities 
See Sanitation: Bathing, Handwashing, and Uundry 



"Living 



California 



Ventilation shall be provided for dissipation of disagreeable odors 
and condensstion in all rooms where food or bavarages are prepared, 
stored, or served, where utensils are washed, in garbage storage rooms, 
and in all toilet rooms and dressing rooms. 

Light shall be provided in all ureas and rocsms. Ths working surface 
in all rooms or areas in which food or beverage are prepared or in 
which utensils are washed shall be provided with at least ten (10) 
footcandles of light as measured at thirty (30) inches above floor 
level. Food and utenail storage rooma, and toilet and dressing 
roOTs shall be provided yith at laast four (4) footcandles of light 
as measured thirty (30) inches above the floor. 

Water cloaats, slop sinks, and lava tor iei shall not be enclosed, unless 
approved vsntilation is provided for such enclosures. 

Ths floor and wall surface beneath and around every water closet, slop 
sink, or lavatory, if constructed of wood, shall be wsll painted with 

(continued) 
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California 



(continued) 



Crossconnectlon regulations as specified in Sections T17-7583, 
Title 24, California Administrative Code shall be complied with aa 
appllcahle. 

See bito and Facilities: Development Plan Approval and New Construction 
Approval 

See Sanitation; Toilet Fi.cilities 

See Sanitation: Sewage and Liquid Waste Disposal 



All window wells and outside staii-wells that are hazardous to children 
shall be equipped with screens or guards, which shall be attached in 
such a way that they may either be removed from the outside or broken 
In from the outside in case of fire. 

Class doors and panels sh^ll be marked as a door. High Impact glass 
shall be used or a barr-^er or guard shall be installed. 

Stairways used by children shall be equipped vith handrails. 

Rooms used by the children shall not be equipped with open or unguarded 
stairwells, windows which present a hazard from falling, unsafely 
located or constructed electrical outlets, any broken items which may 
cause injury, etc., and elevators or other vertical shafts. 



Connecticut See Sanitation: Toilet Facilities 

See Sanitation: Safe Water Supply and Safe Ice Supply 

Illinois Buildings . Permanent shelters in all youth camps shall be structurally 

sound and shall provide protection to the occupants. Walls and floors 
shall be of tight, durable material. Floors shall be of concrete, 
wood, or composition materials. Interior walls shall be structurally 
sound, smooth and clean. Exposed studs and rafters will be accepted 
provided that the foregoing conditions are met. Any area abject to 
splash shall be of impervious material. 

All structures shall be constructed and maintained in a safe, eound 
manner. 



Screening, Permanent buildings shall be constructed to exclude Insects 
and rodents. All doors opening directly to the out-of-doors shall be 
insect-proof . 

During the portion of the year when it is necessary to protect against 
mosquitoes, flies, and other insects, every door opening directly trom 
a dwelling unit to the out-of-doors shall have screens and a self- 
closing device; and every window or other device with openings to outdoor 
space, used or intended to be used for ventilation shall likewise be 
supplied with screens. Screening material shall not be less than 16- 
mesh to the inch. Exception; Temporary enclosures, including tents 
and perroaneni: structures such as adirondack shelteis, pavilions, privies, 
etc., are not subject to this requirement. 

F loors , valla, vindo ws, etjc* At least one-half of the floor area in 
each permanent living unit shall have a minim^;© .^eiling height of 

(continued) 
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SITE AND FACILITIES: Facilities Design—Site and Facilities Design 

(continued) 



X^A^Aa seven feet. No floor space shall be counted toward miniaum requirements 

(continued) where the ceiling height ic less than five feet. 

Each habitable room (not including partitioned areas) shall have at 
least one window or 8k3?light opening directly to the out-of-doors. 
The ainiffium total window or skylight area, including windows in doors, 
shall equal at least ten percent of the usable floor area. Sufficient 
window area shall be openable to provide for CTergency egress. The 
total openable area shall equal at least 45 percent of the lainimum 
window or skylight area required, except where c^parable adequate 
ventilation ©ethod. When 15 or sore persons are housed li* one roota, 
there shall be two or more doors or other adequate openings to the 
outside of the building for etaergency exit. 

See Site and Facilities: Facilities Design—Heating, Electricity, and 
Flushing 

See Site and Facilities: Facilities Design—Fire Design and Materials/ 

Fire Exits and Alarm Systems 
See Site and Facilities: Special Program Areas and Facilities--^ 

Horseback Riding 
See Site and Facilities: Site Location—Drainage 
See Sanitation: Sewage and Liquid Waste Disposal 
See Sanitation; Safe Water Supply and Safe Ice Supply 



Camps shall be situated so that food preparation areas and sleeping 
quarters are located at least 300 feet from any livestock except in 
ca^nps specif icall/ designated as horsemen*s camps, 

Windows and doors. Each cabin, or other structure, exclusive of tents, 
used for sleeping quarters shall have openabJe windows, or the equivalent, 
equal to at least one-sixth (1/6) of the floor area. All outside 
openings ehall be effectively screened with at least 16 mesh screen. 

All sjcrean donrs shall be tight fitting, in good repair, and equipped 
with aelf-clojiing devices. 

Floors. Ail permanent buildings used for camp activities or sleeping 
purposes shall be provided with smooth, cleanable floors in good repair. 

See Program Safety: Identification and Hlnlmization of Hazards 
See Site and Facllltica; Special Program Areas and Facilities — 

Horsebark Riding 
See Sanitation; Toilet Facilities 
See Sanitation: Bathing > Handwashing, and Laundry 
See Transportation: Cmap Parking and Traffic Control 



See Site and Facilities: Shelters for Living and Sleeping— Living and 

Sleeping Quarters Design and Location 
See Sl^e and Facilities: Special Program Areas and Facilities — 

Horaabaek Hiding 
See Sanitation: Toilet Facilities 



Louisiana F^ch unit or site reserved for the accommodation of a House Court or 

Camp shall not be less than seven hundred (700) square feet. Each unit 
shall be clearly defined by proper markers at each comer, and shall not 
be less thai twenty (20) feet in width. 

(continued) 




C.5 



180 



GtTE AND FACILITIES: Facilitien D«8lKn--Site aad Facliifcies Ue^-lgn 

(contlnuftd) 



Louis laaa 
(continued) 



Sa£ Sitfci and Facllt?:icss ^helti^rs fo^- Llvluc jnd £leoplng-*Mving and 

Sleeplog t^ijarter^ Design and Location 
See Sanitation; Toilet Facilities 
See Sanitation; Bathings Handwaahiisg, aud Laundry 
S<»« Sanitation: Safe Water Supply and Safe Ice Supply 



Maine 



The oper^itor &liaIX isalnt&ln th<g floor in all buildicss ucfcni for sleeping, 
food preparation or food @ei*7icey 8woth» cleans aud free from chronic 
datapuGSS. "^he operator s^hall keep the i.pace bencfath th^ floors clean 
and frae froa every unnsturol obstruction. 

Ligh t iaj r> The operator shall provide adeqitate lighting fovr the saCe 
^nd &ant;:ary uee of each kitchen, dining 1000, o^ae hall, avd fix&d 
laf ir»ary . 

See Site and Facilltica: Shelters for Living and Sle-aping — Living ana 

Sleepisig Quartern D€;9lgn and Location 
See Food Service: Foi>d Service Regulatioue — Kitchftn and Pood Pr^p^rntion 

Areati 



Maryland 



Tlie principal camp areo tv which food is prepared and served and vhc^re 
sleeping quarters aie located shall be at leaan 500 feet fron any area 
in which livestock is kept. 

Build ings* All service buildings ^nd bulldingn used for sleeping or 
living quarters ^hall have vindovs or openluga for the ad&i^aion of 
light and shall be capable of adjustcjent for purpoae^ of ventilation. 
All such openings, including dours, shall be properly screened ^ unleao 
other effective mecna i*re provided to control I lien i*nd in£;ecta. All 
buildinga used for ^^leeping or living t>urpQse0 shall be provided with 
floors v^icU are easily cleaned and in good r^^palr* 

See Sanitation- Toilet Facilities 



Mft&i^chusetta 



Certificate of 0£cu£§ttcy Required 

^11 camp structures used for sleeping or arse.nhly purposes shall have a 
current certificate issued by th^^ local building inspector (see 
Stai:a Buildltif C:^ue9 Section 428.0). Fuithermor?, th^ buildings shall 
be easy to keep cle^n and have a :o3t wh^ch i<^ reas^oaably weathertighu. 

The operator shnll fc*rov4de adf^auat > li^hticg for the safe and sanitary 
i»se ot a^ch kitcLer-, dJnl;»g roon, mess hail, inxirmaiy, t;oilei: rocma, 
and all stslrvays of five or more e»teps* 

The opeTator shi^.ll provide to-i tne vt.*ncilanior of each toilet ro,om, 
shower roots, and bathroom to the outdoors. 

The operator shall provide i^he exterior openinj^s in every buildingj of 
the r«*.cteational caoip used for food preparation, food service or 
permanent buildings used for yleeplng with screens containing not 
less than 16 meshes par inch* Provided £aid screen door will open 
in the direction of the flow of traffic out uf the bfildlf»g. Ir nc 
screen door is possible the door shall be equipped with a self-closing 
device. Every screen door sh^^ll be equipped vlth a self-closift3 drvic^*. 
This regulation shall rot apply to araas Uijed for outdoor cooking. 

(contlnved) 
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SITE AND FACILITIES: Facilities Design— Site and Facilities Design 

(continued) 



Massachusetts 
(continued) 



Mlchi&an 



Egresses Required 

gne- 8tory > one room buildings . The operator shall provide for one-story, 
one roonj buildings having one thousand square feet or less and having 
25 occupants or less at least one means of egress provided that the 
length of travel does not exceed 50 feet frota any point in the building 
to the open air at grade. 

Emergen cy escape . Every sleeping room shall have at least one openable 
window or exterior door to permit emergency exit or rescue and shall 
conform to the following construction; 

(1) Must be openable from the inside without the ase of separate 
tools. 

(2) The sill height shall not be more than 36 inches above the 
finish floor and with a maximum six foot diop from the ««rlndo«r 
sill to grade below the window* 

(3) Provide a minimum net cxeun opening area of 3,3 square feet 
with a rectangle having irinimum net clear opening dlraensloiiE: 
of 20 inches by 2'* inches, 

(4) Shall not be obstructed. 

Egress To Be Freo of Obstructio ns 

The operator shall be responsible fc.r maintaining all means cf egre&L* 
free of obstructions. 

See Perscnnel: Director and Operator P.erponsihilit les 

See Sanication: Toilet Facilities 

See Sanitation: Bathing, KandwasMng, and Laundry 

BujAdln^s. Camp structures and facilities Fhall comply with statt- anJ 
local building and zoaivtg codes. 

S creening . During fly season each door, window, and other opening to 
the outside used for ventilation purposes* of e building occupied by 
campers shall be supplied with a ycteen of not: Ivea thun 16 roesh. Each 
scr«ej v^oor shall swing outward and have h self-^lcslug device in 
working condition. 



I ightlng> The total window, screeniid area, and glaring In door meabur-eJ. 
between scops for a room occupied by children shall be not less thMii 
10 percent of the floor *irea and the total openable vindov area shall 
be noi: less than 2*1/2 percent of th^?. floor area, unless central air 
conditioning is provided. A skylight, loi'Vdt, transom, glass block 
panel, and simllsr light ti."ar?8n?it^<ag device shall not be coimt?d for 
more than 50 percent of the required atta in lieu uf conventicn^t 
windows, screened 3t*?as, and gla^ed d<;ors. The electrical service 
shall b0 Mint^'inei in a safe f!cuc5icion. y}:ere conditions Indicate c 
need for inspection, and on a new or reuiodelln^ pr.jJt'Ct, fhe electrical 
e rvice shall be inspected by a qualified eleccricfil irsPeccor ard i 
copr of the cerf if i.-iaC2 of approval ^h^ll be submitted to t].^ fire 
inspector. 

flL5M» V-^jJfif w indo wa, etc. A rocf, exterior walj, door, skylight, and 
vifrdow fcfhal.l be wcathcrtight and watertlntil and shall be kept in sound 
condition and good repair. 

(continued) 
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SITE AND PAClLITIBSs FacilitlM Detlgn— Site «nd Facilities Design 

(contlnwd) 



Floorii, interior %rallst end ceilings shell he sound end in good repair 
(continue) end seinteined in e clean and sanitary condition, 

A tracer closet coapertsent, hethroom, and kitchen floor surface shall be 
constructed and oaintained so as to be reasonably impervious to water 
end to per&it the floor to be eeslly kept in a cleen end senitary 
condition. Floor finishes should be of non-*sllp oaterial. A floor 
shall be cleaned not less than once a dey and kept in good repair* 

Sw Site end Facilities s FdClXltles Design-'-Flre Design and Materials/ 

Fire Exits and Harm Systems 
See Site and Facilities: Special Prograxa Areas and Facllities-"*- 

Horeeback Riding 



Mlj^etot^ All buiXdlnss us«d for food preparation and storage, sleeping, and 

other occupancy phall hdve roofs which do not leak, tl^t floors, and 
wuIIm free of hoX4£/f» They shall be so constructed as to provide broad 
and easy exit In case of fire and other emergency, and shall be 
adequ*iiei> equipped with fire sxtinguishors and other fire-fighting 
equipment. Doors shall be tight fitting, and both door and window 
openings ohall be sufficiently sr.reenad with a scvsen of not less 
than. 10 meshesi to th» inch. All windows shall bo so constructed as 
to ba easily o§>eni^ and ^.losed, or shall be equipped with storm 
shields* 

S^9- Site und rsclUtif'S^ Slieicer« lor Living and Sleeping—Living 

and Sleeping gtu^rtera Doiiign and Locaticn 
Sea StnitatJc^n; Toilet raeilitlea 
See Sanitadoc; Sewage arid Liquid W&sts Disposal 

See Food Service: Food Service He^I^tlons-«Kitchen and Food Preparation 
^reas 



?f:Igsi>sln pt Camv srxucfurcc ^nd fa,:ilitles shnli comply with applicable State and 

local building and ^on^ng f*.odes, with Southern Building Code being the 
final f^uthoj'icy. 

All equipment ard facilities used In youth camp programs, whether 
owned by the csnp or net, ahalJ. be of good quality and not present 
undue risk* 

Sue Program Safttt^': Idcntiflc?ition and Minimlaaclon of Hazards 
Sec Site and Facilities: Shelters for Living and '?lceping~Living 

and Sleeping Quarters Design and Location 
Sec Sacl'aticn: Toilet Facilities 
See Sanitation: Bathing, handwashing « ^nd Laundry 



Hebraska ^ulld ij^gg. All huiltlings shell be structural!;^ sound and of adequate 

else ''for their Iscaadad use. 

All oucsld^f openings of permanent structures, except KL«*lntenance 
buildinjjs, shall effecti^ly ocreened . Including outw&td-opening, 
self-closing doors, unless other effective me^nB are provided to prevent 
the entrance of lusects. 

Llf gitin j^, Lighting and 'entil^^tlon snail be adequate for the purpose 
intended. 

(continued) 
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SITE AND FACILITIES: Facilities Design—Site and Facilities Design 

(continued) 



Nebraaka Floors in penaanent structures shall be easily cleanable and shall be 

(continued) kept in good repair. All floors shall be kept clean. 

Walls and ceilings shall be kept clean and in good repair. 

See Sanitation: Toilet Facilities 
See Sanitation: Aniioal Regulations 

See Food Service: Food Service Regulations — Kitchen and Food Preparation 
Areas 

See Program Safety: Identification and Minimization of Hazards 



liey Hagpshire Ventilation . Ventilation in sleeping quarters, kitchens, dining rooms, 

and mess halls shall be of such character as to provide a reasonable 
laovQaent of air and assure the comfort and protection of the occupant. 

Screening . The doors, windows, and other outer openings of kitchens, 
dining rooms, and mess halls shall be adequately screened « Suitable 
protections shall be provided in sleeping quarters against flies and 
laosqultoes. 

No occupied building, tent, garage, or stable shall be situated within 
50 feet in a horizontal direction from the water's edge of any pond, 
lake, or stream without special permission of the Commission. 

See Sanitation: Toilet Facilities 

See Sanitation; Safe Water Supply and Safe Ice Supply 



Nw Jersey Camp structures and facilities shall comply with local building, zoning, 

and health codes. 

A camp building shall comply with applicable local building, plumbing, 
electrical, and similar codes. 

The minimis total window or skylight area measured between stops for 
every habitable room shall bp 10 percent of the floor area of such 
roon*. Forty-five percent of this minimum window or skylight area 
shall be openable. 

Dnring fly season each door, window, and other opening to the outside 
used for ventilation purposes of a building occupied by campers shall 
be supplied with a screen of not less than 1& mesh. F«ach screen door 
shall swing outward and have a self-closing device in working condition. 

See Site and Facilities: Special Program Areas and Facilities — 
Horseback Riding 



Hew York M?M» H^ t, and vent ilation. Windows, or skylights having a minimum 

total area within the caseinent equal to 10 percent of the floor area 
shall be provided In all occupied rooms; at least 40 percent of the 
window area within casements shall be openable. Artificial in lieu 
of natural lighting and mechanicnl ventilation may be provided in 
toilet roocm. 

Housing maintenance. A building or structure of a children's camp shall 
be safe, adequate in size for its use, clean and have watertight roof 
and sides* However, a lean-to, or open recreational facility, 

(continued) 
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SITE AND FACILITIES: Facilities Design— Site and Facilities Design 

(continued) 



Key York which excludes rain from occupied portions of the structure may be used 

(continued) as a shelter. 

Means of egr ess ; 

(1) The means of egress from all structures shall be maintained In an 
unobstructed, easily traveled condition at all times, and protected 
from hazardous areas such as heating plant, kitchen, and flaxrimable 
storage. 

(2) Sleeping quarters with an occupancy of 15 or loore persons* shall be 
provided with at least two separate ireans of egress located as far 
apart as practical. Each door shall swing in Che direction of 
egress* Windows in a sleeping quarter may be substituted for one 
approved exit provided the sill is not more than three feet above 
the floor and the drop from the window sill to an unobstructed area 
on the ground Is less than 14 feet. 

(3) Two separate means of egress shall be provided frosi each floor of 

a multi-story building; dead-end corridors shall not exceed 35 feet 
In length. An exitway shall lead to an outside exterior stairway 
that coi^Iles with the State Building Construction Code or to an 
interior si:K)ke tight passageway having a minimum of three-quarter 
hour fire resistant construction and leading to the outdoors at 
grade. Stairs extending beyond two occupied floors shall have a 
self-closing, tight door at each floor level. 

(4) Except for an individual room, a door containing hardware and forming 
part of a means of egress shall be non-locking against egress and 
operable with a single motion in the direction of egress. The use 

of hooks and eyes, bolts, bars, and similar devices is prohibited; 
widths of exit doors shall be a minimum of 28 inches. 

(5) All assemblage areas Including a recreation room, dining hall, or 
chapel shall have at least two means of egress acceptable to the 
permit issuing official and doors shall comply with the requlreir nts 
of paragraph four of this subdivision. 

(6) Exits from a room occupied by 15 or more persons, or exits not 
readily visible to the occupants, sli.ill be identified by lighted 
exit signs Including directional signs where needed. 

(7) Emergency lighting shall be provided for halls, stairways, and 
exit signs where required by the peralt Issuing official. 

See Sanitation: Toilet Facilities 



North Caroli na All camp buildings shall be of i:ound construction, shall comply with the 

North Carolina Building and Plumbing Codes, shall be kept clean and In 
good repair and shall comply with the following specific requirements; 

(1) Floo rs , All ^^loors shall be of surh maLtfilals and so constructed 
as to be easily cleanable, shall be kept free of obstacles no 
defining and shall be kept clean md in gooii rap-iir. The floor 
area shall be sufficient to at commodate all necessary operations. 
Floors in the rooms used for the handling, stor5>ge, and preparation 
of food; rooms in which utensils are washed; walk-in refrigerators; 
drt»ss*-ig or locker roonts; laundry rooms; and toilet rooms shall be 

(continued) 
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SITE AHS FACILITISSs FaeUltiM Duign— Slt« and Facilitiu Sulga 

(ccntlnucd) 



Borth Cftroliim of fionabftorbrat oAterlAla such as coticrata, terrasso, tile, durable 

(continued) gradea of linoleum or plea tie, or equal, provided that floore in non- 

refrigerated dry storage areaa need not be nonabaorbent* In all 
roima in vhich water la routinely dieeharged to the floor, or in 
which floora are subjected to flooding-type cleaning, floors shell 
be concrete, terrasso, tile or equal, shall slop^ to drain, and be 
provided with floor drains. 

(2) Walla and ceiling s. The walls of all rooM shall be kept clean and 
in g<^d repair. All walla and ceilings in rooms used for thm 
handling, storage and preparation of food; rootas in which utensils 
or equip^nt are waahed; dressing or locker roone; toilet room 
and bath roossi shall be eaaily cleanable and li^t colored; and 
walls shall have washiO^le surfacea to the highest level reached 

by splash or spray in roo» or areaa where euch occur. 

(3) Lighting and ventilation . All roraa and areas aball be well lighted 
and ventilated, by natural or artificial mane, which are effective 
under actual uss conditions. Lighting fixtures and ventilating 
equipment shall be kept clean and in good repair. Ventilation 
system ehall comply with the North Carolina Building Code, all 
applicable State and local fire protection requireaioits , and vents 
to the outside air shall diacharge in euch a nanner as not to 
create a nuisance* 

See Sanitations Toilet Facilities 

Ohio Lighting . All buildings in the cassp shall be provided and lifted 

with sufficient artificial lighting as required by the health 
coamiaeioner. 

Screening . All openinga to the outsids of enclosed permanent buildings 
shall be provided with screens of not less than eixteen (16) mesh to 
the inch. 

See Site and Facilities $ Site Lc^ation-^-Aecees 

See Site and Facilities s Shelters for Living and Sleeping-<-Living and 

Sleeping Qtiartera Seaign and Location 
See Sanitations Toilet Facilities 

See Sanitations Insect, Weed, and Rodent Control (Vector Control) 



Oregon Building Construction 

Buildings constructed or substantially remodeled after the effective 
date of these rules shall meet the requirements of the Department of 
Coneree Electrical, Plumbing, Mechanical, and Structural Specialty 
Codea. 

Bath . Toilet , and/or Laundry Rooms Shall i 

(1) Be provided with Mtural ll|^t and ventilation by means of windows 
or skylights which shall bs screened if openalsle. Open air showere 
are excepted form thia requirement, 

(2) Have floors which are smooth, impervious, easily cleanable and 
with the exception of open air showers, coved to at leaat a height 
of four (4) inches. Floors in open air ebowers and toilets shall 
be eloped ao aa to effectively drain all waste water. 

(continued) 
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SITE AND FACILITIES: 



(continued) 



Facilities Design—Site and Facilities Design 
(continued) 



(3) Have shower compartments with walls which are impervious to water 
to a height of six (6) feet above the floor. An effective water- 
tight Joint between the wall and the floor shall be maintained. 
Open air showers are e^ctaapted from the continuous wall requireis^nt 
and the wall/floor joint requirement. Walls for open air showers 
shall be impervious, (Wooden racks or duck boards over shower 
floors are prohibited.) 

(4) Have interior finishes which are smooth and easily cleanable. 

(5) Have bathtub and shower stall floors that are finished with non- 
slip, impervious surfaces. 

(6) Where gla**s bath or glass shower doors are used, have such doors 
made of safety glass. 

(7) Non-wster-carried waste disposal facilities shall coroply with the 
following general requirements: 

(a) Be provided with natural light and ventilation by means of 
windows or skylights which shall be screened if openable. 

(b) Have floors which are staooth, impervious, easily cleanable, 
and coved to at least a height of four (4) inches. 

(c) Have inferior finishes which are SBK)oth and easily cleanable. 



Pennsylvania 



See Sanitation: Toilet Facilities 



Rhode Island Buildings 

The operator shall not use or per^t the use of any building or shelter 
in a recreational camp unless it is structurally safe, adequate in size 
for its use, easy to keep clean, and has a roof which Is reasonably 
weather- tight. 

The operator shall provide for all parts of each building used for human 
habitation, except tents and lean-tos, at least two accessible exits 
from all floors; provided that an easily opened window which, when 
open, is not less than 28 inches in width and 32 inches in height or 
equivalent-sized openings in the exterior walls of any floor, shall 
satisfy the requirement of one exit on that floor if the lower edge 
of the opening is not more than seven feet above the ground beneath, 
nor more than three feet above the interior floor level, or above a 
suitable step or platform. Screens of such window exits shall at all 
times be easily openable from the inside* 
#■ 

The operator shall be responsible for maintaining free of obstruction 
all means of exit* 

The operator shall install and maintain the structural element of every 
habitation in every way fit for the use intended. 

Lighting 

The operator shall provide adequate lighting for the safe and sanitary 
use of each kitchen, dining room, mess hall, infirmary, toilet or 
lavatory facility, and all stairways of five or more steps. 

(continued) 
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SITE AND FACILITIES; Facilities Dcflign--Slte and Facilities Itesign 

(continued) 



The operator shall maintain the floors in all buildings used for sleeping, 
food preparstlon or food service, smooth, clean, and free from chronic 
dampness. Except in a cellar exits, wooden floors in buildings used 
for hiaw habitation shall be elevated no less than six Inches above 
average ground level. The operator shall keep the space beneath the 
floors clean and free from every obstruction. 

See food Service: Food Service Regulations — Kitchen and Food Preparation 
Areas 



South Carolina Family Csmpgrounds : 

S pace » Hie density of designated camping spaces shall not be in excesa 
of 20 per acve and shall be at least 35 feet wide exclusive of roads, 
walkways, or central csssp facilities PROVIDS): That on the effective 
date of these regulations, any campgrounds which have a greater density 
may be allowed to maintain such density if in the opinion of the health 
authority it does not create a health or safety hasEsrd. No canning shall 
be allowed except on designated c^sltes. This shall not apply to 
primitive areas. If overflow areas are provided, adequate temporary 
toilet and garbage facilities must also be provided as approved by the 
health authority. 

See Site and Facilities: Site Location — General Location and Adequate 
Space 

See Site and Facilities s Shelters for Living and Sleeping — ^Living and 

Sleeping Quarters Design and Location 
See Sanitation: Toilet Facllitl^ 
See Sanitation: Bathing, Handwashing, and Laundry 



Tennessee Build ings . Floors, walls, and ceiling: The floor surfaces in kitchens, 

in all other rooms and areas in which food is stored or prepared and 
in locker or dressing rooimi and toilet root^, shall be of smooth « 
relatively nonabsorbent materials and so constructed as to be cleanable. 
Provided, That the floors of non-refrigerated f dry food storage areas 
need not be oonabsorbent* All floors ahall be kept cleaned and in good 
repair. Floor drains shall be provided in all rooms where floors are 
subjected to flooding-*type cleaning or where normal operations release 
or discharge water or other liquid wastes on the floors. All exterior 
areas where food is served shall be kept clean and properly drained, 
and surfaces in such ar^s shall be finished so as to facilitate 
maintenance and minimise dust. Walls and ceilings shall be acceptable 
if they are kept claim, are fly«-proof, are in good repair. Walls of 
kitchens and dining areas may be slowly screened areas if the screen 
la fly*-proof and is kept in good repair. 

Limiting . All areas in which food is prepared or stored or utensils 
are washed, handwashing areas» dressing or locker rooms, toilet rooms, 
as^ storage araas for garbage and refuse shall be well lighted. During 
all clean-up activities « adequate light shall be provided in the area 
baing cleaned and upon and around equipment being cleaned. 

V«atllatien . All rooms in which food is prepared or ssrvad or utensils 
4.re washed, dressing or locker rooms, toilet rooms, and garbage and 
refuse storsge areas shall be well ventilated. Ventilation hoods 
mn& devices shall be designed to prevent grease and condensate from 
dripping into food or onto food preparation surfaces. Filters, when 

(continue) 
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SITE AND FACILITIES: Facilities Deslgn-^-Slte and Facilities Desl^ 

(continued) 



Tenneasgg 
(continued) 



used shall be readily reaovable for cleaning or replacement. Ventilation 
systesas shall comply with applicable state and local fire prevention 
requirements. 

Permanent and semi-permanent structures in any organized camp shall be 
so located as to have the following minimum distances between such 
structures; 



Cabins 

Lodges 

Bunkhouses 

Cottages 

Dormitories 

Kultifamily Dwellings 

Tents 

Trailers 



30 feet 
40 feet 
40 feet 
40 feet 
40 feet 
30 feet 
20 feet 
20 feet 



Provided, That spacing of existing structures at the time these regula- 
tions become effective shall be considered approved unless a serious 
fire hazard is constituted. 

Adequately ventilated storage area shall be provided for excess luggage 
and personal effects of each occupant of resident camps. Adequate 
lighting shall be provided at the entrance and inside permanent 
structures in organized casa^; Provided, That privies may be exempted 
from this requirement. 

See Site and Facilities: Special Program Areas and Facilities — 

Horseback Riding 
See Sanitation: Toilet Facilities 



Texas 



All camp buildings shall comply with applicable building, plumbing, 
electrical, and similar codes. 

See Site and Facilities: Shelters for Living and Sleeping— Living and 
Sleeping Quarters Design and Location 

See Site and Facilities: Special Program Areas and Facilities- 
Horseback Siding 

See Sanitation: Toilet Facilities 



Vermont 



Floors, walls—Floors, walls and ceilings shall be so constructed as 
to be easily cleanable and they shall be kept clean and in good repair. 

Windows—Windows, shades, curtains, furniture, and fixtures shall be 
of suitable construction and shall be kept clean and in good repair 
at all times. 

Heating, lighting, and ventilation~Each structure provided for occupancy 
shall be of sound construction, shall provide adeqtiate protection against 
the weather, and shall be provided with essential facilities to permit 
maintenance in a clean and sanitary condition. Cor«fort of occupants 
shall be provided for by adequate heating, lighting, and ventilation. 
When required by climatic conditions, space heating facilities capable 
of maintaining a minimum temperature adequate for comfort sh/11 be 
provided. Total window area in any room should be equal to at least 
one-tenth of the floor area, and ventilation shall be provided by 
having at least onS'^half the window area openable to the outside air 
or by means of forced ventilation. 

(continued) 
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SITE AND FACILITIES: Facilities Design— -Site and Facilities Design 

(continued) 



VerMQt Each hotel or motel shall be provided with suitable lighting facilities, 

(cootinued) either natural or artificial, in all areas of the hotel or motel accessi- 

ble to guests* 

Each hotel or motel shall be provided with suitable ventilating facill- 
tieSt either natural or mechanical, adequate to miniiaize odors in all 
parts of the hotel or motel. 

Ventilation , All rooms in which food is prepared or jerved or utensils 
are washed, dressing or locker rooms, toilet rooms, and garbage and 
rubj^lsh storage areas shall be well ventilated. 

Ventilation facilities shall be maintained and operated so that all 
arMS are kept free from excessive heat, steam, condensation, vapor, 
sttoke and fumes. Effective air recovery systems may be used in the 
vetitiXation of these areas. 

« 

All rooms, areas, and equipment, from which contaminated aerosols, 
obnoxious odors, or noxious fumes or vapors may originate, shall be 
effectively vented to the outside air In such a manner as not to create 
a nuisance or health hazard* 

Toilet rooms shall be ventilated to the outside air with electric fans 
that exhaust at least 15 cubic feet of air per minute for each toilet 
fixture, which are either operated continuously or only when the toilet 
is in use. 

Windows and other outside openings may be used to provide the ventilation 
for summer seasonal-type establishments, but must be screened. 

The ventilation system shall meet the requir^ents of the Fire Prevention 
Code administered by the Department of Labor and Industry* 

Lighting . All areas in which food is prepared or stored or utensils 
are washed, handwashing areas, dressing or locker rooms, toilet rooms, 
and garbage and rubbish storage areas shall be well lighted. During 
all clean-*up activities, adequate light shall be provided in the area 
being cleaned, and upon or around equipment being cleaned* 

Adequate lighting* At least 50 foot candles of light shall be provided 
on all working surfaces during working hours in food preparation, 
utensil-washing, and hand-washing areas. 

At least 30 foot candles shall be provided for all other areas as 
measured 30 inches above the floor. 

The 30 foot candles in dining areas are only required during cleaning 
operations. 

Floors, walls , and ceilings . The floor, wall, and ceiling surfaces in 
kitchens, and In all other rooms and areas in which food is stored or 
prepared, and in which utensils are washed, and in walk-in refrigerators, 
dressing or locker rooms, and toilet rooms, shall be of smooth, non- 
absorbent materials, and so constructed as to be easily cleanable. 

Floors, floor covering installed, constructed as required, good repair, 
and clean. 

(continued) 
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SITE ASD FACILITIES 5 P.cllltlM D«.lgn-Sit« end F«cllitiei Design 

(continued) 



(eonttnued) 



All floors ahsll be kept clean and in good repair. Sawdust or wood 
•havinga shall not be used on the floors. Vacuua cleaning, wet 
cleaning, or other duatless oethods of floor cleaning shall bn used: 
or dust-arresting sweeping eoopounds and pushbrooms shall be employed- 
and all auch deening, except eaergency fxoor cleaning, shall be done 
during thoss periods when the leaat aauunt of food is expoaed, such 
aa after closing or between oeal tines. 

Construction details include ssooth, durable, nonabaorbent and eaaily 
cleanable floorsj floor dreins; use cf carpeting, nay be ducldioerds* 
and Mating the requircssents of the Fire Prevention Code edainlsti<red 
by the Vemont Departoent of Ubor and Induatry. (Paraphraaed) 

Walla and ceilinga and attached equipment; properly conatructed, good 
repair clean, proper surfaces. 

Screening . All openings to the outer air shall be effectively protected 
egainat the entrance of inaecte and rodenta by tight-fitting self- 
closing doors, closed windows, scrsenlng, controlled eir currenta, or 
by other effective means satiafactory to the Inspecting sanitarian. 

Screening material ahall not be leas than 16 meah to the inch. 

See Senitation: Toilet Facilitlea 



Virginia 
Washington 



See Sanitation! Toilet Facilitlaa 



See Site and Facilities j Sheltera for Living and Sleeping—Living and 

Sleeping Quartera Deeign and Location 
See Sanitations Toilet Fecilitiee 
S«s Sanitation! Bathing, Handwaahlng, and Uundry 
See Sanitation! Anisal Raguletiona 



Weet Virginia 



Wisccneia 



All tents, cabins, or othsr structursa uaed for camp purpoaaa ahall 
be constructed and tsalntained in a aafe condition, kept clean, and in 
^od repair. 

See Site end Facilities! Shslters for Living and Sleeping— Camper 
Capacity/Cubic Air Space, Floor Space, aad Storage Space 

See Site end FeciUtiesj Spaelal Program Araaa and FaclUtl«s— 
foraebaek Riding 

See Sanitations Toilet Facilities 

See Senltetlons Insect, Weed, and Rodent Control (Vector Control) 

Buildings. (1) State Building Code. The Stata Building Code of the 
Department of Induatry, Labor, and Human Relet ions shall apply as it 
pertalna to the phyaical structure of tha camp. 

Sea Sanitation! Toilet Facilitiei 
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SITE AND FACILITIES: Facilities Design—Heating, Electricity, and Plumbing 



AlAbaaa 



Alaska 



Heating s AiJ gaa or oil burning heating and/or cooking facilities 
provided shall be properly vented and maintained • No open-faced gas 
and oil burning heaters shall be allowed under any circumstances. 

Electrical , All electrical installations and wiring shall be laaintained 
in good repair and shall comply with all local and state codes and/or 
National Underwriters Association Code. 

All penaanently connected extension cords of electrical wiring on the 
ground shall be prohibited. 

piuB&ing , Fluj^lng fixtures, when connected to a sanitary drainage 
system shall be provided with water-sealed traps, and shall comply 
with local, state, or national pluabing codes. Readily-accessible 
cleanouts shall be provided in all sewers and waste lines installed 
after ^he effective date of these regulations, and In existing sewers 
and waste lines when extensive repair or alterations are made. 

All fixtures shall he vented and vents shall be installed so that no 
drainage of any fixture may be deposited in or conveyed through said 
vent t 

Pitching shall be in accordance with rules and regulations of the 
Department of Health and Social S'jrvlces. 

See Site and Facilities; Shelters for Living and Sleeping—Living and 
Sleeping Quarters Design and Location 



Arkansas 



All plumbing shall be Installed and maintained in accordance 
with the current Arkansas State Plumbing Code. 



California 



Colorado 



Plumbing , All plumbing fixtures, equipment, piping, drainage, waste, 
venting, and sewer systems shall conform to the applicable provisions 
of Chapter 4, Title 24, California Administrative Code, except that the 
local enforcing agency shall have the authority to specify other approved 
methods of disposal. 

All electrical appliances, equipment, wiring and systems installed in an 
organi2ed camp shall conform to the applicable provisions of Chapter 5, 
Title 24, California Administrative Code, and the Public Utilities 
Comxaisslon. 

See Site and Facilities: Facilities Design—Fire Design and Materials/ 

Fire Exits and Alarm Systems 
See Sanitation: Toilet Facilities 

Radiators, registers, steam and hot water pipes, and electrical outlets 
shall have protection covering or insulation for the protection of 
children. 

Floor furnaces, open grate gas heaters, unscreened fireplaces, electric 
heaters, or other portable heaters shall not be used by children. 

'^^ heaters are used they shall be installed with permanent connections 
and protectors and shall have a sealed combustion chamber. 

(continued) 
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SITE AHD FACILITIES: Facilities Design— Heating, Electriciiy, and PliuAing 

(continued} 



Colorado Frograa Safaty: Energencies and Evacuations — Fire Regulations and 

(am tinted) Equipment (Moveable) 



Comiacticut Fluiabii^ > The plisfibing facilities within each camp shall confona with 

requlr^et^ts of Section 19-13-B4S. 

When the state department of health or the local director of health so 
directs, a certificate of approval shall be obtained froa the local 
or state fire marshall. All hot water and space heaters shall be 
properly located and vented » 



Florida Li^htin^ , Each habitable room shall be provided with at least one 

ceiling type light fixture and a separate double electric wall outlet. 
Other rooi^ in which people congregate, laundry rooms, shower rooms, 
and toilet rooms shall be provided with a minimum of one ceiling or 
wall typed fixture. Electric wiring shall be installed in accordance 
with the provisicns of local electrical ordinance or if no such ordinance 
exists, in accordance with the provisions of the National Electrical 
Code. 

Heating^. When a camp is located in an area where prolonged temperatures 
below 70O F are normally experienced during the period of camp occupancy^ 
adequate heating equips^nt shall be installed in all living quarters. 

A stove or other source of heat shall be installed and vented in f^uch 
a manner to avoid both a fire hazard and a dangerous concentration of 
fumes or gas. In rooms with wooden or coB&bustible flooring, there shall 
be a concrete slab, metal sheet, or other fire resistant material on 
the floor under every stove extending at least IS inches beyond the 
perimeter of the base of the stove. Any wall or ceiling, not having a 
fire resistant surface within 24 inches of a stove or stove pipe, shall 
be protected by a metal sheet or other fire resistant material. Heating 
appliances, other than el^trical, shall be provided with a stove pipe 
or vent connected to the appliance and discharging to the outside air 
or chimney. Such chimney shall extend two feet above the peak of the 
roof* A vented i^tal collar shall be installed around the stove pipe, 
vent or flue . . . 

AutCMaatically operated heat producing equlpn^nt shall be provided with 
controls to cut off the fuel supply upon the failure or interruption 
of flame or Ignition or whenever a predetermined safe temperature or 
pressure Is exceeded. All steam and hot water system shall be provided 
with safety devices designed to prevent hazardous pressures and excessive 
toperatures . 



Illinois Heating . All living quarters and service rooms in camps operating 

between September 15 and June 1 should be provided with properly 
installed, safe and operating heating equipment capable of maintaining 
a tamparatute of at least 60^ F, if during the period of normal occupancy 
the ti»}perature lu such quarters falls below 60^ F. Fireplaces or 
appliances Installed for heating purposes shall be designed. Installed, 
and vented in accordance with the National Board of Fire Underwriters 
National Building Code, 1967 Edition. 

Fluab ing . All plunging shall be in accord with the Illinois State 
Plumbing Code Law and Regulations adopted pursuant thereto. 

(continued) 
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(continued) 



minoie 
(eontloMd) 



Light ins . Any room provided for fauaen occupancy shell be provided with 
artifielAl lighting equel to or greeter then one 75**vett bxilb per 100 
squere feet of floor aiee «hen electricity is reesonebly evellable. 
When electricity is not reesonebly evalleble, as e ainiaua, e lighted 
dey rcH)m shall be provided for the use of the youth cas&p occupants and 
an eaergency light shall be provided for eech living or sleeping unity. 

All electrical wiring shall be In accordance with the Netlonal ^rd of 
Fire Oadervrlters National Elactrical Code and all state and local 
codes • 



Indiana 



Electricity , All wiring and lifting fixtures shall be installed and 
aaintained in a eafe condition. 



Heating , All heating devices shall be installed, operated, «id main- 
tained in a eafe manner. 

Plumbing , All pltsablng in camp buildings shall comply with the require- 
ments of the Indiana Flushing Rules and Regxilatlons. 

See Sanitation: Toilet Facilities 



Kentucky 



All gas or oil burning heating and coking facilities provldsd in any 
camp shall be properly vented and maintained, open-fac^ gas or oil 
burning heaters shall be allowed under any circumstances. 



See Sanitation: Toilet Facilities 



Louisiana 



All plius&lng in . . . Camps ^all comply with the rules snd regulations 
of the Stat"* Sanitary Code and with any and all local ordinances per«* 
talning to plus^ing and the diaposal of sewage and other water**csrried 
wastes. 



Maine 



See Sanitation: Sewage and Liquid Waste Disposal 



Maryland 



Where electrical service Is used, the Installation and use of such 
facilities shall conform with all applicable codes. 

See Sanitation: Toilet Facilities 



Msssadiusetts 



Installation and maintenance of plu8&lng . The operator shall install 
all pipes, pumps, and other pluaibing fixtures in accordance with accept- 
able plumbing staiuiards and fse shall maintain them In good working 
order. 



Cro ss connections prohibited . The operator shall not permit any physical 
connection to exist bstwsm any pipe carrying water from a source 
approved in accordance with Section 430.301 and any pipe carrying water 
from any other source without the written approval of the Massachueetts 

Department of ^tvironsmtal Qullty ^glneering. 

See Sanitation: Safe Water Supply and Safe Ice Supply 
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SITE AND FACILjTIKs Facilities Etesign— HeAting, Electricity, and Plus&ing 

(continued) 



^^=^^8*^ Heating . Haating shall be by one or laore approved sealed cc^ustion 

heaters drwing coi^uation air directly froa the outdoors and installed 
in accordance with the manufacturer's specifications, or by a central 
heating plant installed in an enclosure provlditg a ainiaum one hour 
resistsnce to fire, including "B" labeled fire door and fraae asseiab^ies 
in an interior door opening to this enclosure and an approved fire 
daaper in any duct piercing this enclosure located where the enclosure 
is pierced. Air for proper coabustion shall be provided directly from 
the outdoors through a permanently open louver. 

A coB&ustion type water heater shall be installed in the same enclosure 
or in a similar enclosure of the same construction. 

Underwriters* laboratories approved, permanent, fixed**- type electrical 
heating, such as panel or baseboard type, may be approved in any 
location. 

A portable auxiliary heating unit shall not be used in a camper occupied 
building. 

A boiler, if used, shall be inspected and a certificate provided as 
required by the boiler division, state department of labor. 

A fireplace openiJig shall have an approved screen or glass device to 
prevent the spread of fire. In new fireplace construction a wlnltimm 
masonry facing around the fireplace opening of eight inches to the sides, 
12 inches above, and 16 inches at the floor shall be provided and the 
chimney shall have an approved flue lining. 

Heating equipment shall be capable of maintaining a temperature of at 
least 70^ F at a point two feet above the flcKsr. An accurate thermometer 
shall be provided. A portable heating device or space heater shall not 
be used. 

A fireplace shall be protected by a screen or glass device to prevent 
bums. A hot water and steam radiator and pipe shall be shielded to 
prevent bums. 

PXuBd>lnfi > A plumbing fixture and water and waste pipe shall be properly 
installed and maintained in good sanitary wrking condition. 

See Site and Facilities: Facilities Design— Site and Facilities Design 
See Sanitation; Maintenance Supervisor and Camp Maintenance 



Hlnaesote All new plusiblng shdll be Installed according to the regulations of 

the State Board of Health and the provlsious of the Minnesota Plumbing 
Code AS adopted by the State Board of Health. Alterations to existing 
plua&lng, when undertaken, shall conform to the provlslonr of the 
Minnesota Plumbing Code. Where existing plusd>lng defects are found 
to create a serious public health haurd, correction shall be uxuler taken 
ianed lately. 

See Site and Facilities: Development Plan Approval ^d New Construction 
Approval 



KiselaslPPi When electrical systeas are installed in camps, they shall be approved, 

Installed, and maintained in accordance with the provisions of the 
National Electrical Code. 

(continued) 
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SITE AND FACILITIES: FacllitlQS Design—Heat Ing, Electricity, and Flusd)ing 

(continued) 



MiaalMippi Electrical Safety 

(coatlnu^) 

(1) The electrical installation at all nevly constructed svissning and 
diving areas shall comply with and be oslntalned in accordance 
with requirei&eota of the latest edition of the National Electrical 
Code* 

(2) £]d.8tlng installations shall, upon application, be inspected and 
granted a variance if a haeard does not exist, 

(3) All svisraing pools with underwater lights, regardless of construc- 
tion date, shall comply with the latest edition of the National 
Electric Code requlr^ents pertaining to underwater lights. 

(4) Ikfects in the electrical installations of underwater lights shall 
be repaired, removed, or disconnected i^ediately upon notice by 
the Board. 

(5) All electrical wiring, where exposed and accessible to bathers, 
shall be in rigid conduit or electrical metallic tubing and all 
boxes, fittings, and accessories used In dassp or wet locations 
shall be installed and equipped to prevent the entrance of water. 

(6) Distribution centers, where fused switches or circuit breakers 
are grouped, shall be enclosed and inaccessible to all except 
authorized individuals. 

(7) The crossing of outdoor swlisaing and diving areas by open overhead 
electrical conductors shall be prohibited. 

(8) Overhead electrical conductors crossing playgrounds contiguous tu 
outdoor swissming and diving areas shall cosoply with the require- 
ments of the latest edition of the National Electrical Code. 

(9) All metal fences or railings on which a broken electrical conductor 

might fall shall be effectively grounded. 

• 

(10) All water and other piping tc ^nd from the swimming and diving 
areas, including inlet and outlet pipes, shall be metallically 
bonded together and adequately connected to the same grouping 

' electrode used to ground the neutral conductor of the electrical 
system* This shall be in addition to the grounding requirements 
for electrical equipment and circuits as required by the latest 
edition of the National Electrical Code« 

(11) Pumps, filters, and other mechanical and electrical equipment shall 
be enclosed in such a manner as to he accessible only to authorized 
individuals « 

(12) Construction and drainage shall be such as to avoid the entrance 
of accumulation of water in the vicinity of the electrical 
equipment. 

(13) Electrical installations at all switmnlng and diving areas and any 
future additions or modifications to such installations, prior to 
being placed in service and every three years thereafter, shall 
be inspected and approved in accordance with these regulations. 

(continued) 
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SITE AND FACILITIES: F«cllities Design— Heating. El<>ctriclty . and Flunking 

(continue) 



M laalagippi 
(contl&ui^) 



Heating 

Beating device* t their installation, operation, and niaint^mnce shall 
be in compliance with existing and applicable State and local lavs, 
ordinances and regulations. The National Fire Frotectlon Association 
Life Safety Code shall be used as the final authority. 

Radiators, registers, steaa and hot water pipes shall have protective 
ravering or Insulation for the protection of campers and staff. 

Floor fumances. open grata gas heaters, electric heaters, or other 
portable heaters shall not be operated by caaipers. When fuel ignition 
type heaters are used, they shall be properly vented and installed 
with pemnent connections and protectors and chall have aealed 
cuHSbustlon chambers. 

FluiBbing Fixtures 

(1) Cro$s*-connection6 shall not be permitted. 

(2) A cross-connection shall be considered broken where a slnltmm air 
gap of at least twice the diw&eter of the water pipe is provided, 
where potable water enters the pool, and where pool water or water 
from the recirculation syst^ is discharged to a sewer system. 

(3) Back flow shall not be permitted. A potable water distributing 
pipe shall be considered as protected against backflow from any 
pluBibing fixture or other piece of equipment or from any appliance 
capable of affectiog the quality of the water in the potable water 
supply where an air g4p of at least twice the diameter of the water 
supply pipe has been provided. VRiere it is not practicable to 
provide such minimum air gap. the connection of the fixture, 
equipment, or appliance shall be equipped with a backflow preventer 
assembly of a type and at a location provided by the Board. 

(4) The Board may require that a backflow preventer assembly of an 
approved type be installed at any fixed potable water outlet to 
which a hose may be connected and used in contact with liquids 
or other substances, 

(5) The Southern Plucking Code shall be final authority. 

See Site and Facilities; I v lopment Flan Approval and New Construction 
Approval 



Nebraska 



See Sanitation: Safe Water Supply and Safe Ice Supply 



Nevada 



See Sanitation: Safe Water Supply and Safe Ice Supply 



New Ba^shire 
New Jersey 



See Sanitation: Safe Water Supply and Safe Ice Supply 

Heating equij«aent, when supplied, shall be capable of maintaining 
a temperature of at least 68^ F at a point three feet above the floor, 
when the outside temperature is 0^ F. An accurate thermometer shall be 
provided. A portable heating device or space heater shall not be used. 

(continued) 
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SITE AHD FACXLITZES; Facilitiu I^ign~Heatli]g» Electricity* and Plumbing 

(contlntM^) 



Wmt Jar— y 



FireplacM, hot vat«r and itMs radiators « and pipes shall be shielded 
to prcveit bums. 

A cas^ shall cosply vlth applicable local buUdlngt plvs^lng^ electrical, 
and slallar codes. 



Ksw York 



Electrical safety . All ns» electric wiring aiul lifting fixtures shall 
be Installed In accordancs vlth tbs local building cods or the national 
el^trle ec^ of the National Fire Protection Association and all 
existing sXectrical serylcet vlringt end fixtures shall be In good 
ri^lr and safe cm^ltion. Where eondltlona Indicate a need for 
inspMtlont snd on a nev or rsMdellng projMt, the electrical 'service 
and viris^ ^lall be inapected by a qualiflMi electrical InsfHictor and 
a copy of ths esrtlf ieate or approval shall be si&aitted to the permit 
I s s u ing official. 

Hmiting . Stoves or other heat aourcesy where provided » shall bs 
Installed and maintained in accordance with the Mnufaeturer's 
instructions to avoid fire hasards and dangero\is concsntrations of 
fumes or gas. Water heaters shall not be installed in sleeping 
quarters. 

Campa occupied between October 1 and Hsy 1 ahall have at least one 

building with besting fecllities for emergency use. 

See Sanitations Safe Water Supply and Safe Ice Sitpply 



North Carolina 



See Site and Facilities s Facilities Design— Site snd Facilities Design 



Ohio 



Plmifelng . All pluBblng shsll be satisfactory. Nei^ plus^lng shall be 
installed in accordance with the local plvesblng code. In the absence 
of a local codop all plirablng shall bs installed in accordance with 
the Obio Fluabing Code as adopted by the Board of Building Standards 
under authority of Oiapter 3781 of the Revised Code. 

Electrical eervice . ElMtrical systseut installsd in can^s shall be 
approved » Instslledt and maintained in accordance with the provisions 
of applicable local and state codes. 

All heating devices shsll be Installed ond operated In such a manner 
as to avoid both a fire hasard and a dangerous concentration of fumea 
or gas. 



(pir efon 



Water distribution systsms shall comply with the Department of Comerce 
Pltaibing Code. 

See Site and Fscllities: Fscllities Deslgn**««Slte snd Facilities Design 
See Sanitations Sewage and Liquid Wests Disposal 



Petyisylvftnia 



Bttilding . Plumbing shall be so sited. Installed , and maintained as tos 
(1^ Carry adequate quantities of wster to required locstlons throughout 

the organised camp or ewpground. 
(2) Properly convey sewsgs and liquid wastes from ths sstablishment to 

the eewerage or serage disposal system. 

(continued) 
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SITE AHD FACILITIES 



FacilltlM DMlgn— -fiutlng, Electrieity» and Pltfi&ing 
(contlnufid) 



PiOMitylvaaia 



(3) Prevent contasiiuitloQ of the vmter supply. 

(4) !iot create an ineanitary condition or nuisance. 



Rhode Island 



Utilities and service . No person shall cause the water, or other 
utility^ service, facility, or equipaent \Aich is required to be sade 
available under these minimBs standards to be shut off or reaoved 
except for such timporary period as may be necessary during actual 
repairs or alterationa or during t«aporary eaiergencies when curtail- 
Mnt of service is approved by the director. 

See Sanitation: Safe Water Supply and Safe Ice Supply 



South Carolina 



All electrical fixtures and wiring shall be Installed in compliance 
with applicable state or local codes or in their absence, the Southern 
Standards Building Code, 



See Sanitation; Safe Water Supply and Safe Ice Supply 



Tennessee 



All electrical installations and wiring shall be maintained in good 
repair and shall comply with all local and state codes and/or National 
(toderwriters Association Code. 

All pen&anently connected extension cords of electrical wiring on the 
ground shall be prohibited. 

All gas or oil burning heating and/or cooking facilities provided in 
any organized camp shall be properly vented and maintained. No open-- 
faced gas and oil burning heaters shall be allowed iinder any circum- 
stances. 

See Sanitation: Toilet Facilities 

See Sanitations Sewage and Liquid Waste Disposal 

See Sanitation: Safe Water Supply and Safe Ice Supply 



Texas 



See Site and Facilities: Facilities Design — Site and Facilities Design 



Dtah 



Plumbing . Adequate plumbing fixtures shall be available to all camp 
occupants as required by the Utah Plusibing Code, except as provided 
in Section II-*B. 



Where permanent plumbing fixtures are not feasible, exception to the 
above requir^&ents can be made upon approval of the Director. 
Separate facilities for men and women are not required for single- 
family use. 

All pluBbing in camps shall comply with provisions of the Utah Plumbing 
Code, and applicable local plumbing codes* 



See Site and Facilities s Facilities l^sign 
See SiU and Facilities s Facilities Desi^ 

Fire Exits and Alarm Systems 
See Sanitations Safe Water Supply and Safe Ice Supply 



Site and Facilities Design 
Fire Design and Materials/ 
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SITE AMD FA^XLlTZESs Facilities Defilga-*41eatlQg» El^tricity, and Flusdiing 

(continued) 



Plumbing shall hm so sissdt instslled, and maintained as to convey 
ade(iuate quantities of vater to required locations throughout the 
establiehiienty prwent contamination of the water supply, properly 
convey aevage and liquid lauitcs fron the establiels&mit to the sewerage 
or scvage^iepaeal eystesi, and so that the sev^e does not constitute 
a Murce of contaaination of food» equipment • or utensils or create 
any other Ijisanitary condition or nuisance. 

Coapliance requirweits: 

All ploiibing installed In nev buildings lOiall confon to Health 
Regulations^ Chapter 5, Subchapter 15, 'Tlusbing Regulations.'* 
Pluabing in buildings that exist on the effective ^te of these 
regulations shall confers as near as practicable to the staters 
pluabing regulations. 

All pluaibing shall be adequately sised and sloped, and there shall be 
m mxpom^ pipes directly over food preparation or food storage ar^s. 

Drain liuM froft equipsent shall not discharge waete water in such a 
■anMr as will perait the flooding of floore or the flowing of water 
across lurking or walking areas, or into difficult-to-cXean areas, or 
othexviee crMte a nuisance. 

All plusbiog shall be instslled and maintaimd so as to prevent backf low 
of water or waste into the wster distribution systes or into food- 
contact equi{»Bent and devices. 

A tton potable water systes is per&itted to serve water closets, urina'lSp 
air conditioning units, fire protection systws, or hot water heating 
syst«as ss long as there is no physical or direct connection to the 
potable water supply, and the non*-potable pipes are painted yellow « 

See Sanitations Safe Water Supply and Safe Ice Supply 



Wariain^ton See Sanitation: Sewage and Liquid Waste Disposal 



Bast Virginia All electrical installations and wiring shall be maintained in gc^d 

repair and shall cc»sply with all local and state electrical codes snd 
ordinances and/or the national Electric Underwriters Association Code. 

All pemanently connected extension cords or electrical wiring on the 
ground shall be prohibited* 

Building 

All gas or oil fired heating equlptQent shall be of an approved type« 

A aodsl or saople of every such heating device, except hot plates and 
cooking ranges, shall havs been tested and approved by a nationally 
recognized atandard or nationally recognised testing laboratory and 
such equipsent shall have attached thereto an insignia of approval by 
such standard or testing Isboratory* 

(continued) 
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SITE AND FACILITIES s Facilities Design—Heating, Electricity, and Pluifcing 

(cootinutd) 



(eoatinued) 



All gu or oil fired heating equiiment, except hot plates and cooking 
ranges, shall be equipped with a ICK) percent safety cutoff pilot. 

the construction and installation of gas or oil fired heating equipment 
shall be such that all m»xlous flue gases shall be discharged through the 
flue outlet « Venting practices shall be in conformity with the standards 
of the National Board of Fire Underwriters and the National Fire Protec- 
tion Association. 

Unvented gas or oil fired heating equipment shall not be used. 

All vented gas or oil firnd heating equipment shall have a draft hood 
or equivalent constructicn. 

Vents shall be installed as nearly vertical as possible and shall 
equipped with a rain cap. 

Cosmections to gas or oil fired heating equipment shall be made only of 
rigid or semi-rigid metallic pipe or tubing. 

Open faced gas or oil fired heating equipment shall be prohibited. 

Gas or oil fired water heaters, cooking ranges, and hot plate burners 
shall not be used as substitutes for room heating equipment. 

Liquified petroleum gas for cooking or heating purposes shall not be 
permitted to be used in any organized camp unless the containers are 
properly connected by copper or other suitable metallic tubing. 

Liquified petroleum gas containers shall be securely fastened in place 
and protected from the weather. 

No liquified petroleum gas container shall be located within any 
building of any organized camp or within five feet of a door thereof. 

See Sanitation: Toilet Facilities 

Sec Sanitation: Sewage and Liquid Waste Disposal 

See Sanitations Safe Water Supply and Safe Ice Supply 



Wisconsin 



See Sanitation: Sewage and Liquid Waste Disposal 

See Sanitation: Safe Water Supply and Sefe Ice Supply 




SITE ASP FACILITIES 8 FactlitiM D>»lgn--PUygtouii4 •ad Rt crMtlon^l Equiin&tnt 

AffcusM Sm Sanitations Malntaiia&ct Supervisor «ad C«ap Maintanaacc 



PUygrouad •quipewnt. such m tvinsst &crry-go-roimd9» slidM* JuogU 
gyu» ote.i shall bo socuroly uchorod to concroto footing or othor 
appro vod footing. All tirlngo shall havs csnvas sasts« 

Sas Progrtt Safsty: Idantlfieation and Hinisiisation of Hasards 



imoota 



Whars playgroimd aqulpsant is providad, it ahoul/« ba avsy frra ostural 
pattivays of traffic, Stapa leading up to slidss hould hava handrails. 
Playground aquipaant should ba structurally sound, fraa fro« aharp or 
rough surfacaa idiieh imuld likaly inf lact contusions or ^rasiona and 
firaly snchor^. Swings of far special hasards vhicd) can ba ninimia^ 
by uaiag suts of light-vai^t Mtarial such as belting, rubber, or 
heavy canvas. 



Hsaaachusstts 



Equipomt used for arts and crafts shall be in good repair, of aafa 
dMi^, properly install^ and us^ with proper safety precautions. 

Athletic ^ui^Bsnt including but not liaited to gyssiaatlcs apparatus s 
volleyball and/or basketball stsmUrds; fc^tball, hockey, and soccer 
goele shall be set up and asintained in accordance vith oanuf acturere * 
standards. 



All playing fielda end surfaces shall be kept free of ho lea and other 
obetructions which tsay create an accident hacard. 

Playground squipant such as but not lisitad to cllobing apparatus, 
slides, swinge, and swing sets shells 

(1) Be in good repair end of safe design. Safe deelgn includes 
being free of rough edges, protruding bolts and possibility 
entrapment of ex;tr«iitits« 

(2) Be securely anchored to concrete or other suitable footing. 

(3) Hot have m asphalt or concrete surface under and around it. 

(4) Save canvas or other pliable ssats on swings. 



Michig an 
Hiaaiasippi 



EquipMat used in the cao^ progrsm shall be of good quality and not 
present undue risk to children. 



EquipMnt usi^ for arts end crafts shsll be in good repair, of safs 
daeign, and properly installsd. 

CraBareial playground aquiposnt shall be securely anchored to concrete 
or other approve footing. All swings shall have canvas or othsr 
pliable seats. 

See Sits and Facilities f Facilities Deslgn~Sits and Facilities Dssign 



EquipMnt used in the cassp progrsn shall be of good quality and not 
present undue risk to chlldrsn. 



Ko personal weapons, bows, rifles, or similar squipMnt, shall be . 
brought to csap without the esiap operator > knowledge and paraisslon, 

(continued) 
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SITE AND FACXLZTXES: Facilitiu D<ftisti--PlAygroimd and Recreatlonsl Equipment 

(eoatiauMl) 



York 



Such articlM p«rai£:t«d in crap shall be kept in m locked cabinet by 
the operator mnd used only by the ovner in accordance with eafiq» safety 
regulation! • 



All equipment shall be free of hazards » securely anchored where necessary » 
install^t and used in acosrdance vith manufacturer *s Instructions and 
inspected by the csap operator at frequent intervals for defects* 



Oregon 



Equipaent used in organisational caap programs ^all be maintained in 
good cot^ltion and ehall not present undue risk to users. 



Texas 



Equipment used in all r^reational programs shall be kept in good 
condition and present no hazard to the user at any time. 
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SITS AND FACILITIES: 



FadlitlM DMlgii^Firc DMlgn and Materials/Fire Exits 
«iid Mara Systaoia 



All buildings » pemaaant and 8e&i-parMnant» In vhich groups of people 
11^» aat» sleap» or assesdtle shall ba provided with ready exits for 
use in case of fire and these eaeits shall be conaplciK>usly sarked or 
designated. 

All refuse containers inside permanent or soai-pernianent structures 
shall be of f Ire^^resistent construction. 

Fensanent and s^Bi-penaaneot structures in any camp shall be so located 
as to have the following minissum distances between such structures: 



Cabins 

Lo^es 

Bunkhouses 

Cottages 

Domitorles 

»&iltifasily Dwellings 

Tents 

Trailers 



30 feet 
40 feet 
40 feet 
40 feet 
40 feet 
30 feet 
20 feet 
30 feet 



Provided* That spacing of existing structures at the time these regula- 
tions becoM effective shall be considered appnived unless a serious 
fire hazard is constituted. 

See Site and Facilities: Site Location — General Location and Adequate 
Space 

See Sanitation: Toilet Facilities 



Arixona 



See Frograoi Safety: Identif icstion and Minimization of Hazards 



Arkanaas 



See Progras Safety: Identification and Minimisation of Hazards 



California 



Building and structures used or intended for sleeping purposes w^iich do 
not exceed any one of the llfflitatioss set forth below, shall conform 
to the provisions of Section B983 "Special Buildings, Tents, and Tent 
Structures" and B98S of this chapter, (l) One-^story in height, 
<2) 800 square feet in floor ares, (3) Maxissuio housing of 12 persona. 

For the purpose of this section, groups of buildings or structures 
within a line circumscribing such buildings or structures shall be 
considered as one building or structure provided all of the criteria 
Itmized in Section B982(a) (1), (2), and (3) are met. Exception : 
Buildings or structures used exclusively for living and sleeping "purposes 
by staff personnel only msy be constructed in accordance with the pro- 
visions of these regulations for Group I Occupancy. 

Buildings and structures used or Intended for sleeping purposes Including 
those so used in whole or in part by staff pexrsonnel, and which exceed 
any one of the limitations set forth in Scsction B982(a), shall conform 
to the provisions of Section B9S4 "Basic Buildings and Structures" 
and B985 of this chapter. 

Buildings and structures which are not used for sleeping purposes shall 
be classified into the occupancy group they most nearly resesable. Such 
buildings and structures shall conform to the requirements for their 
desipuited occupancy classification as specified in these regulations 

(continued) 
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SITE AND FACILITIES: Facilities Desigu—Fire Design and Materials/Fire Exita 

and Alana Systms (continued) 



California except that the provlsiona of Section B985 shall supersede any similar 

(MQtinued) provisions of Section B985 shall supersede any similar provisions con- 

tained in any other chapter of these regulations. 

In addition to the provisions of Section B985, special buildings 
conforming to the limitations specified in Section B982(a) shall 
conform to the following. (1) The flame spread and point rating of all 
interior finish materials shall not exceed two ♦-..^dred twenty-five (225) 
as determined by Standard Test Method No, 723, UL Inc. (2) Every room 
or area housing more than eight persons shall be provided %d.th not less 
than two approved exlts^ each of which shall be direct to the exterior 
and shall be not less than 28 inches in clear width and 6 feet, 8 Inches 
in height. Ro^^as or areas housing eight or less persons shall be 
provided with at least one such exit direct to the exterior. (3) Every 
exit door shall be openable from the inside without the use of any key, 
special kmjwledge or effort. (4) Exit doors need not be hung to swing 
in the directions of exit travel. Where exit doors are hung to swing 
in the direction of exit travel, a landing, conforming to the provisions 
of Section 3:K)3(b), UBC, shall be provided. (5) When the distance 
(measured vertically) between the ground level and the floor level 
exceeds eight inches, a stairway shall be at least as wide as the door 
it serves. Exception : In lieu of a stairway, a rac^ having a slope of 
not more than one foot of rise for each eight feet of run may be provided. 
(6) When the floor level at any door opening of any building or structure 
is more than 30 inches above the adjacent ground level, handrail or 
guardrails shall be provided on the landing, balcony or porch, and on 
every stairway or ramp to ground level. (7) Buildings and structure? 
or groups of buildings and structures shall be separated from each other 
by not less than 10 feet. This subsection shall not apply to existing 
buildings and structures of existing Group D, Division 4 Occupancies. 

For the purpose of this chapter, a tent or tent structure is defined as 
any shelter of which 25 percent or mote of the walls or roof, or both, 
are constructed of, or covered or protected by, a canvas or any other 
fabric material. 

In addition to the provisions of Section B985, tents and tent structures, 
or groups thereof, shall conform to the provisions of Section B983<a) 
except as follows: (1) Regardless of any other provisions of this 
chapter, heating of tents and tent structures shall be prohibited unless 
written permission is obtained from the State Fire Marshal. (2) All 
canvas or other fabric i&aterlsl shall be treated and maintained in a 
f lame-ret ardant conditior. Exceptions ; (a) Tents having area of not 
more than 80 square feet, (b) Canvas or materials used exclusively to 
protect windows and similar openings In walls, (c) Canvas or materials 
used as a windbreak enclosure of not more than three sides and open to 
the sky. (Note; It Is not the Intent of Section B983(b) that strict 
adherence to the width and height requirements of exit openings be 
enforced for exits from tents.) 

Buildings and structures, or portions thereof, used or intended for 
sleeping purposes and which exceed the height, area, or capacity 
limitations specified in Section B982(a), shall confojrm to the pro- 
visions of this section, (a) Buildings and structures or portions 
thereof, shall not exceed the limits of area, height, and type of 
construction specified in these regulations for a Group D, Division 3 
Occupancy. Such buildings and structures shall be of not lass than one-* 
hour fire-resistive construction throughout, (b) The f lre«reslstlve 
protection of exterior walls and openings, as determined by location 

(continued) 
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and Alara Syst^s (continued) 



California on property shall be in accordance with the provisions of these regula- 

(continued) tiona for a Group D, Division 3 Occupancy. 

Stairs, exits, and sosokeproof enclosures shall be provided in accc^dance 
with the provisions of Cahpter B33. 

Exits shall be enclosed as specified in Chapter B33. Elevator shafts, 
vent shaftSp aiui other vertical openings shall be enclosed and enclosures 
shall be as set forth in Qiapter B17. 

AutOMtic fire extinguishing syst^s, standpipes, and baa^^nt pipe 
inlets shall be installed when and as specified in Chapter B38. 

Every building and structure used or intended for sleeping purposes 
shall be provided with an autot&atic siaoke or heat detection system 
throughout. Such systems shall conform to the appropriate provisions 
of Part 3, Title 24, CAC, and shall be approved and listed by the State 
Fire Marahal. Exception ; An autosatic smoke or heat detection system 
shall not be required in buildings and structures where sleeping is 
limited to the first story. 

The provisions of this Section shall apply to the premises and to all 
buildings and structures of all organized camps, (a) Thm installation 
of all electrical wiring shall conform to the applicable provisions of 
Part 3, Title 24, CAC. (b) Heating equlpmnt, and the installation 
thereof shall eonforra to the provisions of Chapter B37 and Part 4, 
Title 24, CAC. (e) Motion picture machine booths shall conform to the 
requirements of Chapter B40. (d) Interior finish shall conform to the 
requirmmts of Chapter B42» except as permitted in Section B983(a) (1). 
(a) All exterior openings in ro<»&s containing cetitral heating equlpc^nt, 
low-pressure boilers or water heating boilers used as part of the heating 
system^ if located below openings in another story, or if less than 10 
fset from other doors or windows of the sama building, shall be protected 
by a fire assembly having a 3/4-4iour fire-resistive rating. Such fire 
assemblies shall be fixed, automatic, or self closing. Exception : The 
requirement for 3/4«-hGur fire assembly protection of openings may be 
deleted if the entire room is protected by an automatic aprinkler syritem 
conforming to the provisions of Chapter B38. (f) Every room containing 
central heating equipment, low-pressure boiler or water heating boiler 
used as part of the heating mystem shall be separated from the rest 
of the building by a One-Hour Fire-Resistive Occupancy Separation with 
all openings protected as set forth in Table 5A, UBC. Exception ; When 
Kxy such opening is protected by a pair of fire doors, the inactive 
leaf shall be normally secured in the closed position and shall be 
opanable only by use of a tool. An astragal shall be provided and the 
active leaf shall be self-closing, (g) For purposes of determining 
exit requirements, the occupant load of every building, tent, or tent 
structure us^ or intended for sleeping purposes shall be determined on 
the basis of not less than 30 square feet of floor area per person for 
single tier beds, and 20 squars feet of floor area per person for double 
tier beds, (h) The construction and installation of all tanks, cylinders, 
equipment, and system used or intended for use in conjunction with any 
liquefied petroleum gas shall conform to the provisions of Subchapter I, 
Chapter 4, Title 8, and Part 4, Title 24, CAC. Exception ; Permits 
and fees . . . not . . . required in an organized camp. (1) Heating 
units used as an Integral part of an air conditioning and ventilation 
system shaU be installed in accordance with Sections B985(b), B985(e), 
and B98S(f). 

(contint^d) 
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SITE AND PACILmESj F«cilitl«s D«ilgn— Fire Design and Materials/Fire Exits 

and Alarm Systsas (continued) 



Cal lfprnia Every Grox4> B, Dlvlelpn 6 Occupancy, in addition to the requirements 

Tcmitlau«d} of Section 9t50(a), ehall conform to appropriate provisions of these 

regulAtioas t 

Required access roads from every building to a public street shall be 
sll-veather hard-^surfaced (suitable for use by fire apparatus) right-of- 
way not less thsn 20 feet In width. Such right-of-way shall be 
unobstructed end maintained only as access to the public street. 
Exception s Snforclng agency may waive or codify , . . 

Cc»^uetlon engines and gas turbines shall be maintained in accordance 
with NPPA 37-1967. 

The nuaber of occupents of any building, structure, or portion thereof, 
shall not exceed the ^rmltted or posted capacity. 

FXamnable liquids shall not be placed or stored in any special building, 
tent, or tent structure as defined in Section 9.83, Part 2, Title 24, 
CAC. (Paraphrased) Exception ; Flaasaable liquids may be used in 
special buildings only (not in teats or tent structures) when such use 
is for heating purposes. 

Portable fire Mtlngulshers having a minimum rating of 2A, or an 
extinguishing medium of equal protection, i^all be provided and shall 
be conspicuously located so that no person need travel more than 100 
feet from a building or structure to reach the nearest sppliance. 
(Note; Equal protection may include, but is not necessarily limited 
tos five gallon pusqi cans; fixed garden hoses of adequate lengths; 
barrels of water with buckets; etc.) 

No combustible material shall be placed or stored within 10 feet of any 
building or structure. 

The space surrounding every building or structure shall be maintained 
in accordance with the following? Any person that owns, leasee, 
controls, operates, or maintains any building or structure in, upon, 
or adjoining any mountainous area or building or structure in, upon, 
or adjoining any mountainous area or forest-covered lands, brush covered 
lands, or graas**covsred lands, or sny land which is covered with 
flaaaable material, shall at all times do all of the following: 
(I) Maintain arouikl end adjacent to such building or structure a 
firebreak made by r«aoving and cleaning away, for a distance of not 
less than 30 f^t on each side thereof or to be the property line, 
whichever is nearer, all flaaaable vegetation or other combustible 
growth. This section does not apply to single specimens of trees, 
omaiMntal shrubbery, or similar plants which are used as ground cover, 
if they do t^t form a means of rapidly transmitting fire from the native 
growth to any building or etructure. (2) Maintain aroimd and adjacent 
to any such building or structure additional fire protection or fire- 
break msda by removing all brush, flammable vegetation, or combustible 
growth which if located from 30 feet to 100 feet from such building or 
structure or to the property line whichever is nearer, as may be 
required by the inspection authority if he finds that, bscause of extra 
hasardous conditions, a flrsbrsak of only 30 feet around such building 
or strueturs is not sufficient to provide reasonable fire safety. 
Grass and other vegstatlon located mora than 30 feet from such building 
or strueturs and less than 18 Inches in height above the groimd may be 
maintained vhare necessary to stabilise the soil and prevent erosion. 
(3) Smove that portion of sny trw which extends within 10 feat of the 
outlet of any diimasy or stovepipe • (4) Maintain any tree adjacent to 

(continued) 
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California or overhanging any huildlng free of dead or dying mod. (S) Maintain 

(continxsad) the roof of any structure free of leavea* needlea* or other dead 

vegetative grovth. (6) Provide and naintain at all tines a screen over 
the outlet of every chimey or stovepipe that is attached to any fire- 
place, stove, or other device that bums any solid or liquid fuel. The 
screen eholl be constructed of non-flaasBable material with opmingB of 
not mre than 1/2 inch in slse« 

Every organized* caap shall provide and maintain a device or devices 
suitable for sounding a fire alara. Such device or devices may be of 
any type acceptable to the inspection authority provided they are 
distinctive in tone from all other signaling devices or systems and are 
to be audible throughout the camp pr&^ses. 

When an automatic heat nx BxaoJtB activated fire alarm syatem la provldedi 
all signaling devices as required by this section shall be identical 
in tone to that of the automatic system. 

Every organized caap shall inatitute fire training program for all 
employees in the use of all fire extinguishing equipment and methods 
of evacuation, and shall establish procedures %«hlch shall, as far as 
possible, be followed In the event of fire or any other emergency* If 
. located in a forest area a plan shall be prepared for the evacuation of 
the camp In case of an approaching forest fire or other emergency. 

Within 24 hours after arrival, every group of persons attending an 
organised camp shall be made familiar with the method by which the fire 
alarm may be activate and with the procedurea to be followed upon 
notification of fire. 

At least one fire drill shall be helo within 24 hours of the commencment 
of each camping session. Additional drills shall be conducted at least 
once each week thereafter. When sessions sxceed a aeven-day period, 
at leaat one drill shall be held during night-time sleeping hours* 

Upon noiification of fire, fire drill, or upon activation of the fire 
alarm all buildings and structures shall be imsediately evacuated in 
accordance with the established fire plan. 

Exiating buildings housing existing Grotsp D, Division 4 Occupancies shall 
conform to or be made to conform to the Special Requirements of this 
article and Section T19-998, Part 6, Title 24, CAC, which reader 
Existing buildings and structures housing existing Group D, Division 4 
Occupancies established prior to July 1, 1971, may have their use con- 
tinued if they conform, or made to conform, to the provisions of Part 2 
to the extent that reasonsble sikI adequate life safety against the 
hazards of fire, explosion, and panic is substantially provided and 
maintained. Additional means of ^ree, the installation of autotaatlc 
sprinkler systems, area separations, or automatic fire alarm system 
may be required to provide reasonable fire and panic safety. (Kote: 
It is the intent of this section that every existing occupancy need not 
mandatorily conform to or be made to conform to the requirements for « 
new construction. Reasonable Judgment in the application of requirements 
oust be exercised by the enforcing agency.) 

Colorado The camp shall provide a separate and distinctly recognizable fire 

alarm system* This system shall be used for fire drills or other 
emergency such as a natural disaster or atomic attack, etc. 

(continued) 
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SITE AMD FACIUTZES: Facilities Design— Fire Desiga and Materials/Fire Exits 

and Alarm Systens (continued) 



Colorado 
(eoatinued} 



All tents shall be treated with fire retardant prior to the opening of 
camp each year. 

(1) Certification of this treatment shall be available for inspection. 

(2) Plastic tents of any type shall not be allowed 

See Program Safety: Ebaergencies and Evacuations — Fire Regulations and 

Equipwnt Ofoveable) 
See Site and Facilities: Facilities Design — Site and Facilities Design 



Connecticut 



"Each dwelling unit^ building, and structure , • * shall present no 
health or fire hazard as so certified • • , by the state department of 
health or state fire marshal, as the case may be , . 

See Site and Facilities: Facilities Design — Heating, Electricity, and 
Flusa^ing 

See Sanitation: Maintenance Supervisor and Camp Maintenance 



Delaware 



Any permanent building in which persons are housed shall provide ready 
exit in case of fire* Approved fire-fighting apparatus shall be 
conveniently accessible. 

See Site and Facilities: Site Location — Drainage 



Florida 



All buildings covered by the provisions of this chapter shall conform 
to the requirements established by the laws of this state and regula- 
tions or standards Issued by the state fire marshal. 



Illinois 



All shelters of more than one story above ground shall have at least 
two approved means of escape In case of emergencies and shall provide for 
proper f Ire-f Ighting equipment. The State of Illinois Fire Marshal's 
office should be contacted for guidance in nussber, type, and design. 

Exception . Tents or other tetE^orary shelters may be accepted at the 
discretion of the Department in lieu of the fore-going requirements. 
Rule 5.D2 and 5.03 do not apply to tents or other tes^rary shelters. 

It is recossaended that the licensee contact the State of Illinois Fire 
Marshall's Office with regard to appropriate fire prevention provisions 
as veil as any required fire fighting equipment. The licensee must 
coolly with the State of Illinois Fire Marshall's regulations. 



Indiana 



All sleeping quarters intended for use by 10 or more persons, central 
dining facilities, and common assembly rooms shall have at least two 
doors remotely separated so as to provide alternate means of escape to 
the outside or to an interior hall. 

Sleeping rooms and common assembly rooms located above the first story 
shall have two separate and independent means of egress and located 
so that all persons are situated between approved exit facilities. 



Kentucky 



Safety and Accident Prevention. (1) All camps shall comply with 
applicable rules and regulations of the State Fire Marshal and 

(continued) 
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Etntticky appUcabU local fira eodaa partainiog to firt aafaty, fu«l supply, 

(eoatiiiuad) and fual connactioaa. (2) la avary casap with an alaetrical ayatam, 

tha vlrlngp flxturaa, and aquipoant shall ba Installad and maintained 
la aeeordanca with applieabla cc^aa and ragulationa. 

Saa Slta and Facilltlaas Shaltara for Living and Slaapin8--Living and 

SlMplng Quartara Daalgn and Location 
Saa Slta and Faellltius Shaltara for Living and Slaaplng-^-Beda, 

Badding, and Xoi^la 
Saa Sanitation f Toilat FaciUtias 



Tha oii^rator ahall provida facilitiaa, aqulpntant, and firs braaka, for 
fira pravantion and fira fitting* 

Saa Slta and Faeilltiaas Shaltara for Living and Slaeping— Living and 
Slaaplng Quartara Daalgn and Location 



Maaaachuaatta Saoka datactera raaulrad. Tha oparator a'oall provida anoka datactora 

in accordanca with Sactlon 21^.18 of tha Stata Building Cod% and may 
ba althar A.C. vlrad or battary oparatad. 

Saa Slta and Faeilitiaa: Shaltara for Living and Slaaping^^Llving and 
Slaaplng Quartara Daaign and Location 



Klchl^an Fira yarning . In axiatlng bulldii^ bouaing ovar 25 paraona ahall hava 

alaetrical or isanual firo alara ayatra. In nmr conatruction, approvad 
elosad circuit « aalf auparviaad alarm ayatam. 

Fira , A nmf building and a convaralon of an axistlng building, if 
multi<»story shall ba of mlnimusi ona hour fira ruiatant conatruction, 
ualMa tha conatruction is of solid or lamlnatad wood tlmbara not laas 
than thraa inchaa In thieknass. Zf ona atory, conatruction may ba lass 
than fira raalatant If it cos^llas vith othar proviaiona of thia subpart « 

An axlatlng licanaad ca^ nay ba eartifiad for contlnuad uaa, if it 
eov^liaa with othar provisions of this subpart for axistlng faeilitiaa. 

Tha alphabatical claaslf icatlon of finish &a):arlals is for flama apraad, 
fual contribution, and smoka davaloimant aa datarmln^ by tha tunnal 
taat in accordanca with SFPA 255-1972, ASTK-E-84-1968, or OL-723-1973 
and groupad aa follows: 

Sooks 
Davalopad 

0-50 
51-125 
126-200 

Tha ana alphabatical claaalfication la uaad for combuatibility of 
prafabrlcatad accouatical tlla unlta only, undar fadaral apaciflcatlona 
SS-A-118B-1958. 

Tha documanta rafarrad to in subrulaa (1) sad (2) may ba purchaaad from 
tha Dapartmant of Social Sarvlcaa, 300 South Capitol Avanua, Lansing, 
Kleblgan 48926 or NFPA 255-1972 from tha National Fira Protaction 
AaaoeUtlon, 600 Battarymarch Straat, Boston, Massachusstts 02110 

(contlnuad) 



Class Flama Fual 

Spraad Contributad 

A 0-25 0-35 

B 26-75 36-75 

C 76-200 76-200 
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Michigan at the coat of $1.00, ASTM-E-84-1968, from the taerican Society for 

(eontioued) Teating and Materials, 1916 Race Street, Philadelphia, P«msylvania 

19103 at the cost of $1.50, UL-723'-1973 from Underwriters' Laboratories, 
Inc., 207 East Ohio Street, Oiicago Illinois 60611 at a coat of $1,00 
and SS-SliaA-1972 vhich may be purchased frm Specifications Sales 
(3FRSBS) Building, 197 Washington Navy Yard, General Service Administra*- 
tion, Washington, D, C, 20407 at a cost of $.10. 

« 

In new construction, additions, and conversions, interior finish 
classification shall be that of the basic isaterial used vitt^ut regard 
to subsequently applied paint or other covering in an attempt to meet 
the classification. Such basic oaterial shall be ainiAia& class "B" in 
*9eans of egress and minimum class *'C*' in other areas. 

Paper, cardboard, asphalt paper, or other highly flamable material 
shall not be used for the interior finish of a building. 

Where a sleeping occupancy is maintained on a second floor or over a 
basement area, the ceiling of the first floor or basement shall be 
protected with 5/8 inch Underwriters Laboratories listed gypsum wall- 
board or any other proven assembly of materials that will provide a 
minimum one-^hour's resistance to fire, unless such construction is of 
solid or laminated wood timbers not less than three inches in thickness 
and installed so as to be smoke tight. A loft above ground level m)t 
furnished with escape access directly to the ground shall not be used 
to house campers. 

^'Keans of egress" means the entire way and method of passage lo free 
and safe ground remote frc^ a building. A means of egress shall be 
maintained in unobstructed, easily-traveled conditions at all times. 
Exposure to inherent hazards of the building, such as heating plant, 
kitchen, fla»able storage, or other similar conditions is not permitted. 
Furniture, equipment, and utility materials shall not be stored or 
maintained in a location of position which they are likely to fall 
into, be pushed into, or be obstructive in any way to means of egress. 

A building with an occupancy of more than 12 persons including staff 
shall be provided with at least two separate and independent means of 
egress located as far apart as practical, and in no case less than 50 
percent of the longest dimension of the building. Each door shall be 
himg to swing in the direction of egress. 

An occupancy above the first floor shall be provided with two separate 
and independent means of egress, so located that all persons are 
located between approved exit facilities. An exltway shall lead to an 
approved outside fire escape or to an interior stain^ay enclosed with 
an assimbly of materials affording substantial protection from fire 
and leading directly to the outdoors at grade. 

A required exit fro9 a facility for an occupancy of taore than 25 persons, 
or where the exit is not readily visible to the occupant, shall be 
designated by an illuminated exit sign. Directional exit signs shall 
be installed where need^. 

Lighting shall be providea for a stairway, corridor, and fire escape 
that constitutes a required means of egress. In new construction or 
resodeling, the lifting required by this rule shall be installed on 
separate circuits in non^^flexible metallic conduit and fused ahead of 
the main switch or disconnect, 

(continued) 
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(contisnH^) 



An s s s s a ^Is gs srss» such as a racraation rooa, dining hall, or chapel 
shall be maintained aiul arranged in accordance with t^.^ Regulations 
Governing Placea of Public Aasesiblage pnmilgated pursuant to Act Ko. 
207 of the Public Acts of 1941* being MCLA 29.3a et s^, which may be 
obtained fro« Che fire aarshal division of the departront of state 
police* Each door ftom a rora occupied by caiapers shall enr.er a 
corridor becveen exits or there shall be direct egreas to the outside 
fros each rooa» 

A required exit door simll be a side-'hingedp swing door only. In new 
constructim an exit door ehall be not less than 38 inches wide. A 
door, forming part of a aeans of egress where door hardware is used, 
shall be of a type that is nonlocking against sgress and operable with 
a single motion. The use of h(H>ks and eyes, bolts, bars, and siiailar 
devices is prohibited on a door provided for exit purposes or designated 
as an exit. 

An outside stairway when used as part of a sieans of egress shall be 
protected by closed walla directly under the stairway and for a 
dietance of six feet in all other directions. Windows may be allowed 
within this area if they are stationary, and are of steel sash and 
glazed vith wired glaas of at least 1/4 inch thickness. 

In sn exiating building housing more than 2S persons, an electrical or 
manual fire alarm systes shall be established and maintained. In new 
conatruction an approved closed circu;Lt, self -supervised, fire alann 
system shall be instslled. 

A building used for sleeping more than 12 persons shall be protected 
throughout with an approved automatic fire detection system, or a 
staff mesiber on night watch awake and dressed shall be provided to make 
rounds of all floors of all buildings at frequent intervals between 
the hours of 10 p.m. snd 7 a.m. or other additional times when occupants 
are sleeping. 



Minnesota 



See Site and Facilities: Facilities Design — Site and Facilities Besign 



Mississippi 



The procurement, construction, and maintenance of resources, equipment, 
and buildings shall be in conformance with existing and applicable State 
and local laws, ordinances, and regulations dealing with fire safety. 
The National Fire Protection Association Life Safety Code shall be used 
as the final authority. 

Means of Egress 

(1) The means of egress from all structures shall be maintained in an 
imobstrueted, easily travelled condition at all tiB^s. Esq^osure 

to inherent hasarda of the building such as heating plant, kitchen, 
flanable atorage, or other similsr conditions is not permitted. 
Furniture, equipment, and utility materials shsll not be stored or 
maintaixMd in a location or position which msy cause them to fsll 
into, be pushed into, or be obstructive in any way to the means 
of egress. 

(2) A building with an occupancy of more than 12 persons, including 
staff, shall be provided with at least two separate and independent 
means of egreas located as far apart as practical and, in no case, 

(continued) 



ERLC 



212 V 



'J 



SITE AK> FACXLITI^: FscilltiM Ouiga-^Flre Dm1«q «nd MatsriAla/Fira ExltB 

and Alan Syst«n (cofitliii;wd) 



yapiailppl 1ms than SO pmrcmat of tbfi long«st dlacMlon of th« building. 

(eoatlduad) Bach door ahall bo huag to tiring In the diraetion of ogroM. Whtre 

m sliding door Is ths only asans of sgrsss, such door shall bs 
kspt opsn a ainisBum of thraa fast vhila tha building is occupied, 

(3) An occupancy abova tha f irat floor shall ba providad vitb tw 
saparata and indapmdant maana of agrass and locatad ao that all 
paraona ara aituatad batvMn approvtd axit facilitias. An axitvay 
ahall la^ to an approvi^ outaida fira eacapa or to an intarlor 
ataixvay imdoaad vith an aasaably of natariala affording aid)stan-* 
tial protaction froa fira and loading directly to tha outdoor 

at grada. 

(4) A raquir^ aacit from a facility for an occupancy of aoro than 25 
paraona, or wfaara tha axit is not readily visible to tha occupants » 
ahall ba designatad by a luainascent exit aign. Directional exit 
aigna ahall be installed where needed. 

(5) Urgency lighting shall be provided for any stairway, corridor, 
and fire escape that constitutes a required aeans of egress. In 
new construction or rra^eling of existing stnxctures, where 
electric power is provided, the lighting required by this rule 
shall be install^ on aeparate circuits froa and fused ahead of the 
aain switch or disconnected. In the event electricity is not 
available, a battery aystea shall be provided. 

(6) In an assemblage area, such as a recreation rooa, dining hall, or 
chapel, each door froa a rooo occupied by Caspars shall enter a 
corridor between exits or there shall be direct egress 'o the outside 
froa each rooa. 

(7) In newly constructed buildings, an exit door shall not be lass than 
36 inches wide. 

(8) A door, foraing part of a means of egress where door hardware is 
used, shall be of a type that is non** locking againat egress and 
operable with a single notion, iu»t to exceed 35 pounda of pressure. 
The use of bolts, bare, and siailar devices is prohibit^ on any 
door provided for exit purposes or designed as an exit. 

Fire Wamii^ Eguipgent 

All Bulti-etory buildings and all areaa of occupancy which are deemed 
to have a high-risk fire hasards shall be protected throughout with a 
battery-operated autoaatic fira detection systen. 

Tents 

(1) All tents purchased after the effective date of theae regulations 
^all be of the fiber lapregnatad flase retardant variety. 

(2) All tents shall bs posted with permanent warning ^^no open f Isae 

in or near this tent." This warning may be on a sign or stenciled 
directly on tha tent. 

(3) CaapfirM and open flames of any type shall be prohibited within 
10 feat of my tent. 

(4) Plaatic* tents of any type shall not be allowed, 
(continued) 
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Hississippi 
(conti&imil) 



Sea Site and Facilities: Facilities Design — HeaCing, Electricity, and 
Pluabing 

Sm Site md Facilities: Shelters for Living and Sleeping-^Living and 
Sleeping Quarters Design and Location 



Nebraska 



Reference is oade on fire safety in recreation camps co the requirements 
of the office of the State Fire Marshal. 



Jeraey Any pemanent buildings in «9hlch persons are housed shall provide ready 

exit in the case of fire. Fire apparatua shall be conveniently acces- 
sible* 

Tents shall be made of fire retardant fabrics. 



Rev York Building Standards 

(1) All new construction after the effective date of this Subpart shall 
cw^ly with the State Building Construction Code. 

(2) Means of egress from building used for sleeping quarters by 30 or 
fBore persons i shall be protected by a minisaim three-quarter fire 
resistant construction* However « the permit issuing official may 
issue a variance for one story buildings having direct outside exits 
from each sleeping quarter. 

Fire Waminn Eguii^ent and Es^^rgency Procedures 

(1) Buildings used for sleeping by 50 or more persons or buildings of 
two or more stories in height used for sleeping shall have a fire 
alarm system^ electrically or manually operated, a fire alarm horn, 
or siren which can be heard throughout the casq> and pull-stations. 
However, buildings three or more stories in height shall be protected 
with an automatic fire alarm warning systcn including smoke detectors; 
heat detectors shall also be provided vhen required by. the permit 
issuing official. 

See Site and Facilities; Shelters for Living and Sleeping--Living and 

Sleeping Quarters Design and Location 
See Site and Facilities: Shelters for Living and Sleeping«*C«mtper 

Capacity/Cubic Air Space, Floor Space, and Storage Space 



Itortb Carolina See Site and Facilities: Facilities Design— Site and Facilities Design 

See Sanitation: Toilet Facilities 

Sn Sanitation: Safe Water Supply and Safe Ice Supply 



Chip See Sanitation: Toilet Facilities 



Oxt&n Buildings with an occupancy of more than 12 persons shall be provided 

with at least two separate and independent means of egress, located as 
far apart as possible but in no case less than fifty (50) percent of 
the longest dis^nsion of the building. 

« 

Peoasylvmla See Sanitation: Sewage and Liquid Waste Disposal 
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SITE AND FACXLITXESs Facllltiu X^lga-^Firc UmBiga mni MattrUU/Flrt ^t§ 

ud kUxm S7«t«n (contlatitd} 



^uth Caroliim 



Thft o^Mtor shall provide such fAcilitlMi squifiMatp ud fir« brwks 
for fin prtvwtim Md fir« fighting, m My b« mquind or rof^nmndod 
by applle«blo Bhods Xolaad Se«to Imwrn or riguUtions. Bo thall instruct 
tho oeei^snts of th« caap of tho osasurss that thoy should tsks in esss 
of firs. 

Uhsrs s pUes of sssssbly or smms hsll vith m espseity of fifty or nors 
porooiui is provide t or vhsrs sight or ttors bsdroras srs provldsd 
sbovs ths sseond floor, or vhsrs ton or aors pwpls srs provide vith 
slMpiiv scconodstlons sbovs ths sseond floor, th% opsrstor shall 
eosq^ly vith ths appliesbls rsgulations of Oiaptsr 28.1 to 28.28 of 
litis 23 Gnsral Lavs of Hiods Island, 195S, sntitlsd, *^irs Safsty 
Cods*" 

Sss Sits and Facilitias; FaeUitiss Dasign—Sits snd Fseilitiss Dssign 

All applieabls rulss and rsgulations of ths Ststs Firs Marshal shall ba 

eoe^litd vith. 



All buildings, parmumt and s^*^rausnt, in vhieh groups of paopls 
livs, sat, slssp, or assvabls shall ba providad vith raady axits for 
uas in eass of firs and thsss sxits shall bs eonspieuously tsarksd or 
dasignstsd. 

All rsfuss eontainsrs insids psrmsnsnt or sssai'^psxmsnsnt atructuras 
shall bs of firs-rssistsnt construction, 

Sss Sits snd Faeilitias: Shsltsrs for Living and Slssping-^-Livlng and 
Slasplng Quattsrs Z^sign and Location 



All psn&anrat and •SBl-*psraanant buildings or structurss shall ba ussd 
and oaintalnad In accordmea vith ths provisions and any limitatlont of 
ths Stats Firs Karshal and sny local ordinancss rslativs to firs prsvsn- 

tion* 

All buildings, psTMnsnt and smi-^rmanant, in vhich groups of paopls 
livs, sat, slssp, or asssiAls shall bs providsd vith rsady sxits for 
uss isfx cass of firs and thus sxits shall bs eonspictmisly Bsrfc^ or 
dssignatad* 



Saa Sits and Facilitiast Shsltsrs for Living and Slssping- 
Slssping Quartsrs Dssign and Location 



-Living snd 



Local lira and alactrieal eodaa nut ba eoo^Xiad with. 

Su Site aod Faellitiaat Fadlltiaa Daalga— Sita aad Faetlitlaa Daalgn 

AU bulldiafa or atmeturaa ahall b. gwiaeaload and uaad in seeordanea 
wi^ eba provieioaa of tho Stata Tlra ttenibal*a Of flea «ul local 
ordinaneaa rolatlva to flra pravaation. 

All bnlldlnga la which paopla aat. alaap, or eongragata, ihall bo 
providad with raady axita for uia in eaaa of fira. All lueh naaaa 
of Ofrua ahall eoafom to the rulaa of tha Stata Fira Karahal'a 
Of flea. 
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SITE hSa FACILITIES $ Shelters for Living end Sle^piog'^-Living end 
Sleeping Quertere Design end Locetion 



Alebe»a Welle t floors t e nd ceilings * All permenent end soi-penaenent structures 

xmed for living end/or slMping purposes shell be provided with cleeneble 
velle, flcKirs, end ceilings; and the^e shell be kept clean and in good 
repeir et ell tix&es. 

See Site end Fecilities: Facilities Design-^-Site and Facilities Design 
See Site and Fecilities: Facilities Design— Fire Design mid Kateriels/ 
Fire Ejcits and Alera Syetens 

Alaska Windows . Every csap building or tent used for living or sleeping 

quarters shall have windows or openings so constructed as to admit 
adequate light. 

All places used for human habitetion in a caiap oust be provided with 
adequate heat, light, ventilation, senitation, and sufficient cubical 
content for the occupancy of those persons therein. 

See Site and Facilities: Facilities Design— Site and Facilities Design 
See Sanitation: Anixaal Regulations 

Arkansas When sleeping quarters other than tents are provided: Windows and 

openings shall be equal to at least 1/8 of the floor area. They shall 
be of suitable design, structurelly sound, and maintained in good 
repair. Floors must be smooth and easily cleanable. 

California See Site and Facilities: Facilities I^sign—Fire Design and Materials/ 

Fire Exits and Alana Systaps 

Delaware See Site and Facilities: Facilities Design—Fire Design and Materials/ 

Fire Exits and Alar^ Syst 
See Site and Facilities: Shelters for Living and Sleeping— Camper 
Capacity/CiA>ic Air Space, Floor Space, and Storage Space 

Florida Shelters , Shelters in all recreational or educational canps shall be 

structurally sound and shall provide protection to the occupants against 
the eloents* At least one-half of the floor area of each habitable 
roota shall have a minix&um ceiling height of seven (7) feet* Floors of 
the building used as living qtsarters shall be constructed of wod, 
concrete, or other comparable material. Wooden floors shall be of tight, 
durable construction with a smooth finish and in buildings without a 
cellar or basei^nt, shall be elevated not less than 18 inches above 
the average ground level to permit free circulation of air* 

All concrete floors shall be smooth finished and the floor level shall 
not be less than twelve (12) inches above the average ground level. 

Each habitable room shall have at least one window or skylight opening 
directly to the outside* The minimum total window area shall be ten (10) 
percent of the floor area of each ro<^. When the only window in a room 
is of the skylight type located in the roof of the building, the total 
window area shall be fifteen (15) percent of the floor area of such 
rtKMB. At least one window or skyli^t shall be easily opened for 
ventilating the room* The total openable window area shall equal at 
leaat forty-five (45) percent of the minimum window area required for 
a room except ^i^ere the Division of Health approved mechanical ventilation 



(continued) 
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SITE AU) FM:iLITIES: Shelters for Living and Sl«eping— Living and 
SUeping Quarters Deaign and Location 



Florida 
(cmitissuad) 

miBoia 

Indiana 

Kentucky 



Loniaiana 



la provided. Zn cosputing total window area and openable window area, 
jalouaie doors aay be coimtfid. 



Sea Site and Facilities: Facilities Design—Site and Facilities Design 
Saa Site and Facilities; Facilities Design— Heating, Electricity, and 



Sac Site and Facilities: Facilities Design— Fire Design and Materials/ 

Fire Exits and Alarm Systems 
Sea Sanitation: Bathing, Handwashing, and Laundry 

See Prograa Safety: Emergencies and Evacuations---Fire Regulations and 

and Equipmnt (Moveable) 
Sec Site and Faciiitiea: Facilities Design—Site and Facilities Design 
Sea Site and Facilities: Facilities Design--Fire Design and Materials/ 

Fire Exits and Alarm Systems 



All places used for human habitation in a camp shall be provided with 
adequate artificial or natural lighting and ventilation and shall be 
maintained in a safe and sanitary condition; provided, however, that 
artificial lighting shall not be required in tents. 

Floors, walls, and ceilings in all permanent and semi*"pcr»anent 
structures used for living and sleeping purposes shall be kept clean 
and in good repair. Tent naterlal shall be flame retardant; provided, 
however, that existing camps shall have three (3) years from (1975) the 
effective date of this regulation to meet this requirement. 



Tents > No habitations or shelters constructed of sacks, rags, bush, 
cans, weeds, or refuse material of an objectionable nature, or any 
cc^ination of the foregoing, shall be permitted in an . . . Camp; 
and it shall be the duty of the owner or person legally in charge of 
the land upon which any , . . Camp is located or of the operator or 
person in charge of such • . . Cas^, where any such construction exists, 
to have it removed from the premises or d&K>lished« 

Floors , walls . In addition to the other requirements herein set forth, 
all buildings, structures, or tents used or intended or designed to be 
used for human habitation hereafter erected in any . . . Cft^, shall 
BMict the following ainimmi requira&ents; and it shall be the duty of 
the owner or person legally in charge of the land upon which aaid * . . 
Camp is located or of the operator or person in charge of such . • • 
Casqp, to ace that the following requirements arc complied with: 
All floors, exterior and interior walls, ceilings, and roofs of House 
Court buildings shall be conatructed of a good grade of surfaced 
lumber or other impervious material, and shall be kept clean at all 
times. 

Windows* Every living room, or sleeping room, or kitchen, in every 
House Court building shall be equal to at least one--eighth (1/8) of 
the floor area, except that in no event shall the aggregate window area 
.of any living room or sleeping room be less than twelve (12) square 
feet. 

The windows of all rooms in a House Court must open onto unobstructed 
areas of adequate dimensions, located on the same lot as the House 
Court building they are designed to serve, and must be arranged so 

(continued) 
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SITE AK) FACILXTlESs Shttltart for Llvlag and SlMpln^-Llvlsg «nd 
SlMplAg Qu«rt«rf DMlga imd Location (continual) 



so that at laaat wa^ialf of thair raqulrad aggragata araa can ba op»ad 
imAatruetad to tha aky* 

^^xy Houaa Court alMpiag rooiQ imiat hav« a floor araa of at laast 
alghty (80) aquara ftat and hm not laaa than aavan (7') faat^in width 
at aiiy {>oi&t vltbin that portion of tha roo« seaaura for emputlng tha 
Bi o tooM araa of ai|^ty aquara fMt; and avery living roo«, alaapiog 
tooQf or kitehau in a &itfa Court building mxBt hava a cailing haight 
of at laaat ai^t (8*) faat. Attic roooBf or rmaa <riiera aloping 
cailixi]pi occurs oaad only hava tha praacribad calling hai^t in not 
laaa than ena^half (1/2) tha araa of tha rMa. 



Kaina Tha oparator ah«ll provlda for all parta of aach building uai^ for 

huaan habitation* axcapt tanta or laan-to'ap at laaat two accaaaibla 
axita» including vindoira« froa Mdi floor, ^ta ahall ba aarluid. 

Tha oparator ahall ba raaponaibla for maintaining fraa of obatruction 
all Maaa of aacit. 

Tha oparator ahall inatall and saintain tha atructural al^anta of avary 
habitation In avary vay fit for tuia intandad, 

Tha oparator ahall i^t uaa or parait tha uaa of any building or ahaltar 
for habitation in a racr^tional eai^ unlaaa it ia atructurally aafa« 
adaquata in aiaa for uaa, aaay to kaep claaup and haa a roof that ia 
vaatharti^t. 

Slaaping quartara» in parcunant dmllingaf ahall ba vantilatad by 
opanlnga to outar air aqual to ona^tanth (1/1(^ of tha floor araa. 

Saa Sita and Facilitiaa: Facilitiaa DMipi~Sita and Faeilitiaa Daaign 



Haryland Saa Sita and Facilitiaa: Facilitiaa Dafiign~Sita and Faeilitiaa Daaign 



ttagjiajshuaa^a Baaapt if a callar aadata* uoodan floor a iu buildinga uaad for huaau 

habitation ahall ba alavatad no laaa than aix inehaa abova avaraga 
groimd laval. In nair eonatruetion or racoaatruction at ttmf or axiating 
eaapat aarcapt if a callar ia provldad* voodra floora in buildinga uaad 
for husm habitation abaU ba alavat^ t» laaa than 18 Inchaa abova 
avaraga ground laval. Tha oparator shall kaap tha apaca banaath tha 
floora daan and fraa frofs avary obatruction. 

Tha operator i^ll provida for all parta of aach building uaad for 
huaan h^itation* aascapt tanta Mi laatt*toa« at laaat tvo accaaaibla 
axlta frm aach floors providad* that an aaaily opraabla vindov lAich, 
iriian opan» ia not lata than 28 indiaa in width and 32 inehaa in halghtt 
or aqulvalant-aiaad opaninga in tha axtarlor walla of any floor^ ahall 
ahall aatiafy tha raqulranant for ona mAt on that floor if tha lowar 
adga of tha opaning ia not aora i^n aavn f aat abova tha ground 
banaathp nor aora tiian tbrat faat abjva tha intarior floor laval« or 
abova a sultabla atap or platfora. Scraana of aueh floor laval # or 
abova a aultabla atap or platfora. Scraana of aueh window aalta ahall 
at all tiaaa ba aaaily opanabla froa tha inaida. 

Qia oparator ahall ba raaponaibla for aaintaining fraa of obatruction 
all aaana of aadt. 

(continue) 
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SITE AND FACILITIES? Shelters for Living «nd Sieeping—Llvlng and 
Sleeping Qtiarters Design and Location (continued) 



Ma— achuaetts 
(continued) 



The operator shall install and maintain the structural eleaents of every 
habitation in every way fit for the use Intended. 

During the period of its use as a camp, the miniimjm standards of fitness 
for human habitation required in Article II of this Sanitary Code shall 
not be applicable to any structure which is required to conform to the 
standards of habitation contained in this article. 

All tent platforms which are raised more than 30 Inches off the ground 
shall have rails around the perimeter at least 36 inches high. There 
shall be balusters or other ornamental w>rk between the platform and 
rail so that a sphere of six inches cannot pass through. 

»to open flames shall be used near any tent. Each tent will havt 
stenciled on both the interior and exterior the words 'Do not uae sny 
open flames." Any tent purchased for use after the effective date of 
these regulations shall be constructed of fire proof and non-toxic 
material. 

See Site and Facilities; Facilities Design—Site and Facilities Design 



Michigan 



A tent used for sleeping and living purposes which remains in one 
location for more than two weeks shall be provided with a floor which 
is smooth* easily cleaned, and in good repair. 

See Program Safety: Handling and Storage of Flammable Liquids, Poisons, 
and Chemicals 

See Site and Facilities; Facilities Design— Fire Design and Materials/ 

Fire Exits and Alarm Syst^s 
See Site and Facilities: Special Program Areas and Facilities-*- 

Horseback Riding 



Every sleeping room shall be ventilated. The area of direct opening 
to the outside shall be equivalent to at least five percent of the 
floor area. Where unis condition cannot be met, adequate mechanical 
ventilation shall be provided. 

See Site and Facilities s Facilities Design— Site and Facilities Design 
See Site and Facillttesi Shelters for Living and Sleeping—Camper 

Capacity/Cubic Air Space, Floor Space, and Storage Space 
See Sanitation: Animal Regulations 



^>^^.M*^£gi All buildings used as permanent sleeping quarters shall have a minimum 

ceiling height of seven feet over at least 50 percent of the floor ares. 

Where floors are provided in buildings, tenta, or other structures used 
for sleeping quarters, they shall be easily cleanable and in good repair, 
shall be constructed and maintain^ in a aafe condition, shsll afford 
adequate protection againat incleacnt weather, and shall be located and 
mlntained so as to provide easy, unobstructed exit in case of fire or 
other emergency. 

See Site and Facilities; Facllitiea I^sign— Fire Design and Materials/ 

Fire Exits and Alarm Systems 
See Sanitation; Animal Regulations 
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SIT! AND FACILITZK: Shelters for Llvlog And SlMplng~Llvlng and 
SlMplng Quarters Daslgn and Locatlcm (continued) 



Raw Hmpahira 



Say Jaraay 



Haw York 



Iterth Carolina 



Ohio 



All atructwaa askl ahaltari uaed for aleeping quartera ahall be 
protected againat the alaamta. 

Saa Sita and Faellitlaa: Facilitiea Deaign-«*Slte and Facilitiea Design 



At leaat tm naana of egrets ahall be provided fron all second floor 
aleeping quartera and frc»a all other aleeping quartera with an occu<^ 
paaey of aore than 12 peraona« 

See Site and Facilitiea: Fuilitiea Daaign—Site and Facilities Design 



Tenta ahall be owde of fire retardant fabrics. 

A tmt uaed for aleeping and living purpoaes which reaaina in one 
location for sore tluin two weeks ahall be provided with a floor which 
la level, eaaily cleaned, and in good repair. 

Sleeping quarters shall be convenient to toilet facilitiea. A room 
arrangenent ahall not be auch that acceas to a sleeping roois is only 
by going through another aleeping room, bathroom, or water cloeet 
cc^^Nirts^nt . 

In new eonatruction, an enclosed structure containing sleeping quarters 
in a raaidant camp ahall be aeparated from all other auch enclosed 
structures bv a dlatance of less than 25 feet. 

See Site ann .acilitiea; Facilities Design-^*-Site and Facilities Design 
See Sanitations Inaect, Weed, and Rodent Control (Vector Control) 



A tent or building for the use or accommodation of people ahall have 
a aatiafactory floor unless exempted in writing by the permit issuing 
official. 

All tenta housing five or more persons shall be of the fiber impr^nated 
flame retardant variety or equivalent* 



Sleeping quartera may be of various types depending upon the nature of 
the camp pn>graa or the state of developiMmt of the physical plant, 
including dormitory-type ouildinga, rustic cabins, tents on platforms, 
^^covered wagona/' etc* Lodging facilitiea, whether provided by the 
camp or by individual campara, shall be kept clean and in good repair. 



All builuinga, tents, platforma, or other structurea uaed for sleeping 
quarters which are provided by the operator shall be provided with floors 
which are smooth, easily cleanable and in good repair, shall be con- 
atructad mnd maintained in a safe condition, shall afford adequate 
protection againat inclement weather conditions and ahall be so located 
and maintained aa to provide easy unobstructed exit in case of fire or 
other emergency. 

Each single imit cabin should have an area of 2000 square feet. 

Each tent ahould have an area of 1000 square feet, 
(continued) 
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SITE AKP FACILITIIS; Shelters for Living ud SlMping^Liviog and 
SXeepiag Qu«rt«ri I^ign end I^ation (continued) 



All permanent etructuree used for sleeping quarters which ere provided hy 
(cmtinued) the operetor shell have vindove or other openings equal to «t least one- 

tenth of the fl<K»r erea and be reiulily adjustable to provide ventilation. 

See Site and Facilities: Shelters for Living and Sleeping — Casaper 
Capacity /Cubic Air Space* Floor Space, and Storage Spece 



Oreson 



Pecmanmt sleeping unite shall be provided with cross v«tilation or 
shall c(»ply with the Department of C<merce ^fechaaical and Structural 
Specialty Codee with regard to ventiUtion. 



Vhodm Island 



All sloping Toomm shall be kept in good repair with ceilings, vails, 
and floors free from dust, dirt and debris. All rows shall be 
thoroughly cleaned before being aade available to each new occupant. 



South Carolina 



Each cabin, or other structure, exclusive of tents, used for sleeping 
quarters shall have openable windows, or the equivalent, equal to at 
least one-fifth (1/5) of the floor area for vratilation and the admis- 
sion of li^t, all outside ojmiings shall be effectively screened with 
at ieast 16 mesh screen. 

All permanent cabins used for living or sleeping purposes shall be 
provided with smooth, cleanable floors in good repair. Concrete pads 
may be used in lieu of platforms or floors. 

See Program Safety: Haiulling and Storage of FlaoKable Liquids, Poisons, 
and Chemicals 

See Sanitation: Maintenance Supervisor and Camp Maintenance 



Tenneasee All permanent and semi-- permanent structures used for living and/or 

sleeping purposes In any organi^sed cffiap shall be provided with cleanable 
walls, floors, and ceilitigs; and thass shall be kept clean and in good 
repair at all tic^St 



Ho living or sleeping quarters which hsve m> outside opening shall be 
permitted in any organised camp. No sleeping quarters shall be maintained 
above ground floor level: Provided, That existing facilities st the 
tlM these regulations becoti^ effective shall be acceptable if approved 
by the State Fire Har^l. 

See Site end Facilities: Facilities Design~Site and Facilities Design 



Tej»s Building*-All pereanent structurss used for living and/or sleeping 

purposes in the csmp shall be provided with cleanable walls, floors, 
and csilings. These areas shall be kept clean and in good repair. 

Living or sleeping quartera which have no outside opening shall not be 
permitted in any camp. 

A balcony, upper story, attic or loft is not recossmended for slseping or 
group assembly and can only be used when recommended minimum ssfety 
requiresMta for emergency exits are met (tm or more exits rMots ' 
from sach other; exits to ground level by staira, not ladders; one or 
more exits by outside stairs, walls with well-secured handrails or 

(continued) 



SITE AND FACILITIES: Shelters for Living and Sleeping—Living and 
Sletping Quarters Design and Location (continued) 



Taacaa guards on both sides of stairs, minimum width of thirty-*8ix (36) inches 

for stairs; miniiauia width of thlrty*-^four (34) inches for doorways 
giving access to stairs; doors that swing op^ in direction of exit 
travel; a landing, at least as wide and as long as the door width, 
between door and stairs). 



VsCTSDnt Ko sooa shall be used as a sleeping room which does not have at least 

one standard window located on an outside wall and capable of being 
opened to admit free air or equivalent means of ventilation. The floor, 
mils, and ceilings of each sleeping roomf Aether in a hotel, inn, 
house, or cabin and also any access hallways must be kept clean and in 
good repair. Each sleeping room, hallway, bath and toilet ro^^ must 
be well lighted aod ventilated. 



Hashingtoo l^ildings— *A11 sloping and living quarters shall be ventilated so as 

to be maintained free from objectionable odors. They shall be provided 
with adequate natural and artificial light. The floors, walls, and 
cellisigs of sleeping roinas shall be of easily deanable construction 
and shall be maintain^ in a clean, sanitary condition. 

The floors of all buildings which are not built on solid concrete or 
rat«*proof foundations shall be raised at least 12 inches above the ground 
and the space underneath the floor kept free from trash, rubbish, or 
other material attractive to insects or rodents. 

Ventilation shall be provided to all bedrooms or dormitories equivalent 
to an outside opening of 2-1/2 square feet per person. 



Ilsst Vir y , inia Each tent, cabin, or other structure used for living or sleeping quarters 

shall have windows or openings equal to at least one-tenth (l/lO) of 
the floor area for a<baisslon of light, said windows or openings shall 
be capable of adjustment for purpose of ventilation. 

All permanent located cabins, or other structures used for living or 
sleepisag purpose shall be provided with floors which are smooth, 
easily cleanable, and ifi good repair. Tents used as permanent living 
or sleeping quarters shall be placed on platforms or floors elevated 
at lesst one foot above the ground surface. Concrete pads may bs used in 
lieu of platforms or fleers. 

Vent height shall be a minimum of two (2) feet higher than any obstruc- 
tion within a fifteen (IS) radius of the vent pipe. 

Vent pipss shall be of sheet metal construction or other approved 
material and shall be of no less than the diameter of the vent cutlet 
of the gas or oil fired equlpmimt but in no ease less than three (3) 
Inches in internal diameter* 

Every joint of vent pipe shall be securely fastened into position by 
supporting hangers or brackets and each joint shall be secured together 
with metal screws, rivets, or similar means. 

Any auxiliary building established or maintained on the premises for 
educational, social, recreational, religious instmction or activity, 
physical education or health, or vacation purposes either gratuitously 
or for compensation, provided, that this definition shall not be 

(continued) 
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SZTS iXD FACZLnXESs Shalt«» for Living and Sloeping— Living and 
Slaaping Quartara Daalgn as^l Location (continuad) 



quartara ahall provide ahaltar to the occupants against ths slmanti. 
All twdtat eabina» or othar atructtsraa uaad for caisp putpoaaa ahall be 
conatructed and maintained in a aafe condition, kept cltanp and in good 
repair. 

See Site and Facilities: Facilities Daaign-^Site and Facilities Design 
Sm Site and Facllitiaa: Special Frograa Areaa and Facllltiea~ 
Boraebaek Riding 



Beat Virginia 
(eontinoad) 





SITE AMD FACILITIES; Sholtws for Living and Sleeplng«-*Casq>er Capacity/ 
Cubic Air Spaca, Floor Space » rad Storage Space 



Alabi 



Alaaka 



Arkaaaao 



California 



Colorado 



Pal«#are 



Florida 



The ntfidMir of alaepera per peraanent structure shall ba such that each 
alaaper may be provided with at least forty (40) square feet of floor 
apace* Beds shall be located at least three (3) feet apart side and 
ends, and no more than one person shall occupy each bed. 



Buildinga used for sloping quarters shall provide at least 400 cubic 
feet of air apace for every occupant. 

Sm Site and Facilities: Shelters for Living and Sleeping— Living 
and SlMping Quartera I^ign and Location 



Arrangements of beds or bunks shall be such that the greatest possible 
distance exists between the heads of adjacent sleepers. 

Each occupant shall be provided with at least 400 ciOiic feet of air 
apace. 



The living shelter* whether ^^uilding, structure, tent and tent structure, 
or cabin, shall provide a miaiansu of thirty (30) square feet of super- 
ficial floor area per person for single tier, and twmty (20) square 
feet superficial floor area pes peraon for two-tier bed units. Mors 
than two tiers per bed unit are prohibited. There shall be at least 
three (3) feet of lateral distance between beds* 

Read*«to-head aleeping shall be prohibited. 

See Site and Escilities: Facilities Deslgn~Fire Design and Materials/ 
Fire Exits and Alars Systems 



In buildings, structures, and tents, beds, cots, or sleeping bags 
shall be so arranged that there shall be a f&lnimua of two feet between 
each and a oiniaua of 40 square feet per person. Beds shall not be 
stacked nore than two high. (IWoHBan p\xp tents exempt.) 

See Site and Facilities s Shelters for Living and Sleeping—Beds, 
Bedding, and Towels 



Cubic Air Space — ^Adequate sleeping accomodations shall be provided for 
each person* Arrangements of sleeping places, floor area, snd ventila- 
tion of sleeping quarters shall meet requirements accepted as standards 
and approved by the State Board of Health (2 feet between bunks and 350 
cubic feet of space per person). 

Where tent casps or travel trailers are used, the ninimua dimensions of 
each space shall be 25 feet by 25 feet. 



Square Footage— Every bed, cot, or bunk shall have a clear space of at 
least twelve (12) inches from the floor. There shall be a clear ceiling 
height of not leaa than thirty-six (36) inches above any oattress and 
there shall be a clear space of not less than twenty-seven (27) inches 
bettMsn the top of the lower mttress and the bottos of the upper bunk 
of a double deck facility. Triple deck facilities shall be prohibited 
and in sleeping rooms provided for other than family groups, double 
beds shall be prohibited. 

(continiied) 
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SITS AND FACILZTXES: Shelters for Living and ^leeping—CdBiper Capacity/ 
Cubic Air Si»ce> Floor Space, and Storage Space (continued) 



Florida 
iLontiaued) 



miaoia 



Indiana 



Kentucky 



Single beda, cots, or bunka shall be spaced not leas than thirty (30) 
inches laterally or end to end and double-deck facilities shall be spaced 
not leas than thirty-six (36) inches laterally or et^l to end. A 
Binimai of four (4) feet of clear aisle space shall be provided in all 
barracks and dormitories. 

Cubic Air Space—All rooms desired or used for sleeping purposes shall 
provide a viniaisa of three himdred (300) cubic feet of air space for 
each occupant. In computing the cubic footage of sleeping i^xma^ 
calling heists shall be (Hnmted to a saaximim of nine (9) feet and no 
floor area ahaU be counted where the ceiling height is less than six 
(6) feet. In a house-* trailer furnished by a person other than the 
occupants there shall be a mlaigum of twmty (20) square feet of clear 
floor area for each person sleeping therein. 

All shelters used for family living quarters shall contain a minlaum 
of seventy (70) square f^t of floor space for the first occupant and 
fifty (50) square feet of floor space for each additional occupant. 
Sleeping tomm in such faally quarters shall also meet air space 
requirex&enta of this section. 



Borpdtory^type shelters shall contain a ainisua of 40 square feet of 
floor area and a alnlmsB of 300 cubic feet of air space per occupant. 
When do«d>le beds or double-deck bunk beds are provided, the foregoing 
floor area may be reduced to 30 square feet per occupant. 

!to 1ms than 30 inches of clear space shall be provided above any 
occupied bunk or bed. Bunks shall be placed no closer together than 
30 inches end to end. It is a recommendation that head to foot sleeping 
arrangement be used. 



In dormitory accommodations using single beds, at least 50 square feet 
of floor apace per camper shall be provided. In dormitory accommodations 
using double bunk beds only, at least 40 square feet per canq^er ahall be 
provided. Beds shall be so arranged that the heads of the sleepers 
are at leaat six feet apart. 

If a building is to bs used for sleeping purfK^ses during the winter 
at least 50 square feet of area per camper shall be provided « 

At least one-half of the floor area In sleeping rooms shall have a 
minlsmim celling height of seven (7) feet. 



The number of sleepers per permanent structure of any cai^ shall be auch 
that each aleeper may be provided with at least forty (40) square feet 
of floor apace; provided, however, that existing cvmpn shall have three 
(3) years from the effective date of this regulation to meet this 
requirsa»ent unless a time extenalon is granted by the department for 
Juat if labia cauaa but In no event shall the area per sleeper be less 
than 30 square feet. Permanent structures used as sleeping qusrters 
shall be dealgned to provide a minimum of two (2) feet between beds, 
cota, or sleeping bags when arrnged side by size. Beds, cots, or 
sleeping bags shall be placed so that heads of sleepers are at least 
six (6) feet apart, assd if double decked beds are used, there shall be 
not less than twenty- seven (27) Inches between the lower mattress 
and the bottom of the upper bc^. If semi-permanent structures at a 
residential caaq;i are used for sleeping purposes, the provisions of 
this subsection shall apply* 
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SITE AND FJU:XLITIBSs Shelters for Living and Sl6«pliig«CMq>«r Capacity/ 
Cubic Air Space« Floor Spacttt ud Storage Spact (continued) 



Marylnd 
KaaaachuMtts 



Mla»iailppi 



Htjibraaka 



Saw Bagi|>ahira 



Bads shall ba sat not lass than thirty (M) inchas apart. A distance of 
at least six (6) feet idiould ba provided between the heeds of sleepers. 
Triple decked bunks prohibited. 

The operator shall so anfange sleeping facilities so that not leas then 
fort; (40) square feet of flror apace is provided for each parson in 
permanent dvellings* 



There shall be at least three feet between beds. The beds shall bs 
arranged for haad*^to-*foot or foot-to-fmt sleeping. 



In all peraMsnt bulldingSt structures or tents» sleeping space shall be 
so arranged to provide a mlnimsa of 40 square feet of floor area per 
peraon» provided SO equare feet per person ehall be providsd in caspa 
which adait children requiring special appliancee or aqui^mit such as 
wheel chairs or walkers for aabulation. 



In a resident camp each child shall be provldid with i^t Itsa than 35 
square feet of floor space in sleeping quarters asxd a comfortable 
separate bed. If tents ere usod as permanent sleeping quarters not 
less than 30 square feet of f l(K>r space ehall be provided for each 
Caspar. There ehall be not less than two fe^^ of space bstwaen the aides 
of each bed. A easper shall mt sleep i wfiple bunk nor sleep in 
the ease room with children of the opposite sex« Facilities shall be 
provided in sleeping quarters for each c«per to store clothing. 



Any room containing a dotible^eck btsnk shall have at Isaat one window 
which can be easily opened. The top of the window shall be hi^ar than 
the top rail of the upper bunk. The alnlttuw specs between the floor and 
the lower bunk rail shall be twelve InehM, and the ainimua apace 
between the lower and upper bunk rails shall be 36 Incbea* No bimk 
shall be more than six fsst above the floor. There shall be at least 
36 inches between the upper bunk and the ceiling. 

There shall be at least three feet betwe« bede when placed eide by eide« 
and at least one foot when pieced end to end. The beds shall be 
arranged for head-*to-*foot or foot'-to-foot sleeping in such a oanner 
as to provide a ssven-foot horisontel ssparatlon bstwaen Uie heads of 
the sleepers. 



In sll buildings or tsnts» slseplng s|^ce shall be so arranged to provide 
a sftinimua of 25 square feet of floor area per person, although it is 
recomiendtd that 30 square feet per person be provided. 



Bede shall be placed so that heads of casters are at Isaat six feet 
apart. There shall be 40 or aore square feet of floor space per caaper 
in sleeping areas in pertaanent structures. 



Sleeping units shall bs so arrangsd as to provide a mlniaus floor area 
ratio of 40 square feet per single bunk and 60 square feat per double 
bunk. With the exception of tent facilitiee, wherever double bunks 
ars uaedp a ceiling height of et leest savsn fsst shall be provided 
over helf the floor erea. A diatance of at least six fsat shall be pro- 
vided between the heads of slsspsrs and at leaet 30 Inchas between beds. 
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SITE AND FACILITIES: Shelters for Living and Sleeping—Camper Capacity/ 
Cubic Air Space » Floor Space « and Storage Space (continued) 



Jersey In a resident camp each child shall be provided with ik>c leas than 300 

cubic fast of air space in sleeping quarters and a separate bed* There 
shall be not less than two feet of space between the sides of each bed* 
If tents are used as pensanent sleeping quartera not less than 30 square 
feet of floor space shall be provided. 

^Sa ^^^^ A minimua clear space of 27 inches above the sleeping surface of a bed, 

and six feet between heads of sleepers shall be maintained; triple 
decker beds are prohibited. 

In sleeping quarters housing u^^re than four persons, 40 square feet of 
floor area per individual shall be provided to accosaaodate a bed, for 
storage of personal belongings and space for aisles and ready exit in 
case of fire. 

The permit issuing official may waive no »orc than 10 percent of the 
required total floor area of a structure and aay grant an additional 
space waiver for structures built before 1975 where there are practical 
difficulties and no hazards to health or safety. 

An undivided room shall not have tsore than 35 occupants. 

A sleeping room shall have a td.nimum clear height of five feet above 
the floor area and at least 80 percent of the floor area shall have a 
continuous minisass clear hei^t above it of seven feet. The walls 
shall extend from the floor to the ceiling or roof or to a miniiniiia 
height of eight feet. 

Notwithstanding any other provision of law, an officer in issuing a permit 
may waive any requirement of the sanitary code setting a minimim standard 
of floor space per camper in camp*s sleeping quarters. Such a waiver 
may be granted upon written application thereof, and shall be accompanied 
by a waiver shall have been granted. Such waivers may be granted only 
to camps constructed prior to January 1, 1975. An officer shall grant 
such waiver where the application therefor is accompanied by a written 
certification by the local health officer of its need or disirability 
to avoid an immediate undue hardship upon the operator which may result 
in the closing of the children's overnight camp to prospective campers, 
and a statement by the local health officer that the granting of a waiver 
shall not present a hazard to public health and safety. All such waivers 
shall expitm on Daco^er 31, of the year in which they are granted, 
but may be r^ewed for good and sufficient reason. (Ko waiver may be 
granted to apply to a period of time after the 31s^ day of December, 
1978.) 

This act shall take effect immediately. 

H o rOi Carolina Fanaanent dormitory-type sleeping quarters should provide cross ventila- 

tlont at least 30 inches between beds, 40 square feet per parson* a 
minimum of aix feat between heads of sleepers and an adequate nusiber of 
sleeping units « 

OHio A mini^nim of forty (40) square feet of floor space per person shall be 

provided. Permanent buildings shall have an average ceiling height of 
not leas than eight (8) feet, and shall have adequate natural light. 

(continued) 
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SITS AKD FACILITIES: Shelters for Living and Sleeping—Caaper Capacity/ 
Cubic Air Space* Fl€K>r Space, and Storage Space (continued) 



In buildings and penoanent tent structures used for sleeping quarters 
which are provided by the operator, cots and bunks shall be so arranged 
as to allow a minlaum distance of five (5) feet between the heads of 
the sleepers and a tainlmus distance of four (4) feet between the sides 
of the slMpers. 

At least one-half of the floor area of permanent buildings used as 
sleeping quarters shall have a minlsoua ceiling height of seven (7) 
feett Floor space shall not be counted towards the miniisua requiroaents 
where the celliiig height is less than five (5) feet except that eKisting 
perwanant buildings and house trailers stay be allowed to be used when 
the minimum ceiling height is six and one-half (6-1/2) feet or more 
and otherwise conforms to this regulation. 

Oregon Each permanent sleeping imit shall haves 

(1) Not less than 256 cubic feet of air volume and 32 square feet of 
•floor space per person. Written exceptions for special units may 
be granted by the Division providing that adequate ventilation and 
egress are de^nstrated by the applicant. 

(2) Not less than thirty (30) Inches of clear space between the sides of 
beds or between two (2) tiers of beds or between the top tier and 
the ceiling* 

(3) There shall be at least six (6) feet of separation between the heads 
of sleepers t 

(4) Where two (2) tiers of beds are provided not less than one (1) foot 
of space between the floor of the sleeping unit and the underside 
of the first tier of beds. (In lieu of such spacing, the first 
tier of bunks shall have a continuous base which shall be sealed 

to the floor.) 

No permanent sleeping unit shall contain more than two (2) tiers of 
beds. 

Each camper shall be provided with his/her own specified area for the 
storage of clothing and other personal effects. 

Rhode Isl/md The operator of a Resident Camp shall furnish a separate bed, bunk, or 

cot for each person, head-to-foot sleeping arrangements, Beds shall be 
set not less than two feet apart If single and three feet apart if 
double deck. 

The operator shall maintain all floor space between beds free of all 
furniture, trunks, luggage, and other obstructions. 

South (Uirolina Each completely enclosed living or sleeping facility used exclusively 

during susamer taonths shall provide a minimum of 20 square feet of floor 
space per person. Facilities used during winter months shall provide a 
minimum of 30 square feet of floor space per person. 

Structures used as sleeping quarters shall be designed to provide a 
minimum of three feet between beds end to end and (30 Inches) side 
to side and six feet between the heads of sleepers on the same level. 



ffliiq 

(c^ntlnuad) 
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SITE AHD FACILITIES Shtlters for Living and Sloping— Ca^er Capacity/ 
Cvbtc Mr Spac«» Floor Space, and Storage Space (continued) 



Otfih 



Washin&ton 



West ?irainia 



Wieconein 



The ntad^er of aleepers per permanent structure of any organize caap 
shall be auch that each aleeper sMiy be provided with at least forty 
(40) square feet of floor space. Beds shall be located at leaat 
three (3) feet apart side and ends, and no laore than one parson shall 
occupy each b^: Provided, That double deck bunks will be acceptable 
if aleepera* bead* are at least six (6) feet apart. 



7hm operator shall insure thst a separate bed, bunk, or cot Is available 
for each person. Doublenleck beds are peraissible, but triple deck beds 
are prohlbitid. Beda shall be spaced in a manner which will provide a 
valk apace on at least one side and at least one end of each b^. 



In dormitory-type facilities beds shall be separated by a horisontal 
distance of at least five feet, reducible to three feet if beda are 
alternated head to foot, except in the case of double deck bunks, which 
shall have a ainimum horizontal separation of six feet tsnder all 
cireumstancea. If suitable permanent partitions are provided between 
beds, apacing requir&&mt8 may be modified upon approval of the Director. 

Each room or other enclosure provided for sleeping purposes shall have a 
volume of at least 300 cubic feet for each person housed therein, and in 
m case less than 600 cubic feet of total volume. 



All cabin or dormitory type sleeping rooms shall contain a minimum 
floor space of 40 square feet per occupant. 

No room used for sleeping purposes shall have less than 400 cubic 
feet of air space for each occupant. 



Each living or sleeping unit ahall contain a minimum of 400 cubic f€;et of 
air space per person, or 40 square feet of floor space per occupant. 

Structures used as sleeping quarters shall be designed to provide a 
minimum of three (3) feet between beds; both laterally and end to end, 
Beds shall be placed so that heads of sleepers are at least six (6) 
feet apart, and if double-decked beds are used, there shall be not 
less than 27 Inches between the lower mattress and the bottom of the 
upper bed. 

Storage area or areas shall be provided for the storage of excess 
clothing, luggage, or similar articles. 



Sleeping quarters shall provide at least three feet between sides of 
beds* Head-*to^toe sleeping arrangements shall be used. Each camper 
shall be provided with an individual bed and shall sleep alone. No 
more than two beds shall be stacked vertically and adequate vertical 
separation between stacked beds ahall be maintained. 





SITS ASD FACXLXTlBSs Shftle«r« for Llviog and SlMpliig-**Adequate Separate 

Bads and Separate Sex 



Colorado 

Florida 

mipoia 
Maloa 

Kaaaachuaatta 

Hlnaaaota 
Miaalaaippi 
g^raaka 
9mf J araay 

Hair Tort 
north Carolina 



• • • and no aora than one peraon shall occupy each bed. 



Each child shall ba providad with his own bed and a separate space for 
hla ovn clothing and parsonal belongings. 

So child over four yaara of ago ahall aleep in the aa«e room or tent 
with any {^rson of the opposite aax ascceptlng eiesbars of his Ixraedlate 
faadly. 



Sleeping fadlltlaa shall ba providad or each caa^ occupant. Such 
faellltlea ahall ^malat of beda, cots, or bunka cosplata with aprlngs 
and ahall include dean Battraaaaa and oattras covers. 

Separata sleeping quarters ahall be provided for each sex except In 
the houalng of fasdllaa. 



A aeparate bed shall be provided for each person. Bunk beds shall be 
f^naldar^ as two Individual beds. 



Sleeping faellltlea and areas— The operator ahall fumlah a separate 
bunk or cot for each person. 



The operator shall furnish a saparate bed, bunk* or cot for each person 
In a residential casp, provided however that these provisions shall not 
epply to priftltive, short«»tem group, travel, and trip canps. Sleeping 
shall be so arranged aa to provide a ninlma of three feet between 
alaei^ra If single decked ax^ 4-1/2 feet If double decked. A distance 
of at least six feet should be providsd between the heads of sleepers. 
Triple decked beds shall not be used. 



Sea Site and FacUltlMS Shelters for Living and Sleeplng—Caispar 
Capaclty/Cuble Air Space » Floor Space, and Storage Space 



Sleeping quartera^Eaeh castper ahall have an individual bed. 



Each caster shall ba provided with an Individual sleeping space. 



Every caaper shall have an Individual bed. 



See Site and Facllltiee: Shaltera for Living and Sleeping — Casper 
Capacity /Cubic Air Space, Floor Space, and Storage Space 



Adequate sleeping faellltlea shall be provided for each person. Such 
faellltlea ahall conalat of bade, cots, or bunka. 



See Site and Faellltlea s Shaltera for Living and Slecplng-^-Caaper 
Capacity /Cubic Air Space, Floor Space, and Storage Space 



230 




ERIC 



SITE AHD FACXLITX^s Shtltwi for Living «nd SlMping-^^^Adcquate Sei»«r«te 

Bftdt and Sapantc Sex (coatiouad) 



teoda lalaad Saa Sita and Farilitiatt Shaltara for Living and Slaaping^-Caspar 

Capacity/Cubic Air S{>aca, Floor Spaca* and Storaga Spaca 



Tanaaaaaa Saa Sita and Facilitias: Shaltara for Livii^ and Slaapiog~Catspar 

Capacity/Cubic Air Spaca, Floor Spacet and Storaga Spaca 



Taxaa Saa Sita and FaciXitiaat Shaltara for Living and Slaapiog-^-Castpcr 

Capacity/Ci&ic Air Spaca, Floor Spaca, and Storaga Spaca 



WiacoMia Saparata alaaping quartari ahall ba providad for aach aex except trtian 

occupiad by a fasiily. 

Saa Sita and Facilitiais Shaltara for Living and Slaaplns~Caapar 
Capacity/Cubic Air Spaca, Floor Space, and Storaga Spaca 
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SITE MID PACam^s Shcltftts for Livis« and Sl«epiiig~B«ds, Badding, and Tovels 



!ai«r« teddls>g is furoiahttd, it shall be kept clsaat In good rcpslr, and 
frstt ttom dust, dirt, and varaln* Kattreaa covers shall be provided and 

be made of either easily launder^ fabric or soiature proof 
Mterial. Mattrsas ccvers shall be cleaned or laundered each week or 
for each new uaer. Zf sheeta are furnished, they ehall be changed at 
Isaac weekly and for each new user of the bed. 



Alaska 



Clean plllw ylipa and bed sheets of sufficient sise to cover the 
■attreas and pillov shall be used. They shall be washed at least as 
often as they are aasigrml to a new gueet. 

Bttokst bade* end bedding ahall be kept clean and fr^ from vermin. 



Arisona 



Sm Food Service t Service Personnsl 

Whsre bedding is fumlshedt it shall be kept clean. In gMd repair » and 
free froa duet, dirt, asid vermin. The fumiahlng of comforts and quilta 
ia pnAibit^. All bedding ahall be provided with mattreas covers. 
These covers shall be changed at least weekly end for each new uaer 
of the bed* 

If aheets are fumiahed, they shall be changed at least ireekly and for 
ueh new uaer of the bed. 



Florida 



Mattreaeaa, mattreas ticks, blankets, and other bs^ coverings provided 
by the camp operator ahall be laundered or otherwiae aanitieed between 
aaeigDmrat ot different canp occupants. 

All aheets, pillow cases, blankets, or ether bed coverings provided by 
the caa^ operator ahall be kept and maintained in a sanitary condition 
by c«^ occupants. 

Regular Inapection of beds and beddisig ahall be made to inaure freedom 
fttm vermin. When vermin are fotmd or reported, effective extermination 
lures shall be undertaken iamediately. 



IllilH>lS 



Youth camps which provide beds and bedding shall comply with the 
following: 

Bedding, when provided, ahall be maintained in a clean and sanitary 
condition by the licenaee. 

Sheeta and pillow caaea ahall be laundered at least once each week when 
presided, and before use by each new youth. 

Blanketa shall be waahed aa often aa necessary to maintain cleanliness, 
and at least annually, when provided. 

Mattreaaes and pilloira, when provided, shall be covered with rmoymhle 
ravers which shsll be maintained in a clean and sanitary condition. When 
mattrsssas and pillows beccnMi dirty and cannot be properly cleaned, they 
ahall be discarded. Exception ; Plastic covered mattresses shall not 
rsquire covers but shall be maintained in a clean and sanitary condition. 

When fluittreaa bags sre provided, they shall be washed at least once each 
operating seaaon and before uae by each new youth. 

(continued) 
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SITE AND FACILITIES: Shelters for Living and Sleeping — Beds, Bedding, and Tovelg 

(continued) 



Illinois 
(continued) 



Kentucky 



Lpulslana 



Maine 



Mttflsachuaettg 



Michigan 



Regular Inspections of the beds, bedding, and sleeping quarters shall 
be made for vermin, and adequate extermination service shall be provided 
when necessary. Exception : Primitive cas^s are exempt from Rules of 
Article IX. 



Mattresses shall b^ flame retardant and provided with covers; provided, 
hovever, that existing camps shall have two (2) years from effective 
date of this regulation to mset this requlremnt. Sleeping surfaces 
shall be provided with at least one (1) sheet or mattress cover provided, 
however, this requirement shall not apply If th^ cao^er provides his 
own sleeping bag. 

All articles of bedding provided by the casp shall be kept clean and in 
good repair* Linen shall be changed at least once weekly and more 
often If necessary, or when there is a new camper. 



All beds, bunks, cots, or other sleeping places shall be provided with 
pillows, pillow slips, under sheets, and top sheets* Sheets must be of 
sufficient width and length to cover completely the mattress and spring. 
Sheets and pillow slips after being used by one guest must be washed 
and Ironed before they are used by another guest, a clean set being 
furnished each succeeding guest. 

Clean Individual towels shall be provided for each guest in public wash 
rooms or toilets; any standard paper towels may be used. 

Two clean individual towels shall be provided for each guest in each 
sleeping room. Towels shall not be less than ten (10) inches wide and 
fifteen (15) inches long after being washed. Towels must be washed and 
Ironed before used by a succeeding guest. 



Bedding and towels provided by the operator shall have been cleaned 
prior to each Issue. 

The operator shall cause one sheet, towels, and pillowcases of each 
camper to be laundered at least once a week* 

All bedding and sleeping bags should be aired or sunned once a week. 

All cloth mattresses provided by the operator should have clean mattress 
covers • 

Sections 3*3.1 to 3.3.7 do not apply to Day Cauqjs. 



The operator shall maintain all operator supplied mattresses and pillows 
in a clean and sanitary manner. Bedding and towels provided by the 
operator shall have been washed or dry cleaned prior to each Issue. 

The operator shall cause sheets, towels, and pillow cases to be laundered 
at least once a week whether they are operator or camper supplied. 



When required by the health inspector, mattresses shall be covered with 
waterproof washable material. 



« 0 
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SITE A!Q> Fi^ZLITXESs Shftlccte for Llvitig and Sleaping — B«ds, Bedding, and Tovals 

(contlnuad) 



V bmi J ptk Bvary bad* mttraas, and ralatad slaaplng accaiaoriai provldad by tha 

operator I ahall be daan and in good randition at tha tiaa of iaaua; 
claan ahtata and pillow eaaaa ahall b« provldad vaakly. Laundry 
fncilitlaa ahall ba availid>le lahan casqpara and ataff provide their 
own lin«ui. 

Sea Site and Faeilitiea: Sheltere for Living and Sleeping — Living 
ud Sleeping Quartera Design and Locatior^ 



Worth Carolina Clean linen and soiled linea ehall be stored and handled separately and 

in a sanitary manner. 



Ohio Xf the operator ptx .4J^ oattrasae^ he shall alao supply them with 

mattraaa pads» mattreaa covers, or equivalent. Sheets and plllov 
caaea aiq»pli^ by the operator shall be changed between cas^ara, whra 
soiled, and at leaat veekly. 

Articles of bedding and furniture which are provided by the operator 
shall ba leapt clean* free of insects, and in good repair. 



Ifhode Island Shests, pillow caaea, and towela provided by the operator shall have 

bMn waahed or dry cleaned prior to each issue. 

When provide, the operator thall cause soiled aheeta, towela, and 
pillow caaea to ba laundered st least once a week. 

Vhmn aleeplng accwaaodationa are provide OMh b^, bunk, cot, or other 
sleeping unit shall be equipped with freshly launder^ cotton or linen 
pillow slips, top and under fheots« All bedding including mattreases, 
pillows, quilts, blankets, stc, must bs aired regularly and kept 
dean* Pillow alipa and sheets mxBt be adequately laundered as often 
aa they ere supplied to a different guast. 

Towels, when provided, shall be cleaned and muat be effectively laundered 
aa often aa they are supplied to a different guest. 



South Carolina Linen, if provided by the camp, shall be changed at leaat once a week 

end in all cases laundered between usage by different persons. Mattress 
covere shall be cleaned before the craping eeason and as oftec aa 
necessary during the season. 

Msttresses purchased after the effective date of these regulations 
must be of a flame proof, water resistant material. 



Tennaaeee All articlea of bedding shall be kept clean and in good repair. 

Mattress covers shall ba provided; and if linen is furnished by the 
organised camp, it shall be changed at least weekly^ Freshly laundered 
linen shall be furnished each occupant. 



Te»e All articles of bedding provided by the cas^, including msttrasses and 

mattress covers, shall be kept clean and in good repair. VHiere bed 
rolls are provided by the camp, provisions must be made for proper 
cleaning between usages by different individuals. 
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SITE AMD FACXLITI^: Shelters for Living and Sleeping—Beds, Bedding, and Towels 

(continued) 



Dtah 



Veraont 



Washington 



West Virginia 



Wisconsin 



Each bunk, cot, or other sleeping facility provided for use of 
occupants shall be of suitable construction to afford reasonable confort. 
Mattresses, mattress covers, quilts, blankets, pillovs, pillow slips, 
sheets, coaforters, and all other bedding oade available to occupant 
iAall be kept clean and in g^d repair. Pillows shall be provided with 
pillw slips and sheets shall be large enough to ccnq^letely cover 
oattressss. Sleeping facilities, including bedding, shall be made 
available to each occupant not providing his own. 

Guest rooms, except dormitories used for sleeping purposes shall be 
provided with adequate, clean individual towels for each guest. 



The furnishings in every toon and cia>in shall be kept clean. All 
bedding, including mattresses, blankets, pillows, and sheets mist be 
thoroughly aired and kept clean. No bedding shall be used which is 
worn out and unfit for further use. Bed linen shall be changed and 
laundered after use by each separate guest. Individual cakes of soap, 
which sl^ll be discarded after being used in a guest room or liquid or 
powdered soap in dispensers, shall be tased. 



Where bedding Is furnished it shall be kept clean and aired at least 
once a week. Where sheets and pillm^ cases are furnished they shall be 
freshly laimdered at least for each new user. 

Mattress covers to completely cover the mattress shall be provided and 
shall be freshly laundered at least for each n&f user. 



All articles of bedding and furniture shall be kept clean and in good 
repair. All mattresses shall be provided with mattress pads or mattress 
covers • 

Linen, if provided by the organized camp, shall be changed at least 
once %reekly» more often if needed, and clean linen provided. Linena 
shall be freshly laundered before being furnished to occupants. 



A sanitaary envelope type mattress cover, or mattress pad, shsll be 
provided for each mattress needing such eover« The cover, pad, or 
mattress shall be cleaned for each incoming caster and staff mmber 
and more often if necessary. 
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SITE AHD FACILITIES? Special Prograa Areas and Facilities— Swimming 

(Natural Swla Areas) 



Alabaaa 



Developoent and/or use of natural svisming areas associated with the 
operation of any organized caop In aoat cases, be {discouraged since 
there are no practical methods by which water of satisfactory quality 
may be assured. Only water that seets the quality standards as defined 
by the "State of Alabaosy Water Improveoent Comiasion* Water Quality 
Criteria t Section Vll^-Speclfic Water Quality Criteria for Swlmdng 
and Other Whole Body-<kmtact Sports" shall be acceptable. 



Afkansaa 



Where lakes, ponds, running streams or other bodies of water are to be 
used for swiming purfKjses, they shall meet the requireaents as set 
forth in the Rules and Regulations Pertaining to Outdoor Bathing 
Places. 



California 



Any organised camp which utilises natural bathing places such as the 
seacoast, lakes or streaxas for swimlng shall be equipped with at least 
one lifeboat, which shall: (1) be equipped with oars, oarlocks, and at 
least two life preservers and two hundred (200) feet of rope; (2) havre 
the word LIFEBOAT distinctively printed or painted upon it; (3) be 
used for no purpose other than for the saving of life or for other 
emergencies; and (4) be kept in good repair and readily accessible to 
the areas of potential use. 



No camp shall maintain a natural swimoing or bathing area unless careful 
soundings of depth of water and location of eddies and pools and 
determinations of the presence and nature of dangerous currents, sunken 
logs, rocks, and obstructions in the stream or river have been made. 

The camp operator shall post signs indicating in plain letters, the 
depth of water, the location of pools or eddies, and the presence and 
direction of currents of water. These signs shall be placed and main* 
taired in the water during the season when bathing and awissoing are 
permitted* 



See Site and Facilities: 
(Pools) 



Special Program Areas mid Facilities — Swimming 



Colorado 



See Site and Facilities: 
(Pools) 



Special Program Areas and Facilities—Swimming 



Connecticut 



See Site and Facilities: 
(Pools) 



Special Program Areas and Facilities—Swimming 



Delaware 



See Site and Facilities: 
(Pools) 



Special Program Areas and Facilities — Swimming 



Illinois 



Beach and swimini^ areaj s. The wading areas at all bathing beaches shall 
be separated from swismaing and diving areas by line securely anchored 
and buoyed. The slope of the bottom of any portion of the beach having 
a water depth of less than four feet, six inches should not exceed one 
in fifteen* This slope should be uniform and should extend to a depth 
of at least four feet, six Inches, The bottom of the swim area should 
consist of sand and/or gravel or a similar material in stablized 
condition. 

(continued) 
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SITE AND FACILITIES: Special Program Areas and Facllities—SwlTOing 
(Natural Swim Areas) (continued) 



Illinois Diving boards. Where diving facilities are provided, the design and 

(continued) layout of the facilities and associated depths shall be in accordance 

with the following table: 

Official Board Minimum Water Depth at End Distance from Center of 
Height of Board and 12 Feet Board to Adjacent 
(Meters) Beyond Board 

0.0 - 2.0 8-1/2 feet 10 feet 

2.1 - 3.0 10 feet 15 feet 

2.1 or more 11-1/2 feet or more 15 feet or more 

The water surrounding any floats where diving is permitted shall be at 
least 8-1/2 feet deep. 

At every bathing beach where safe limits are required* such limits shall 
be marked by buoys, poles » or other markers located not over 100 feet 
apart and of a type visible to bathers from a distance of at least 100 
feet and there shall be provided suitable signs on the beach describing 
such markers and stating that they indicate the limits of safe bathing. 

Department personnel will perform sanitary surveys of bathing beaches. 

Water quality shall be evaluated by physical^ chemical, and bacterio^ 
logical characteristics . 

Physical quality. The following criteria shall be considered in evalua- 
tion of the physical quality of water at bathing beaches: (1) Sludge 
deposits, growths, solid refuse, floating waste solids, oils, grease, 
scum, etc., should be eliminated. (2) A black disc six inches In 
diameter on a white field placed at a depth of at least four feet of 
water should be readily visible from the surface of the water. 
(3) Hazardous substances being discharged into any bathing beach water 
shall be eliminated. (4) All other physical characteristics which may 
be of public health or safety significance such as odor, color, etc., 
shall be evaluated. 

Bacteriological quality. The following criteria shall be considered in 
evaluation of the bacteriological quality of water at bathing beaches: 
(1) Epidemiological evidence of the presence of an infectious disease 
organism or Indicator organism. (2) A bacteriological analysis of water 
samples which reveals the presence of sewage pollution of pathogenic 
organisms, (3) A coliform index (most probably number) over 1,000 per 
100 ml of a fecal coliform count over 100 per 100 ml in any two consecu- 
tive samples shall be considered as a guide requiring additional 
investigation, survey, or special analyses as may be necessary. A 
coliform index over 5,000 per 100 tnl or a fecal coliform count over 500 
per 100 ml in any two consecutive samples shall constitute sufficient 
ground to require closing of the beach. 

Chemical quality. Chemical determinations shall show that the water is 
free of chemical substances capable of creating toxic reactions or 
irritations to the skin or muccous membrares of a bather or swimmer. 



Location. Samples of bathing beach water shall be taken by the applicant 
or licensee and submitted to the Department at such times and points as 
designated by the Department within the area utilized for bathing or 

(continued) 
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SITE AND FACILITIES? Special Progrma Areas and Facilities— Swlsoaiag 
(Natural Svlia Areas) {contlsued} 



^llooia awlawlng purposea. Additional saisples shall also be obtained at any 

Ceonelnoad) critical point subject to possible pollution aa determined by sanitary 

aurvey. Samples shall be taken at least twice saonthly during the bathing 
season. It Is recoomanded that samples be taken prior to the recom- 
n^ded that samples be taken prior to the opening of the bathing beach 
and weakly during the bathing season imtil the beach closes. 

Field data. Physical conditiona noted at the time of sampling shall he 
recorded on the stapling analysis form v^ich is submitted with the water 
aaapla and which will be fumiahed by the Department, 

Sample collection. In order to obtain representative and 5«aningful 
reaults, aamplaa shall be collected in sterile bottles furnished by the 
DepartMat* Samples must reach the laboratory within 48 hours of 
collection or be properly iced and stored until received at the labora- 
tory. At least two samplea shall be collected at different locations. 

Bag^t^Qg facilities . When an evaluation of the information provided by 
a saaitary survey and bacteriological, biological, chemical or phyaical 
data provides evid«ice that a bathing beach may be detrimental to the 
health or safety of the bathers or swimmers, it shall be determined 
to be unsafe and subject to closure. 

Whan an evaluation of the information provide by a sanitary survey and/or 
bacteriological, biological, chemical, or physical data provides evidence 
that a bathing beach and associated facilities are not in conformance 
with all Department rules and regulations ^ich are applicable to such a 
facility, it may be term^ not satisfactory. If a bathing beach and 
associated facilities are determined to be not satisfactory, it may be 
closed. 

^aw and existing facilities . New facilities and Improvements or modifica- 
tions to existing facilities shall be subject to all rules and regula- 
tions aa sat forth under the permit section of these regulations. 

Recirculation , filtration , and disinfection systems . When an existing 
facility provides recirculation, filtration, and/or disinfection, such 
facilities shall conform with H^ulations 12.10 and 12.11. When a 
bathing beach is determined to be not satisfactory or to be tmsafe as 
datermined under Regulations 12.04 and 12.05, the Department may require 
the addition of recirculation, filtration and/or disinfection as provided 
under Regulations 12.10 and 12.11. 

Pumping equipment . The recirculation pump shall be of sufficient 
capacity to provide a minimum backwash rate of 15 gallons per square 
foot per minute in rapid and filters. The recirculation pimp should be 
located so that the pump has |x>8itive pressure on the suction side. If 
the pump is located at an elevation higher than the beach water line, 
a self -priming pump must be installed and a check valve must be placed 
on the pump suction. The pump and motor shall be readily accessible for 
adjustment and maintenance. A vacuum gauge should be provided on the 
auction side of the pump when there is a possibility of the pump drawing 
vacuum. 

The piping system should be properly designed to reduce friction losses 
to s practical minimum. Flange Joints or unions should be used on 
exposed piping in the filter room. 

(continued) 
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SITE AHD FACaiTIESs SptcUl Prograo Atms and Facllitlea—Swlaalng 
(Natural Svim Araas) (continued) 



IlUnola Tha vaXocity in Inlat supply Una should not exceed ten feet per second 

(rantlnuad) (alx faat par aacond for copper piping) . Tha velocity in gravity or 

puap auction linaa ahall not exceed five feet per second. All PVC piping 
shall have National Sanitation Foundation seal iiaprinted on it. 

Tha outlet opmiinge shall be covered by a proper grating vhich is not 
readily rarovabla by bathers. The velocity through the outlet openings 
of tha grating shall not azcaad 1-1/2 feet per second. The maximum 
vidth of tha grata opening shall not exceed one inch. 

li^ catcher . At laaat one hair catcher chall be installed trith duplicate 
atrainar basket a provided. Hair catchara shall be located on the euction 
aide of all pussps and ahal' ^e acceasibls for eaay cleaning. Catcher 
^vara ahall be held in place by suitable means for quick rraoval of 
tha atrainar for cleaning pur^ses. Valves shall be insulled adjacent 
to tha atralnara in order that the flow my be ahut off during cleaning 
or inapactlon. Strainata ahall be of non-corroaive oatarial. Circular 
openings p when provided ahall have diametera not exceeding one-ei^th 
inch. Tha area of strainer openings shall be at leaat ten tiioes the 
area of tha pipe in which the strainer is installed. 

Filtration. Filters shall either be approved by the National Sanitation 
Foundation at the filtering rate apecifl«i or ahall ccraply with the 
following requireMnts: (Detaila found in Rule 12.10 on Rapid Sand 
Gravity Filtara^ Fraasure Filters, Rapid Sand Freaaura Filtera, High 
Rata Sand Filters, Oiatooaeeoua Earth Filtera). (Rule 12.11 covers 
detaila on disinfections Construction, Points of Application, Preven- 
tion of Air Lock, Type of Feeder, Bsckflov Prevention, Storage, and 
Control Valve J 

Batfher preparation facilities . Bather preparation facilities compriaing 
dreaaing facilitiea, showera, lavatoriaai toilete, and appurtenances 
shall be provided for bathera at bathing beaches unless such facilities 
are otherwise available on the premises, 

Eathhoxiaea to be ussd by both sexes simultaneously shall be divided into 
two parts, separated by a tight partition, and designated for men and 
wosan» Tha entrances and exits shall be screened to break the line of 

Floors of bathhouses shall be readily cleanable and ahall be of smooth 
finisbsd material with non-*slip surface, impervious to moisture and 
sloped to drain. Junctions between walls snd floors shall be finished 
with rounded joints • A hose bib shall be installed in each half of the 
bathhouae. 



Walls and parti tiona ahall be of smooth , impervious, readily cleanable 
material, free from cracka or open Joints, Partitions between dressing 
roOT compartoents shall terminate at least ten Inches above the floor 
or ahall be placed on contlnuotM raised masonry or concrete bases at 
least four inches hi^. Locks^s shall be aet either on solid masonry 
bases four Inches high or on legs with the bottoms of the lockers at 
least ten inches above the floor. Lockers shall be properly ventilated. 

The layout of the bathhouse shall be such that the bathers on leaving 
the dressing room i»ss the toilet facilities, lavatories and showers 
enroute to the beach. 

Showers , toilets , lavatories . Showers and lavatories shall be provided 
with hot and cold water. Showers shall be supplied with water at a 

(continued) 
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SITE AND FACILITIES Special Progrn Ar«AS and Facllities~Svl»ing 
(Natural Araas) (cootlnued) 



Illliioia 
{cimtinuad) 



taoi>aratura of mt laaat 90 F at a rata of 3.0 gallooa par mlnuta and 
with adjuatabla tmparatura eontrola to prevrat scalding. Approved 
vacum braakar fittinga ahall ba inatallad on the water aupply line to 
each toilet 9 urinal, and boae bib* Ibe nismber of facilities provided 
ahall be aa follovs: 



Fixture 

1 Toilet 
1 Urinal 
1 Lavatory 
1 Shaver 



User Loading — Male 
(Maxiffii® at any time) 

75 
75 
100 
50 



User Loading**^Fesale 
(Maxima at any tisie) 

50 

100 
50 



Adequate artificial or natural lifting and ventilation shall be provided 
in the batbhouae. 



IndiiUM 



The beaches and water quality of lakes and iapoundaents used for svlmlng 
shall neet the standards of the State Bomrd for such activities. 
Bacteriological eacaaination of svijaaing vater shall be oade before the 
start of the svlMing season and weekly throu^out the season. 

At least 50 square feet of water surface area per person shall be pro- 
vided iriiere lakes are used for sviaeing. There shall be at least three 
supporting acres of lend for each acre of water in the ewisming area. 

The caap owner and/or operator shall be rasponslble for providing 
warning signs* fencing, and other safety equipment and perwnnel 
appropriate for all types of vater recreation made available. 



Kentucig 



See Site and Facilities: 
(Pools) 



Special Prograsi Areas and Facilities*-- SvlxsEning 



Heine 



See Site and Facilities: 
(Fools) 



Special Program Areas and Facilities— Svioaing 



Maryland 



See Site and Facilities: 
(Pools) 



Special Program Areas and Facilities — Svinsning 



Massacbuaetts 



Physical and Bacteriplo&ieal Wate r Quality 

Bathing and swimming shall not be permitted at any bathing beach where 
the quality of bathing water does not meet the following physical or 
bacteriological qualitiest or when such water is determined by the 
Board of Bealth or the Massachusetts Department of ^ivironmental Quality 
Bagineering to be polluted or subject to pollution as to constitute a 
menace to health if used for bathing of swimming purposes. 

(1) Sludge depositSf solid refjuse* floating waste aolids^ oils, grease, 
or scum are present; or 

(2) A black disk, six inches in diameter, on a white field placed at 

a depth of at least four feet of water is not readily visible from 
the surface of the water; or when, under normal usage, such disk 

(continued) 



SITS AND FACILITIES! Special Progrra Areas and Facilities — Sviaalng 
(Natural Swim Areas) (continued) 



Masaachuaetta is not readily visible from the surface of the water vhra placed on 

(continue) the bottom where the depth is less than four feet; or 

(3) A hasardoua substance is discharged onto mnf bathing beach waters 
to a degree considered by the Board of Health or the Massachusetts 
Department of Environmental Quality Engineering to be of public 
health significance; or 

(4) Where the bacteriological quality of bathing beach waters indicates 
that sewage or other hazardous substance is being discharged onto 
the bathing and swiming areas; or that 

(5) High bathing density has created a condition which is or may be 
dangerous to the public health. A collfons count over 1000 per 
si shall be considered a guide requiring additional Investigation. 

Sampling 

The Board of Health shall cause sauries to be taken for the testing of 
the bacteriological quality of the water at bathing beaches whenever it 
considers it necessary but no less often than at the time the camp 
facility Is initially inspected and then half way through its period 
of operation if for laore than a four-week period. 

Diving Areas 

(1) There shall be a minlimim water depth of 10 feet for a one meter 
and 12 feet for a three meter diving board. 

(2) For natural diving areas* the bottom shall be cleared of stumps, 
rocks, weeds, and other obstacles. 

(3) Diving boards shall be mounted on a firm foundation and never on 
an insecure base that can be affected by shifting weight loads and 
wave action. The entire length of the toe surface of diving boards 
shall be covered with m^n-skid material. The front end of the board 
shall project at least six feet beyond the end of the pool or dock* 
Clearance from the sides of the board shall be at least 10 feet, 

the distance between diving boards shall be at least 8 feet, and at 
least 13 feet of free and unobstructed head room shall be provided 
above all diving boards and platforms. 

(4) There shall be an adequate number of stairs or ladders for all 
diving towers, platforas, and flats. All stairs and ladders shall 
be provided with a hand rail. Treads of stairs and ladders shall 
be of non-slip material. 

Required Safety Equipment 

For each 20(H) square feet or major fraction thereof of water surface 
area at any bathing area, the owner shall provide, in a readily acces- 
sible location, at least one shepherd's crook pole with minimum handle 
length of 12 feet, and should provide one ring with a minimum inside 
diameter of 15 inches, weighing 2*^1/2 pounds and with a 1/4 inch rope 
attached no less In length than 60 feet. 

See Site and Facilities: Special Program Areas and Facilities — Swimolng 
(Pools) 
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SITE AND FACILITIES s S|>ftci«X Frogru ArftM and FACilitita—Svlssmlng 
(Kfttural SwixA ktmu) (cotitlnuad) 



M jpfat^an Th« v«t#r of « Mtural ■wiaaing buch fthall bm fxm% from coQtas&lfiation 

b7 gatb«8«> rtfusc, smasa dilution, or for«lgn or floating matorUl. 
Ibo vmtor afaall bo of such clarity that a 12-*iQeh vlilta aquara with a 
6- Inch black omtar can ba aaan In S foot of vatar vhan tha baacb !■ 
in uaa. A aanltary lurvay or avaluation of th« quality of tha watar 
at a avianins araa ahall ba aada in accordanca with R325.2101 to 
&32S.2103 of tha 1968 lupplsaent to the Michlsan A^nistrativa Coda. 



Minnaaeta Battural avlaBlng placat ahall ba locatad only on lakaa and itraaxBa 

which ara ralativaly fraa of huasan, anlsal, mod indaatrlal pollution» 
and whara ■uch bathing and avisadng will not andangar tha quality of a 
dosaatic vatar aiq>plyt or intarfara with othar uau of tha vatar by 
riparian mmara. Tha araa daaignatad for avlniag ihall ba proparly 
aark^t ihall ba kapt fraa of vaada, iharp ttonaa, aunkan loga, and 
othar dabria and ihall prafarably hava ■ gradual alopa* 



Miaalaaippi Hatural bodiai of Mtar ihall hava daaignatad fvlxsaing araat protactcd 

by a barriar. 

All piara, floati, platforaa, and dacka ahall ba in good rapair and, 
idiara applieabla» tha vatar dapth ahall ba indicated by print ar 
noMrala on tha daek or planking. 

A youth crap oparator intanding to uaa any ivlsmlng or diving araa 
ahall firat dataraina that luch faeilitiai maat tha standard! indlcatad. 

Diving boarda ihall ba sountad on a fin foundation and navar on an 
inaacura baaa» auch aa a float that can ba af faetad by shifting waight 
loada and vava action. Tha antira langth of tha top surfaca of diving 
boards ahall ba covarad vith nonakld matarial. Claaranea from tha 
aldaa of tha board ahall ba at laaat 10 faat, and tha diatanca batvaan 
diving boarda shall ba at laast 8 faat. (Saa raaourca Hat) 

For outdoor diving araaa, tha bottom ahall ba elaared of stumps, rocks, 
and othar obstaelaa. 

Saa Sita and Facilitlaat Davalopmant Flan Approval and Nav Construction 
i^roval 

Saa Sita snd Facllitiass Facilities Design— -Heating, Electricity, and 
Plumbing 



Watr Hampahira Vstars uaad for avimming and bathing ahall ba clean, reasonably clear 

and frss from si^aga contamination,* Tha bottom ehall be of sand or 
gravel, free from exceseive wd or silt deposit or vegetation. Shores 
ahall ba kept free from any litter or unsightly material. Care must 
ba obaarv^ not to exceed the bathing load. 

*In this connection attention should be directed to an illogical 
practice on tha part of aots» camp managementa of requesting containers 
to permit of analyaae of lake or pond srurcea before the camp season 
has commenced. Hot only do euch analysaa ae a rule rapreaent vested 
effort but to hold out euch an analytical report ae avidraca of fitnaas 
for bathing purposaa tende to be deceptive. Thla is for the reaaon 
that tha lakes and ponda on vhieh juvenile camps are located are 
inherently clean, and any contamination which may develop may reeult 
from oparetlon and aetlvltiea of the camp in question, or of other 
reaort activitiae. Hence such analyses where desired, should not be 
requested earlier than about the middle of July. 
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SITE AND FACILITIES: Special Program Areas and Facilities— Swimaing 
(Natural Svlm Areas) (continued) 



BSi iSEi^ Rules concerning natural bathing waters Include: 

(1) Natural bathing waters, such as rivers, lakes, and inland waterways 

shall not exceed a coliform density indicating a sost probable 
nus^er of 2400 per 100 ml. 

(2) Bathing waters shall be sampled and evaluated at least once each 
Q»nth during June, July, and Aiigust of each year. 

(3) Toilet facilities shall be provided within a reasonable distance of 
the bathing area. 

See Program Safety: Special Program Areas — Swl»dng 
See Program Safety: Special Program Areas — Boating, Cat»elng, and 
Fishing 



All piers, floats, and platforms shall be in good repair and, where used 
for diving, the minimum water depth shall be indicated on the deck or 
planking* 

The minimum water depth for a one meter diving board shall be 10 feet; 
for outdoor diving areas, the hotter shall be cleared of stumps, rocks, 
and other obstacles. Diving boards shall be mounted on a firm founda- 
tion and the top surface shall be slip resistant. 



^^th Carolina A natural or artificial body of water used for recreational purposes 

may be accepted by the Deparoaent of Human Resources for the declared 
intend^ purposes, ba<»ed upon the results of Inspectiona, bacteriological 
examinations of the water, and sanitary surveys. It is recomended 
that simiples be taken for bacterial examination once a month during the 
camping season. 



Rhode Island A license will not be granted for the operation of a bathing resort near 

any of the waters of the state not approved by the director for bathing* 

See Site and Facilities: Special Program Areas and Facllltiea— SwlsBming 
(Fools) 



South Carolina Natural swimming (bathing) places shall ba as free as possible of holes « 

large rocks, debris, or other submerged hazards. Floating log booms, 
buoys, or other methods ^Ich will exclude unautboriced boats and permit 
more effective supervision of the swiss^rs, should be provided. The 
area should not extend more than 75 feet from shore unless a floating 
platform is provided, in which case the mtrked area msy exteiu! ISO feet 
from shore. Diving boards or floating platforms may not be used unless 
llfsguards are provided and the water depth is eight feet or more at 
least ten feet in all directions from the diving bcMird. When no life- 
guard is on duty, signs shall be posted staeing, "Vaming— No Lif^uard 
on Duty" in bold letters at least six Inches high on a contrasting 
background. 

A reaching iK>le, life buoy, or other adequate rescixe equipment shall be 
stored in a readily accessible place. 
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SITE AHD F^ILXTXSS; SficcUl Progru ArM« «sid FaeilitiM—Swiiming 
(ftetunl Swin Areas) (continued) 



Developsmt end/or use of nstursl svlsBsing areas for planned and super- 
vised si^Mii^ activities associated vith the operation of any organised 
ca^ shally in sost insUnees, He discou&aged since there are no practical 
Mthods by t^ich veter of satisfactory quality nay be assured. In no 
instance will any natural svixsoins area be acceptable unless a sanitary 
survey indicates that thsre is no significant hisutn, ani&al, or 
industrial pollution, and the following criteria are Mt: 

(1) The fecal colifors content of waters of natural sviasing areas in or 
used by organised caaps shall m>t exceed a gmaetric (Log) average of 
200 fecal TOlifon&s per 1(K) ml for ai^ five (5) consecutive sasples 
collacted on separate days, not i^all sdore than tw (2) of any five 
(5) consecutive saaples collected on separate days exceed 1000 fecal 
^liforss* 

(2) Be free of imdervater drop-syffs* potholes* underwater rock out** 
croppiagSt submerged stisaps, other obstacles* and heavy vegetative 
growth. 

(3) Have a bottoet coo^sed of firm sand, gravel, or shale at least in 
the standing areas, m silt, broken shells, or sharp rock* 

(4) Be of such clarity that a white disc, 12 inches in diameter with a 
S-'inch black center, may be seen in five (5) feet of water at all 
times. 

(5) Natural swisning areas of any organised camp shall: 

(a) Rave depths and boundaries conspicuously marked, 

(b) Have safety (lifesaving) equlpm^t as provided for in the 
Tenntseee Department of Public Beslth Rec^aended Minimum 
Standards for Public Pools Type '*B". 

(6) Shall be locate so as not to endanger any water supply. 



Waahin^ton 



ski bathing btach shall bs maintained or operated when such water is 
dstermit^ by the hMlth offlctr to be so pollutsd or subject to 
pollution as to constitute a menace to health if used for bathing. 
Where bathhouse and toilet facilities are provided for use of bathers 
they shall be constructed, maintAined, and operated in a sanitary manner 
approved by the health officer. 



Wea t Virginia 



See Site and Facilities r 
(Pools) 



Special Program Areas and Facilities — Swimming 



Wisconsin 



See Site and Facilities^ 
(Pools) 



Special Program Areas and Ficilities<^SwiQiaing 



SITE AMD FACXLITXESt SpMial Progria Arua and FAcilitiM— Svlasiiig 



Thm deaigiit coMtruetlont opMAtloo, wd Miotmmct of svimiag poolB 
pravidad by a cai^ shall adhara to '*l^7lanliig Pool IUccm»uiatlona, 
Buraau of ^viroiaumtal Haalth> Alaba&a SUta DapartMat of Baalth**' 



Saa Sita aod Facilitiaas 
^proval 



Davalopaant Plan Approval mod Nev Conatruction 



Alaska 



AsQf aviaaisis pool, sinaral bath, or alollar facility ifhicb laay ba 
availabla to guaata at^ is oparat^ in connaction with a eamp, shall ba 
^natructad, oparatad, and naintainad in a aanitary aaxmar and shall 
conform to ragulations of tha Alaaka Departaant of Health and Social 
Sarvicaa. 



Arkansas 



All sviming pcK>ls sbsll aaat tha raquirsMnta aa sat forth in tha Rules 
and Regulations of tha Arkanaaa State Board of Health Pertaining to 
Sviaaing Pools. 



California 



All svisaing jkioIs, pools, wading pools* and special pur{K)aa poola, 
aa definsd in Section 717*7774 which are located in or providsd for 
any organised ca^> shall bes <a) daeigni^, (b) amatructed» (c) nain- 
tained; and (d) operated in accordance with the provtaions of Article 3, 
Chapter 1, Diviaion 20 of the Health and Safety Code* Sections 24101- 
24109 and with the applicable proviaions of Sectiona T17-7774 through 
T17-1633 of Title 17 and Title 24» California Admlniatrative Coda. 

Any swissaing facility or natural bathing place that ia not subject to 
the provieions of Section T17-30740» i^icb ie located in or providsd 
for any organised casp» ahall be approved by the local enforcsment 
agency prior to uae am! ahall be operated and ua»l in accordance with 
any apacial conditions that may be specified in writing by the local 
enforcement agency to protect health and safety. 



Colorado 



Sviming poola and water front areaa shall be constructsd to meet 
safety atandards of the Colorado State Depart«nt of Public Health. 



Connecticut 



Pools and bathing facilities to be laid out and conatructad according to 
apacial provision not in actual VCSA. 

Water front and aquatic activities to follow standsrds of ARC Water 
Safety Aqua t ice and SmII Craft Activities or equivalente. 



Delaware 



All swiaaing pools and bathing placee maintained by any recreation camp 
shall SMt the riHiuirraeots of the State Board of Health ragulations 
pertaining to swimming poola and bathing places. 



Illinois 



All swlBsilng pools shall bs constructed and operated in accordance with 
the Illinois Swianing Pool Law and tha Minimum Sanitary Requirements 
for Swimming Pools ss promulgated by the Illinois Oepartment of Pt^lic 
Health. 



Indiana 



All swiamiing pools shall be designed* approved, constructed and operated 
in accordance with the requirements of the Ststs Board. 
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SITE Am FACZtlTIS: Special Prograsa Areas and Facilities— Swlis^ing 

(Fools ) (c ont Inued ) 



Koatitclsy All swimlng pools, natural bathing places, and svlmlng cribs shall 

comply vlth applicable regulations of the Department for Natural Resources 
and Qavironacntal Protection and with applicable local regulations. 

Epideaiological investigation, sanitary survey, and other factors shall 
indicate that the area is safe for svimsslng. 

Sea Site and Facilities: Development Plan Approval and New Construction 
Approval 



Maine The construction, aodificationt maintenance, and operation of any bathing 

place in a recreational caap shall be subject to the rules and regula- 
tions relating to "Swiming Fools and Bathing Beaches" of the Department. 

A license will not be granted for the operation of a bathing resort 
near any of the waters of the state not approved by the director for 
bathing. 



Maryland No sw inning pool or bathing area shall be installed, altered, improved, 

or used without cotapliance with applicable regulations. No bathing 
area ahall be used without the written permission of the Approving 
Authority. 



Kaaaacbuaetta 



The operator shall insure that all' swimaing and wading pools shall be 
In compliance with Chapter VI, ^'Minlfflua Standards for Swimming pools," 
of the State Environmental Code. A copy of the vritten approval to 
operate the pool from the Board of Health shall be kept on file. 



Michigan 



An artificial swimming pool shall be constructed and maintained in 
accordance with Act No, 730 of the Public Acts of 1966, being sections 
325.601 to 325.620 of the Michigan Compiled Laws and the rules adopted 
thereunder. 



Minnesota 



Swimming pools shall be constructed and operated in accordance with 
standards acceptable to the State Board of Health. 



See Sanitation: Toilet Facilities 



Missis ippi 



Each swimming pool shall be fenced in a manner adequate to discourage 
entry of unauthorised persons. 

See Site and Facilities: Development Plan Approval and New Construction 
Approval 

See Site and Facilitlest Facilities Design—Heating, Electricity, and 
Plumbing 



Nabraska 



Swimming pools shall be constructed, operated, and maintained in 
compliance with the Rules and Regulations of the State Department 
of Health. 



Kaw Hampshire In the case of artificial swimming pools, these shall be constructed and 

operated in con^liance with the regulations governing. 

(continued) 
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SITE AHD FACZLZTXSSt Special Progrcm Ar«u and FacilitiM—Swinaixig 

(Pools) (continued) 



Is B^gP^^^^g* PlMs for srtlf icUl pools aust be approved by the Coxanleelon prior to 

(eontlniied) Inetellatlon. In addition, operation of the pool must confora to 

Ccsradaslon regulations. 



Key Jersey Svlsnlng pools shall ccafona to tRiniclpal ordlnanceSi statutest and 

applicable regulatlone governing their construction and operation. In 
the absence of the same they shall conform to the provisions of the 
Swlanlng Pool Code of Nev Jersey (1970) as approval by the State 
Department of Health for adoption by reference by local boards of health. 

Sse Frograa Safety: Special Program Areas—Swlxaolng 



iSfi£ ISSk A svla&lng pool or bathing beach operated as a part or facility of a 

tmaf^rmry residence or mass gathering for the use of occupants, guests, 
InvltSi s or employees shall be constructed, maintained, and operated 
so as to cotsqjly with the provisions of Part 6 of this Chapter. 

Cas Chlorlnatlon Equlptwat 

Wtere gas chlorlnatlon equlpimt Is InsUlled at either otttd(K>r or 
Indoor pools , such equl^ent shall be housed In' a eeparats room equipped 
with an esdiaust fan to rsduce to a practical mlnlmma the poailblllty 
of gas leakage Into other rooms or areas where persons gather. 

Gas Masks 

(X) Inhere gas chlorlnatlon equipment Is Installed a gas mssk designed 
for use In a chlorine atmosphere and of a type approved by the U. S. 
Bureau of Mines shall be provided. 

(2) A replac«Q6nt cannlster shall bs provided with the gas msk. 

(3) A record shall be kepf of gas mask usage to Insure thst the mssk 
will be ssrvlceable whra needed. 

(4) The gae mask shall be kept In a closed cabinet, sccesslble without 
a key, located outside the room In which the chlorine tor Is main*** 
talned. 



North Carolina New swimming pools shall be designed, constructed, operated, and main* 

talned In accordance with the recomendations In the Dlvlelon of Health 
Services bulletin entitled "Svijmalng Pool Standsrds," and shsll comply 
with rules and relations of ths local board of health; provided, 
that pools In existence at the time of adoption of these rules and 
regulations shall be brought into compliance at such time as major 
renovations or repslrs are necessary; in the mean time, these pools 
may be used If cloeely supervleed by the camp management and operated 
in accordance with procedures acceptable to the Department of Human 
Resources . 

Bathhouses, when provided, shall be of sound construction end shsll be 
kept clean and in good repair. 

See Site and Pacillties: Development Plan Approval and New Construction 
Approval 




SITE AKD FACILITIBS: Special Program Areas and FacilltieB — Svismdtis 

(Pools) (continued) 



Oregon 



Pennsylvania 



Rhode la land 



South Carolina 



Tennessee 



Swlxamlng pools in organizational camps shall comply with the Oregon State 
Health Division Rules and Regulations Governing Public Svlna&lng Pools, 
OAR Chapter 333, sections 42-075 through 42-'120. 



The construct lon» modification, maintenance, and operation of any bathing 
place In an organized camp or campground shall be subject to the provi- 
sions of the Public Bathing Uw, Act of June 23, 1931, P, L. 899 (35 
P. S, 672 et seq.) and the rules and regulations of the Department* 

See Program Safety: Special Program Areas — Swimming 



Swimming pools and bathing places, where provided, shall be operated 
In accordance with Chapter 23-22 and Cltspter 23-1 of the General Lavs 
of Hhod^ Island and the regulation adop':ed thereunder. 



In any camp, any artificial swimming pool shall meet the Rules and 
Regulations Relating to Public Swimming Pools, State of South Carolina, 
and the operational procedures recommended therein* Plans and specifica- 
tions shall be submitted to the Board of Health, Bureau of Environmental 
Engineering, for review and approval prior to any construction. 

See Site and Facilities: Development Plan Approval and New Construction 



In any organized camp, any artlfically-constructed swimming pool shall 
meet the Tennessee Department of Public Health Recoms^nded Minimum 
Standards for Public Pools Type "B" and operational procedures as 
recommended by the Tennessee Department of Public Health. 

In any organised camp, a pool or pools which are in existence at the 
time these regulations become effective shall meet the Tennessee 
Departc^nt of Public Health Recommended Minlmttm Standards for Public 
Pools Type "B" for those items which include: 

(1) Safety 

(2) pH and bacteriological standards 

(3) Recirculation and filtration 

(4) No cross connection with any domestic water supply 

(5) Adequate toilet and shower facilities 

Provided, That a reasonable time as deemed necessary by the Public Health 
Officer may be given for correction of items necessary for compliance; 
and provided that the camp owner shall show an acceptable written plan 
and schedule for correction of items necessary for cott^llance with the 
above-mentioned standards. 

Swlsmslng pools of any organized camp shall have lifesavlng equipment 
as provided in the Tennessee Department of Public Health Recotmuended 
Minimum Standards for Public Pools Type "B". 

'^ther safety features and practices relative to swimming pools for any 

ganized camp shall meet the criteria set forth in the Tennessee 
"department of Public Health Recommended hlnimum Standards for Public 
Pools, and these shall include such Items as: 

(1) Structural stability 

(2) Lifeguard chairs 

(continued) 
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SITE AND FACILITIES: Special Program Areas and Facilities^-Swiiamli 

(Pools) (continued) 



f 



Teimcas«e 
(continued) 



Utah 



Virginia 



Washington 



West Virginia 



(3) Lifelioes 

(4) Depth markers 

(5) Ladders 

(6) Shallow areas 

(7) Ditring areas 

(8) Shallow minimum depth 

(9) Non-slip decking and stand surfaces 

(10) Bather capacity of pool 

(11) Electrical wiring 

(12) Bottom slope 

(13) Excliision of glass or hazardous materials from swliaiBlng areas 
See Site and Facilities; Development Plan Approval and New Construction 



Any swimming pool toade available to occupants of a camp or resort shall 
comply with "Regulations Relating to Operation and Maintenance of Public 
SwiBwing and Wading Pools" of the State Division of Health and with 
all applicable local regulations. Some local regulations require 
swimaing pool plan approval prior to initiation of construction. 



All reasonable precautions must be taken to prevent pollution of swiraalng 
water by hinan excreta fro® sources in the vicinity of the camp. If a 
swisaaing pool is made of concrete or other impervious material, arrange- 
menrs should be made to change the water at intervals. 

Recommendations of those standards as would be applicable under those 
"Governing Tourist Establishment Swimming Pools and Other Public Pools," 
(k>de of Virginia, Section 35-16.1. 



All swimming pools shall comply with the requirer nts of the Rulas and 
Regulations of the State Board of Health pertaining to swimming pools. 

Wading pools shall not be more than 24 inches in depth. 

The water in trading pools, at all times while in use, shall meet the 
requirements pertaining to water quality as outlined in the Rules and 
Regulations of the State Board of Health. 

In the operation of wading pools the requirement:^ pertaining to sanitary 
control of swimming pools as outlined in the swiUHaing pool regulations 
shall apply. 

Adequate sanitary toilet facilities shall be avaflable in the vicinity 
of wading pools. 

Mo wading pool shall oe n^intained or operated when such pool is deter- 
mined by the health officer to constitute a menace to health if used 
for wading. 



Swiming pools and bathing beaches used in connection with an organised 
camp shall be constructed, maintained, and operated in accordance with 
the West Virginia State Board of Health Regulations Governing the 
Sanitation of Bathing Places. 
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(Fools) (coatiniuid) 



WlseoMto WAt«rfroQt****-Thc sanitary r«qulr«&snts of swlmlQg fmellitiss shall 

eonfora to ths spplieabls r^ulrttsnts of tha daparti&stst. 

Notas For svixaalng pool Infonaatlont sea Qiaptar H 71 » Wise. Adm. 
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SITE AND FACILITIES; Special Program Areas and Facilities—Archery 



Colorado 



The archery targets shall be a minimua of 15 feet apart. 

The range shall be kept free from hazards away from other activities 
and traffic of all types, and shall be well marked. 



Maine 



Fire arms, ammunition, archery equipment, and other haxardous weapons 
shall be kept in a locked compartment. 



Massachusetts 



The archery range shall be located in an area well away from other 
program activities, clearly marked to warn passersby away from the danger 
area. The shooting area shall be large enough to provide at least 25 
yards of clearance behind each target. All bowmen shall fire from a 
common firing line. A ready line shall be marked at a sufficiently 
safe distance behind the firing line. 



Mississip pi 



Fire arms and archery ranges shall be constructed and maintained in 
accordance with the standards of the appropriate national professional 
association. 



New York 



The archery range shall not endanger any person or persons in other 
program activities and be clearly marked to warn passing campers away 
from the danger area. The shooting area shall have at least 50 yards 
of clearance or an archery net behind each target. Bowmen shall fire 
from a conaon firing line and a ready line shall be marked behind it. 



Teicas 



An archery program, if provided, shall be conducted on a range that 
meets or exceeds the specifications outline by the National Field 
Archery Association or its equivalent. 

The archery range shall be conspicuously marked and fenced to prevent 
campers from wandering onto the range while It is in use. When not 
in use the range shall be off limits to all campers. 
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SITE AHD FACILmBS: Special Ptogru Areas and Facilitiaa— Rlflery 



Cologado 



Comae tlcttt 
Maina 

H agaachoaettn 

Minnegota 
Mlgaiasippl 

Nebraaka 

Sev York 



Tajsas 
Wi»conain 



Tha range shall be free from all hazards, avay from other activities 
and traffic of any type and shall be veil marked with danger signs or 
flags. 

Suitable backstops shall be provided free from any ricoche possibilities. 
The range shall have a veil-defined firing-^ready line. 
Only single shot rifles shall be used. 



The rifle range shall be laid out and operated in accordance vith 
standards of the National Rifle Association or its equivalent. 



Fire arms 9 sasaunitiony archery equipment and other hazardous veapons 
shall be kept in a locked compartment 

Shooting ranges shall be located veil avay from other activity areas and 
shall be constructed In accordance vith the standard of the National Rifle 
Association. 



See Sanitation: Animal Regulations 



Fire arms and archery ranges shall be constructed in accordance vith the 
standards of the appropriate national professional organization. 

Fire arms and other potentially hasardous equipment shall be kept In 
locked compartments. 

Rifle ranges shall not endanger any person or persons in other activity 
areas; backstops shall be used to contain bullets vithin the range. 
Large vamiog signs atop the backstop, facing avay from the firing line, 
shall be labeled "Keep Out.*' A red firing flag shall be displayed 
vhen the range is in use. 

Rifle ranges shall be equipped with a firing line and a ready line; 
only those ready to fire shall be on the firing line. Those waiting 
to fire shall remain behind the ready line. 



A fire arms program, if provided, shall be conducted on a range that 
meets or exceeds the specifications outlined by the National Rifle 
Association or its equivalent. 

The rifle range shall be conspicuously marked and fenced to prevent 
campers from vender ing onto the range while it is in use. When not in 
use, the range shall be off limits to all campers. 



See Manual of Range Construction, National Rifle Association of America. 
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SITS m> FACZLITXES: Sp«ciAl Progrra Arua And FacilltiM— Kor8«b«ck Riding 



Alabama 



IXliiiOla 



Indiana 



Kentucky 



Horaea and other anloals maijitainad in any csmp for camp we shall be 
quartarcd at least 500 feet froa any sleeping, living, eating, or food 
preparation area. 

Stables axul corrals shall be located on a well-drained, sloping area 
and so situated as to prevent contamination of any vater supply. 

Kanure shall be r&aoved froia stalls and corrals as often as necessary 
to prevent a fly problem and disposed of in an approve maimer. 



If provldi^, stables and corrals shall be located and maintained in 
such a sanner as not to create a source of objectionable odor. They 
shall be maintained in such a manner that they do not becoro an 
uncontrolled area for the breeding of flies. 

In order to minimisse potential odor and nuisance probles^, stables shoxxld 
be located in an area r«aoved from but readily accessible to the main 
recreation area. Stables should be located on a well-drained, gently 
sloping site. 

The stable area should be provided with toilet facilities consisting 
of at leaat one water closet and one lavatory for each sex. A shower 
should be provided if the stable is used for sleeping purposes by the 
caretaker. 

To the extent practical, construction shall be rodent-proof. Openings 
to the outer air should be effectively screened with 16-me8h screen. 

Grain feeds should be stored in iz»tal-llned bins with covers to provide 
insect and rodent-tight facilities. 

The storage and use of insecticides for the control of flies and insects 
shall be in accord and in consultation with the Department. 

Manure shall be vessaoved from the stalls at least once each day and shall 
be stored to prevent fly breeding and nuisance. 



Stables and corrals shall be located and maintained in such a manner as 
not to create a source of objectionable odor and adequate measures 
shall be taken at all times to keep fly, mosquito, and rodent populations 
under control. 

In campgrounds where horses are quartered by either the campground 
operator or brought in by campers, there shall be an area set aside for 
stabling and pasturing. The area must be at least SCK) feet from the 
nearest camp site occupied by a family or group without horses. 

See Site and Facilities: Facilities Design—Site and Facilities Design 



Maintenance of Animal Facilities 

(1) Bams, stables, corrals, or other structures used to house horses 
and other animals shall be located at least 500 feet from any 
sleeping, eating, or food preparation area. Tierails or hitching 
posts shall not be located within 2(M) feet of any dining hall, 
kitchra, or other place where food is prepared, cooked, or served. 

(continued) 
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SITE AND FACXLITXBS; Special Program Areaa and Facilities—Horseback Riding 

(continued) 



tetttucky (2) Bama, atables, and corrals shall be located on a vell^*^ rained, 

(ccmtlnuad) alopiag area and so situated as to prevent contamination of any 

water supply. 

(3) Manure shall be reooved from barns, stalls, and corrals as often 
as necessary to prevent a fly problem* Fly repellents or other 
precautions shall be used to prevent such shelters froa becoming 
an attractant for or brewing place for flies. 



Mlchlfflia A horse or other fan& anii&al shall not be permanently quartered within 

500 feet of living quarters » kitchen, or mess hall. 

A tGQporary shelter, corral, tierail, or hitching post shall not be 
located within 200 feet of dining hall, kitchen, or other place where 
food ia prepare, cooked, or served, Kanure shall not be allowed to 
remain for more than 12 hours at such a location. Fly repellents and 
oth^.r precautions shall be tiaed to prevent such a location from becoming 
an attraction for or breeding place for flies. 

Manure from permanent and shelter quarters used for horses shall be 
removed from the premises not less than weekly. Storage between removals 
shall be in f lytight enclosures or in piles isolated from the area of 
camp activity. 

Drainage from stables and temporary quarters for horses shall not be 
permitted to flow into a spring, stream, or lake in such a manner as 
to create dangerous pollution* 

A horse, dog, or other domestic animal or pet shall not be permitted 
on a bathing beach or in the water in the area used for water front 
activities. 

Mlsaisaippl Stable Sanitation 

(1) Horses or other farm animals shall not be permanently quartered 
within 500 feet of living quarters, kitchens, or mess halls* 

(2) A temporary shelter, corral, tierail, or hitching post shall not be 
locati^ within 200 feet of dining hall, kitchen, or other place 
where food is prepared, cooked, or served* 

(3) The stable area shall be provided with adequate accessible toilet 
facilities for campers, employees, and visitors if toilet facilities 
are not conveniently located nearby. 

(4) Manure shall not be allowed to remain for more than 24 hours at 
such locations as temporary shelters, corrals, tlerails, or hitching 
posts. 

(5) Manure from permanent and shelter quarters shall be removed at least 
weekly. Interim storage shall be in fly-tight enclosures or an 
area isolated from catop activity. 

(6) Adequate measures shall be taken at all times to keep fly, mosquito, 
and rodent populations to a minimum. 

See Sanitation: Animal Regulations 
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SITE Alls fACILlTIBSj Sp«cUl Prosraa Axmrnu nd PadUtlM-Horitbick Rldlag 



^ JmsaL ^^^^^ "^•'^ ^•'^ *alfflil •hall not bo poraantntly qu«rt«rcd within 

100 f««t of living quarters, kitchra, or t^tg hall. 

Manura thall not ba allowad to rraain oora than 24 hours at any location 
wharain or rfiarwn horaaa or othar doMitic anlmla ara kapt. Ply 
rapallant and othar praeautiona shall ba ua^ to pravant aucb placa 
or location from becoming an attraction for or breading placa for flies. 

Drainage from stables and tauqwrary qiiartars for horses shall not be 
permitted to flow into a springy stream, or lake. 

Kor^ . Cayoliaa Horse stables, if provided, shall be in a location somewhat removed 

from the main recreation center of activity to minimize potential odor 
and nuisance problems. All manure shall ba s^^ored, removed, or disposed 
of in such a manner as to minimise the breeding of flies therein. 

See Sanitation; Insect, Weed, Rodent Control (Vector Control) 

Tennessee Horses and other animals maintained in any organised camp for camp use 

shall be quartered at least 500 feet from any sleeping, living, eating, 
or food preparation area. 

Stables and corrals shall be located on a well-drained, sloping area 
and so situated as to prevent contamination of any water supply. 

Kanure shall be r«&oved from stalls and corrals as often as naceasary 

to prevent a fly problem. 

ISSSS. Stables and corrals shall be located as to prevent contamination of 

any water supply. Manure shall be removed from stalls and corrals as 
often as necessary to prevent a fly problem. 

Horses and other animals maintained in any camp shall be quartered at 
a reasonable distance from any sleeping, living, eating, or food 
preparation area. 

Washington See Sanitation; Animal Regulations 

HSat Virginia Horses or othsr animals maintained for organised cas^ use shall not be 

permanently quartered within 500 feet of any sleeping or living quarter, 
kitchen, or dining hall. 

Temporary ahalters, corrals, tlerails, or hitching posts shall not be 
located within 200 feet of any kitchen, dining hall, or othar place 
where food is prepared, cooked, or ssrved* 

Manure shall not ba permitted to remain for more than twelve (12) hours 
at any tsaporary shelter, corral, tlerail, or hitching poat. 

All manure from bama, atablea» or any other animal ahelter ahall be 
removed from the praises at leaat once every four (4) days. 

Fly rspallents and other similar precautions shall be used to prevmt 
such areas from bscoming w attractant for or breading places for files, 
(continued) 
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SITE AKD FACILITIES: Special Program Areas and Facilities—Horseback Riding 

(continued) 



WMt Virginia Drainage f rwa stifles and tenporary quarters shall be disposed of in 

(continued) such manner as to prevent the contamination or pollution of any surface 

or underground water supply* 



V. SANITATION 



Toilec Facilities 

Sevage and Liquid Waste Disposal 

Solid Waste Disposal (Garbage) 

Bathing, Handwashing, and Laundry 

Insect, Weed, and Rodent Control (Vector Control) 

Anisal Regulations 

Safe Water Supply and Safe Ice Supply 
Maintenance Supervisor and Camp Maintenance 



SANITATIOR: Toilet F«cllitiM 



Atab^Mi Each caaip shall be provided with adequate toilet and bathing 

faclUties, The ratio of toilets, , « * urinals, ... for 
occupants of resident cassis shall be as follows s 

l ^ y e of Building Occupancy Toilet Urinals* 

Doraitoriea or Siailar )fens 1 seat 1 for each 2S 

Structures for each 12 persons 

persons Over ISOs Add 

1 for each SO 

Wosien: 1 seat persons 
for each 
10 persons 

Sellings 1 each 

1-2 Faaily dwelling 
Multifaaily tmit 

*Io the ^sence of urinals, the ratio of toilet facilities for 
BGi and vooen shall be the same. 

All toilets, . . . shall be Mintained in a state of good repair 
and shall be kept clean at all tisaes. 

Toilets, • • t, and/or service buildings should be so located and 
distributed thet no habitable permanent and sesai-permanent structure, 
tent, caq>er or truck coach, travel trailer, and tent ca&per will be 
oora than 300 feet froa such facilitiea. 

Privies, if provided in any cao^, shall be so constructed and 
s&aintained as to prevent access of flies, animals, and rodents to 
the contents thereof, to prevent fly-breeding, nuisances, and to 
prevent contamination of any water st^ply. 

Toilet tissue shall be provided at each privy or toilet seat at 
all times. 

Fire-resistant waste containers shall be provided in all flush 
toilet facilitiea. A covered container shall be provided at or 
near each commode in women's toilet facilities* 

See Site and Facilities^ Facilities £»esi|pi-«Site mnd Facilities Design 

Alaska All camps accommodating more than one sex shall be provided with 

adequate and proper toilet facilities, with separate accommodations 
for each sax, unless community water and sewerage systems are 
available and each trailer, cabin, and/or temporary abode are required 
to connect to same. 

Toilet facilities shall be available to all parts of the camp and 
accessible to guests at all timea. 

All toilet facilities shall be constructed, operated and maintained 
in accordance with the rules and regulations of the Department of 
Health and Social Services. 

All toilets and privies shall be maintained in a clean, serviceable 
and aanitary condition at all tio^s. 

Every restaurant shall be provided with adequate and conveniently 
located toilet facilities for its employees. Toilet facilities must 
be constructed and operated in accordance with the rules and 

(continued) 
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California 



r^gulfttions of tha Dapartmnt of Baalth and Social Sarvicaa on vaata 
dlapeaaX« In raatAuraata haraaftar eoaatmetad or i&atarialXy altarad 
toilat roona ahall not opaa diractly into any room in vhieb foc^y 
drink» or utanaila ara handlad or atoradt Tha doora of all toilat 
room ahAll ba aalf*eloaing* Toilat rooaa aliall ba kapt in a elaan 
condition, and in good npair{ and i^ll lightad and vantilatad. Hand 
vaahing aigna ahall ba poatad in aach toilat room uaad bf aoployaaa. 
In caaa priviaa or aarth cloaata ara parcdttad and uaad« tbay ahall ba 
aaparata froia tha raataurant building » and ahall ba of a aanitary typa 
conatructad and oparatad in ^nformity with tha atandarda of tha 
Itapartfwit of Baalth and Social Sarvicaa. 

Saa Food Sarvicas Food Sar>^ica Faraonnal 



Evary ea&p ahall ba pn)vidad \rith priviaa or with auitabla toilata 
and with diapoaal ayat«aa aaating sinimm haalth raquiraioanta 
of tha dapartsmt of haalth aarvicaa. Ona toilat or ona privy ahall 
ba providad for avary IS paraoni^ or fraction tharaof in tha casop 
population « Priviaa ahall ba loc.atad at laa^t ona hundrad tvanty-fiva 
faat from any aourca of doMatic \Yatar and ahall at all tima be 
s&aintainad in good rapair and in a claan and aanitary condition. 



Tha caop ahall ba provided with adequate and approved toilat 
facilitiee comprieing water fluahed pluxsblng equipment • or properly 
located and conatructed priviaa of approvi^d deeign. Toilet rooM and 
coispartiaanta ahall be adequately lighted, properly ventilated, and 
provided with a floor which ia eaaily cleaiiable and imparvioue to 
moiature. 



Toileta ahall be provided at tha ratio of ona (1) toilet aeat par 
fifteen (15) occupanta of the canp; provided that urinala may be 
eubatitutad for ona-third (1/3) of tha toilet eeata for oalaa. Fit 
or chemical toilata ahall be located ao aa not to endanger water 
auppliaa and ahall be ao conatructad aa to exclude fliea from accaaa 
to excreta. Where vatar^fltuh toilata or other plusbing fixturea are 
inatalled in camp building, ewaga ahall be diepoaed of by connection 
to a public aever or a private eewage diapoaal ayatem ccmatructed in 
accordance with the applicable provieiona of Chapter 4, Title 24, 
California Adminiatrative Code. Toileta ahall ba located within 
three himdred (300) feet from the living accomenda tiona which they 
aerva. 

Toilat facilitiee ahall bo provided to the «splcyeea in the Food 
Service Area. Where there ara five (5) or more esqployaee of 
different aex, aaparata toileta iball be provided for each aext Toilet 
rooma ahall be aeparated from food atorage, preparation and serving 
areaa by full-height partitiona and tii^tfitting, aelf-doaing doora # 

Toilet paper ahall be provided at all tis^a whan the can^ ie in 
operation. 

See Site and Facilitiee s Facilitiee Deiign--Site and Facilitiea Deeign 
See Sanitations Bathing, Handwaahing, and Laundry 
See Sanitations Safe Water Supply and Safe Ice Supply 



SANITATION: Toilet Facllltlea (continued) 



Colorado 



Comtgcticut 



Florida 



There shall be a njinimum ratio of one tolJet per 30 campers in 
resident caopa and one toilet per 40 canjpers in day caaps. 

Separate toilet facilities shall be provided for each sex and shall 
be so designated* 

See Personal Health, First Aid, and Medical Services: Infinoary, 
£xDargency Equipment » and Flan for Isolation 



Chemical toilets, fly tight privy pits, or water flushed toilets 
shall be provided and shall be maintained in a clean and sanitary 
condition. Separata toilets for ssen and women shall be provided. In 
a residential cas^ at least one toilet seat for each fifteen or fraction 
thereof shall be provided. At least one toilet seat for oach twenty 
perscma or fraction thereof shall be provided in each day camp. 
Urinala osy be substituted for not wre than one^half of the total 
r«iuireioents for male caiapers. No unit site within a canp shall be 
at a greater distance than three hundred feet from the toilets. The 
location of all toilets shall be plainly indicated by signs. Privies 
shall be located at least two hundred feet froxa a kitchen or food service 
area. 

See Personal Health, First Aid, and Medical Services: Infirmary, 

Emergency Equipment, and Plan for Isolation 
See Sanitation: Bathing, Handwashing, and Laundry 
See Sanitation; Safe Water Supply and Safe Ice Supply 



There shall be provided convenient and adequate toilet facilities, 
so located, constructed and oaintained that they shall not be 
offensive to the user, becoa» the breeding place for flies, nor by 
leakage or seepage offer potential contaaination of adjacent waters. 

Where sanitary privies are used, they shall be located, constructed 
and maintained in accordance with the requirements of the State Board 
of Health. 



(1) Approved toilet facilities adequate for the capacity of the 
camp shall be provided. 

(2) Each toilet room shall be so located that no individual is 
required to pass through a sleeping area, other than his own, in 
order to use toilet facilities. Toilet rooms shall have a 
window area of not less than six (6) square feet opening 
directly to the outside. No flush toilet fixture or urinal shall 
be located in a sleeping room. 

(3) A toilet facility shall be located within two hundred (200) feet 
of the door of each sleeping room. No privies shall be closer 
than fifty (50) feet from any sleeping room, dining room, mess 
hall or kitchM. Privies or portable toilets if approved shall 
comply with applicable requirements. 

(4) Where the toilet facilities are shared such as in multi-family 
dwellings and in dormitory type facilities separate toilet rooms 
shall be provided for each sex. These rooms shall be distinctly 
marked "For Men" and "For Women" by signs printed in English and 

(continued) 
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SANITATION : Toilet Facilities (continued) 



Florida in the native langxiage of the persons occupying the casap. 

(continued) If the facilities for each sex ere in the same building they 

shall be separated by a solid wall or partition extending from 

the floor to the roof or ceiling, 

(5) Each family residential unit of a caa^ shall contain at least a 
flujh toilet, bi^thtub or shower and lavatory. 

(6) Where toilet facilities are shared the nisaber of fixtures provided 
for each sex shall be based on the oaxlffiuo nu&d>er of persons of 
that sex which the caaq) is designed to house at any one tio^t in 
the ratio of one (1) such imit to each fifteen (15) vos^ and 

one (1) such unit to each twenty (20) men with a miniimm of two 
(2) units for any shared facility. Family living accommodations 
containing private toilet facilities shall not be considered when 
establishing this number of shared toilet facilities, 

(7) Urinals shall be provided on the basis of one for each twenty- 
,five (25) s^n. The wall and floor space to a point of one (1) 

foot in front of the urinal lip, four (4) feet above the 
urinal and one (1) foot to each side of the urinal shall be 
faced with a non-absorbent material. 



(8) Every water closet or flush toilet hereafter installed shall be 
located in a toilet room and shall be properly connected to a 
satisfactory disposal syst&a which complies with the requirements 
of regulations of the Division of Health and the Department of 
Pollution Control, 



Each separate facility shall be designated "For Men" and "For Women," 
If the facilities for each sex are in the same building they shall be 
separated by solid walls or partitions extending from the floor to the 
roof or ceiling. Handwashing and bathing facilities shall be provided 
in each family residential unit. Provisions shall be made for 
adequate dressing space adjacent to shared bathing facilities. 



Illinois Toilet facilities shall be provided and shall comply with the 

following: Water closets or risers. One water closet or one privy 
riser shall be provided for each 20 persons accomcK^dated or fraction 
thereof. Separate facilities shall be provided for each sex, when both 
sexes are to be accommodated simultaneously. 

Urinals, Urinals constructed of nonabsorbent materials 
may be substituted for men's toilet seats on the basis of one urinal or 
24 inches of trough-*type urinal for one toilet seat up to a maximm 
of one-third of the required toilet seats. 

See Site and Facilities: Special Program Areas and Facilities — 

lk)rs6back Riding 
See Sanitation: Sewage and Liquid Waste Disposal 
See Sanitations Bathing, Handwashing, and Laundry 
See Sanitation: Safe Water Supply and Safe Ice Supply 



Indiana Separate sanitary facilities for men and women shall be provided. Each 

separate facility ihall be plainly designated to indicate men or women. 
If the facilitlaa for each sex are in the same building they shall be 
separated by solid walls or partitions extending from the floor to 
the ceiling, 

(continued) 
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SANITATIC^I: Toilet Facilities (continued) 



I ndiaam 

(coatinued) 



The alnlBa ii B niss^er of toilets, urinals, handwashing and bathing 
facilities shall be provided as specified in the following tables; 



Individuals of Each 
Sex to be Served 
1-10 
11-18 
19-33 
34-4B 
49-63 
64-79 
80-95 



Organizational or Residential Castps 



Toilet Facilities 
Men Women 



1 
1 
2 
2 
3 
3 
4 



1 
2 
2 
3 
4 
5 
6 



Urinals 
Men 

1 
1 
2 

2 
3 
3 



Organizational or resid^tial caiaps serving va^re than 95 casspers shall 
provide sanitary facilities for each sex in the ratio of not less 
than one such unit for each 15 additional caxapers. 

In organisational or resident camps, sleeping areas shall not be at 
a greater distance than 2CK3 feet frots sanitary facilities. 

Pit privies, latrines, or urinals shall not be located less than 100 
feet from any well, streasi, or lake and not less than 50 feet from any 
sleeping area. They shall be located at least 200 feet froa a 
kitchen or food service area* 



All coroon use roons containing sanitary or laundry facilities shall have: 
Walls and partitions around showers, lavatories and other plunbing 
fixtures constructed of dense, nonabsorbent, waterproof material 
or covered with taoisture resistant material. 

At least one window which can be easily opened or mechanical 

device or opening which will replace the air in the bathroom 

at least six times per hour; 
All openings in the building to the outer air effectively screened 

and the doors provided with springs or devices to make them 

self-closing; 

An outside door to the service building containing the toilet and 

bathing facilities so constructed as to prevent a direct view 

of the interior when opened; 
An adequate supply of toilet paper available at all times and sanitary 

towels or a mechanical hand drying device located adjacent to 

the lavatories. 



All plumbing and plucking fixtures shall be installed in accordance 
with the Indiana Flushing Rules and Regulations, 

The location of sanitary facilities shall be indicated by suitable 
signs, and during night hours these facilities shall be lighted 
by artificial lighting. 

All sanitary facilities shall be constructed , located and maintained 
so as to prevent any ntiisance or public health hazard. 



Kentucky (1) Each residential and day camp site shall be provided with water 

closets, handwashing and shower facilities for each sex 
accomoiodatedf as shown in the following tables; provided, however, 
that day camps shall not be required to provide shower facilities. 

^continued) 
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SANITATION: Toilet Facilities (continuH) 



(cootlntMid) 



Persons of 

Each Sex To 
Be Ssnrrf 



Water 
Closets 



Boys 



Urioals* 



1-18 
19-33 
3«-48 
49-63 
64-79 
80-95 



1 
2 
2 
3 
3 
4 



1 
1 
2 
2 
3 
3 



Persons of 
Each Sex To 
Be Served 



Girls 
Vater 
Closets 



1-18 
19-33 
34-48 
49-63 
64-79 
80*95 



2 
2 
3 
4 
5 
6 



*Vater closets can be substituted for urirals when facilities 
say be used by both sexes. 

For cmttp9 having vsorm than 95 residents there shall be provided; 
one additional water closet and lavatory for each 25 resid^ts; 
one additional shower for each 20 resident ; and one urinal per 50 
male residents. 

(2) Toilets and bathhovises containing water closets, lavatories 
and showers shall be adequately ventilated p have natural or 
artificial lifting of twraty (20) f^tcandles, the floors 
shall be of concrete or other impervious material. Toilets shall 
be so located and distributed that no habitable penvnent or 
semi-peroanent structure or tent will be more than 500 feet 
from such facilities. 

(3) Hot and cold water shall be provided at all showers at the 
eai&psites wbere overnight facilities are furnished; provided, 
hotwrer^ mdsting camps will not be required to furnish hot water. 

(4) Lavatories or handwashing facilities shall be conveniently locate 
to all toilet fecilltles. Water , hand-cleansing soap, and 
approved sanitary towels or other approved hand-drying device 
shall be provided at all lavatories and handwashing facilities, 

(5) All toilets, lavatories and bathing facilities shall be 
maintained In g<N»d repair and shall be kept clean at all times, 

(6) When flMh type toilets art not provided, other types of toilet 
facilities such as earth pic privies or chnlcal type may be 
us^ If so constructed and maintained as to prevent flybreeding, 
nuisances and contamination of any water supply. Privies shall 
be provided at the ratio of one pit opening for every ten (10) 
campers. Privies ^11 not be located within 100 feet of any 
kitchen or other place where food is prepared or served, and 

shf 11 be located apart from any building used for bathing or lodging. 

(7) Ad^uate toilet tissue shall be provided at each tollat facility, 
(continued) 
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SAUmnONi Teilat FtcilitiM (coatlnusd) 



^■fp,^^^. (8) nmam r«t«rdant, clwrnabl* containers ihall b« provided 

CeoBtinoad) in ell toilet fecllitlea and ehell be covered in toilete for 

femelea. 



(9) All plumbing ahall cosily with the State Plu&d)ing Code* 



Leuielana At least one privy or water doeet muat be provided at every House 

Court or Caap, for each eex, for every ten aparttaente, tents » camp 
cars 9 trailers or other hiOiitations. No Houae Court habitation or 
habitation in a Casap, shall be a greater dietance than two hundred 
(2(K)^) feet from both sra's and wraen's toilets, which shall be plainly 
indicated by proper ei^. The interior of all toilet buildinge shall 
be kapt clMn and properly lifted and ventilated. At least one urinal 
shall be provided in each toilet building for males* 

Every privy now existing, or hereafter erected in a Bouse Court or Camp 
shall be constructed or reconstructed in conformity with the 
regulations of the State Sanitary Code. All non-conformity privies 
existing at the time of the pansage of these regulations which are 
not constructed to meet the requirements herein above set forth* shall 
be d«Bolished and the pits properly filled with earth. 

No water flush toilete may be used in trailers unless connect^ to a 
sewerage systfia in accordance with the State and mmiicipal requirements 
and to the rules $Xid reg\ilations of the State Board of Health, 

See Sanitations Bathing, Handwashing, and Laundry 
Sm Food Service: Food Service Regulations— Kitchen and Food 
Preparation Areas 



All toilet facilities, including rooms and fixtures* shall be of a 
sanitary design and readily deanable. 

£ach toilet room shall meet the following requirements: 

All toilet facilities shall be kept in a cleim condition and in 

good repair. 
Outside doors shall be eelf-closing. 

Adequate screwed ventilation to the outside shall be provided. 
Easily cleanable reeeptaclee shall be provided for waste materials. 



Toilet seats shall be provided. Open face. toilet seats shall be 
provided in the rati:,8 indicated in the following tables 

J^o* of No. of Toilet Seats 

Cam pers Male Female 

1-15 2 2 

Each addi*- 

tional 15 +1 4-1 
persons 



Waste receptacles for sanitary napkins «hall be covered. 

Toilet eeate ehall be provided* Open face toilet seate shall be 
provided for males. 

See Sanitation: Bathing, HMdwashlng, and Laundry 
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SANZTAilCN: Toilet F&cilitiea (continued) 



Mai ylmd In caa^s using aeivice buildings the following facilities shall be 

reg&rded as miniisum: 





limber 


Male 


Female 


Toilets 


I per 


20 


15 


Urinals 


1 per 


30 




I^viitontes 


1 per 


20 


20 


*Sh0vers 


1 per 


20 


20 



*tbi.8 shall apply to overnight cacspin^i facilities and/or where 
tt%rljaming or b^thiug ie pr^vJLued^ 

All toilet, shower, lavAtory and laundry facilities shall be provided 
and laaaintaincd in a clean, sanitary condition and kept in good re^jiir 
at all tisM. Separate toilet facilities shall be provided foi each 
sex. Facilities shall be easily accessible ar.a conveniently located* 
All t«»ilet, shower, lavatory and Jatmdry ro<s» facilities shall be 
acceptable to the Approving Authority and shall be in conformity i7ith 
the Maryland State Pliasbing Code. 

See Sanitations Sewage and ticjuid W^sta Disposal 



Massachusetts The operator shall provide at least tcilats or privy seats for 

each sex with tha following ratio: 

(A) For all caaps other than a clay caisp vh^re the n;^ber of 
persons of on^ oex is in excess of 20, the operaLi^r shall 
pro^'rLde one additional toiler or pri\T seat for each 
additional 10 persons or fraction tliereof of that sex. 

(B) At a day camp T^here the timber uf persons of one «ex is in 
excess of 60, the operator sihill provid#» one adeiticnal 
toilet or privy seat for each *<idditionai 30 petrous or 
fraction theracZ of that sex. 

For oalaSt one urinal or 2 lineal feet of urinal trough may be sub&rituted 
for up to une^thXrd of tb^ msnber of \»ater closets or privy ^eats 
required* 

The operator shall so locatu the toilets so that they are not icore 
than 200 feet fros the door of the sleeping rooms of those pecple who 
are expected to use them. The operator shall provide an adequate 
supply of toilet paper and shall iscreen each* window or other exterior 
openis^ with screening containing not less than 16 meshes f>er it:cb. 
Every scree** d:>or shall be equipped with a self-closing device. 

See Sanitation: Bathing, Handwashing, and Laundry 

See Sits and Facilities s Facilities Designs-Site and Facilitl^^ Design 
See Program Safety: Special Populations 



Michigan Sliding scale ratio 

Boys Ciris 
Toilets Urinals Toij ^ts 

1-18 112 
19-33 2 12 

f • m 

80-35 4 3 6 

(continued) 
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SANITATION: Toilet Facilities (continued) 



KichlRan Exception: May be waived for day, troop, or travel casq^ TOeting at 

(continued) a state or metropolitan county park* 

Flufih urinals o^y be substituted for up to 1/2 of toilets for girls. 

The following table shall be used to determine the nus^er of toilet 
fixtures needed with showers being optional* This rule may be 
waived by the local health department for a day, troop or travel 
camp that meets at a state or s^ets at a state or metropolitan cotmty 
park. Flush urinals may be substituted for not more than 1/2 of the 
required number of toilets for girls. 

Boys Girls 
Toilets Urinals Toilets 



1-18 


1 


1 


2 


19-33 


2 


1 


2 


34-48 


2 


2 


3 


49-63 


3 


2 


4 


64-79 


3 


3 


5 


80-95 


4 


3 


6 



See Site and Facilities: Facilities Design — Site and Facilities Design 



Minnesota Toilet facilities shall be provided on the basis of one seat for 

every twelve campers. In camps or sections of camps used by boys, 
urinals may be sid^stltuted for one-third of the toilet seats. Toilet 
facilities shall be convenient to sleeping quarters and shall be 
adequately ventilated and equipped with artificial lighting* Toilet 
facilities shall be provided at the water front where physically 
feasible but the sewage disposal system serving the facilities shall 
not be located within fifty feet of the water *s edge. Toilet tissue 
shall be provided at each unit* Toilet facilities. Including rooms 
and fixtures, shall be kept in a clean condition and in good repair. 

See Sanitation: Bathing, Handwashing, and Laundry 



Mississippi I. Toilet Facilities 

a. Toilet facilities shall be provided in youth camps. The 
minimum number of toilet facilities shall be prcvlded 

in a ratio of 1 to 12. In residential camps, flush urinals 
may be substituted for not more than one^half the required 
number of toilet facilities* 

b. Covered receptacles shall be provided in all permanent toilets. 

c. Pit privies or latrines shall be located at least 100 feet 
from any well, stream, or lake and not less than 50 feet 
from any sleeping area. 

d. Pit privies and latrines shall be located at least 200 
feet from a kitchen or food service area. 

2. Installation, Operation and Maintenance Requirements for Toilet 
Facilities and Urinals 

a. Water-flushed toilets, chemical toilets, pit privies, or 
latrines (slit- trench, deep pit, mound or bored hole latrines) 
and urinals shall be provi.v>d and maintained in a clean 

aivd sanitary condition. 

b. The itnderground water level aild soil conditions shall be 
considered when determining the appropriate type of toilets 
and urinals to be provided as shall applicable State and local 
laws, ordinances, and regulations • 

(continued) 
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BiSllTkTlWt Toilet F^cilltlu (eontinu^) 



Ktigjgilppl Sm SMitatioo: Semge and Liq\il4 Wut* DlspoMl 

(oDntl&ui^ Sc« S«nlt«tlOQ; Bathing, Handwashing, and Laundry 

Sea SaniUtion; Aniaal aagulationa 



S#)raaka Toilat facilitiaa shall be provided at the ratio of not leaa thim 

one seat for every 10 campera. In camps occupi^ by xaales and where 
urioala are used, one toilet seat shall be provided for every IS sale 
occupants, and one urinal for every 30 toale occupants* Toilet 
buildings or rooas shall be conveniently located, well lights and 
ventilated, kept in good repair, and kept in a clean condition. 
Toilet xowB shall bs fully enclosed. The doors of all toilet rooss 
ehall be self*-closing» Toilet rooms shall not open directly into any 
rc^v in which food, drink, or utmisils are handled or atored. Hand-* 
waehlng eigne shall be poeted in each toilet room* 

Pit-type privies may be approved in decentralised camping areas. 
Pit-type privies shall conform to the standards of construction and 
maintenance set up by the State Department of Health* 

See Sanitation: Bathing, Handwashing, and Laundry 



Nevada Every children's camp shall be provided with privies or with suitable 

toilets and with disposal syst^ meeting mlnlsKsm health r^ quirements 
of the board of health of the appropriate health district or cotmty. 

One toilet or one privy shall be provided for every 15 persona or 
fraction thereof in the camp population. 

Privies shall be located at least 125 feet from any soitrce of dc^sestic 
water and shall at all times be maintained in good repair and In a 
clean and aanltary condition. (Added to NRS by 1967, 1050) 

See Sanitation: Sewage and Liquid Waate Disposal 



Sew Hampshire There shall be provided convenient and adequate toilet facilities, 

in the ratio of one toilet for every ten campers In resident caxaps 
and one toilet for every twenty campers In day camps, so located, 
constructed and maintain^ that they shall not be offensive to the 
users, become the breeding place for flies, nor by leakage or seepage 
offer a possible contamination of adjacent waters* Sewage disposal 
systems shall not allow seepage of sewage to the surface of the ground. 
Defllnent of camp grounds by excretions shall not be permitted to 
occur* 

Where priviea are used the construction shall Involve a pit at least 
two feet deep, with sidtable shelter* No such pit shall be permitted 
to become filled to less than one foot below the surface of the ground, 
and the ucreta shall at all tlmss be kept covered with earth, ashes, 
oil or other adequate agent for excluding or repelll:ag flies and other 
Insects. Both the shelter and the pit shall be made fly- tight, self** 
closing lids on the seats shall be provided, and clean and sanitary 
conditions maintained at all times* Privy contents shall be removed 
as often as nscessary and disposed of in a satisfactory manner, 

Chsolcal toilets, making i»e of caustic alkali, may be found preferable 
to privies. The accumulated fluid shall be so disposed of us^erground 
that no hasard of pollution of any water supply or of any body of water 
will be entailed. 



(continued) 



SANITATION; Toilet Facilities (continued) 



Unless with the Ccnmalss ion's permission, no privy shall be 
within 100 feot of any place where food is prepared or served, or 
within 75 feet of any lake, pond, or stream, or within 200 feet 
above or in direct line of drainage thereto of any well or spring. 



Conveniently locate asui properly designated toilet facilities snail 
be provided for each sex* Where Jlush type toilets are employed, 
waste shall be disposed of in accordance with local requirements. 
Properly constructed and located privies or chesaical toilets may 
be permitted. In residrat camps, one toilet or privy seat shall be 
available for every ten fmale occupants of the cas^. In resident 
can^s occupl^ by males and where turinals are used, one toilet or 
privy shall be provided for every fifteen occupants and one urinal 
or equivalent for every thirty occupants* Tcilets shall be supplied 
at all tiros with toilet tissue. 

See Site and FaclMties^ Shelters for Living and Sleeping — Living 

and Sleeping Quarters Design and Location 
See Site and Facilities: Special Program Areas and Facillties-*-Swinsiiing 

(Natural Swim Areas) 
See Sanitation: Bathing, Handwashing, and Laundry 

(a) No privy shall be located within 50 feet of any sleeping room, 
dining room, ntess hall or kitchen. 

(b) The foll(»^g facilities shall be provided within 200 feet 
of the sleeping, quarters: 

(1) One toilet or privy seat for each 15 males or less, plus 
one urinal for each 30 males or less; 

(2) One toilet or privy seat for each 15 females or less; 

(3) At least one lavatory with water under pressure for each 
20 occup«a;ts or less or other handwashing facilities 
acceptable to the permit issuing official. 

See Personal Health, First Aid, and Medical Services: Infirmary, 
Emergency Equipment, and Plan for Isolation 

North Carolina All summer camps shall be provided with toilet, handwashing and 

bathing facilities which are adequate, conveniently located and 
readily accessible. These facilities, and laundry facilities when 
provided, shall comply with Volume II, Plumbing, of the N. C. State 
Building Code, and shall be kept clean and in good repair. Bathing 
facilities dhall have conveniently located toilet facilities. 

A sufficient number of water closets or approved privies shall be 
provided in convenient locations to serve the several areas of the 
camp. Fixture requirements will vary somewhat, depending upon the 
type of camp, its layout and the composition of the camp population. 
A widely-^used standard calls for: one seat for each ten persons except 
that. In all male camps with urinals, there should be one seat for each 
15 persoas and one urinal for every 30 persons. 

See Sanitation: Safe Water Supply and Safe Ice Supply 

See Day Camping: Sanitation, Food Supply, and Drinking Water 



New Hampshire 
(continued) 



New Jersey 



New York 



SANITATION: Toilet F«cilitie« (continued) 



0^0 The location of toilets shall be indicated by suitiO^le signs. During 

the night hours all toilet facilities shall b^ lighted by artificial 
lighting except in primitive camps. 

An adequate supply of toilet tissue shall be provided at each toilet 
seat. 

No privy nor pit latrine shall be within one hundred feet of any 
portable water source* 

Toilet buildings shall be provided with self-closing doors or modesty 
shields. 

The self-closing door or modesty shield must be provided so as to 
obstruct the view into the facility. 

Pit latrines are permitted in only primitive resident camps. 

All toilet facilities including privies shall be properly located, 
constructed, and maintained in accordance with the standards of the 
Ohio Department of Health. 

All toilet facilities shall be maintained in a clean and sanitary 
condition. 

Separate toilet facilities for men and women shall be provided. Each 
separate facility shall be plainly designated to indicate men or 
women. If the facilities for each sex are in the sas»5 building » they 
shall be separated by solid walls or partitions extending from the 
floor to the ceiling. 

In new camps and significantly alters, (State permit required), 
plumbing and plumbing fixture requirements shall comply with the Ohio 
Plisabing Code as adopted by the Board of Building Standards under 
authority of Chapter 3781 of the Revised Code. 

The floors in toilet facilities shall be smooth and impervious to 
moisture. When floor drains are provided, the floor shall be sloped 
to the drain and the drain shall be properly trapped. When deemed 
advisable permission may be granted by the health cosmissioner for the 
use of open slit trench latrines in primitive camps. 

See Sanitaticn: Safe Water Supply and Safe Ice Supply 



Oregon In all organisational cmaps, except day use and primitive camps, 

toilets shall be provided in the following ratios: 

Residential craps — One toilet for every ten (10) campers or 
fraction thereof. Urinals may be substituted for no more 
than one-third (1/3) the required toilets. 

See Site and Facilit:ies: Facilities Design — Site and Facilities Design 
See Sanitation: Bathing, Handwashing t and Laundry 

Pennsylvania All organised camps and campgrounds shall provide toilet facilities 

on the premises for the public which are separate for each sex. 

All toilet facilities, includitig rooms ar.d fixtures, sltall be of a 
sanitary design and readily cleanable. 

(continued) 
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SANZTATKB): Toilet Facilities (continued) 



Pennsylvania 
(continued) 



All toilet facilities shall be kept in a clean condition and in 
good repair. 

Each toilet room shall seet the following requirementi: 

(1) doors shall be 6elf*-clo8ing; 

(2) adequate imntilation to the outside shall be provided; 

(3) toilet tissue shall be provided; 

(4) easily cleanable receptacles shall be provided for waste 
materials; and 

(5) receptacles for women shall be covered. 

Toilet and hand washing facilities in organised camps shall be provided 
in the ratios indicated in the following table: 

No. of Toilet Seats 



No. of 
Persons 

1-20 

Each addi- 
tional 20 
persons 

No« of 
Persons 

1-20 

Each addi- 
tional 20 
persons 

No. of 
Persons 

1-20 

Each addi- 
tional 20 
persons 




-rl 



Female 
2 

+1 




No . of Lavatories 
Female 
2 



+1 +1 

No. of Urinals 




+1 



Additional urinals for males or urinals specifically designed for 
females may be provided in lieu of toilet seats but shall not consist 
of more than one-*third of the required number of toilet seats. 

Organized camps ^icb do not provide overnight lodging and serve a 
mininftm of one meal per day shall not be subject to the requirements 
in sub-section (a) of this section but shall provide toilet and 
lavatory facilities as deemed adequate by the Department. 



ghode Island The operator shall provide at least two water closets or privy seats 

for each sex. At a resident camp, where the number of campers of one 
SM is in excess of 20, the operator shall provide one additional 
water closet or privy seat for each additional 10 campers or 
fraction thereof of that sex. At a day camp where the nuisber of 
campers of one sex is in excess of 60, the operator shall provide one 
additional water closet or privy seat for each additional 30 campers 
or fraction thereof of that sex. 

For males, one urinal or 2 lineal feet of urinal trough may be 
Substituted for up to one-third of the number of water closets or privy 
seats required, 
(continued) 
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SANITATION: Toilet Facilities (continued) 



Rhode Island 
(coatlnued) 



The operator should so locate the toilets that they are not more 
than 2(X) feet item the door of the sleeping rooms of those people who 
are expected to use them or not less than 100 feet froo any food 
preparation service or storage area* The operator shall maintain the 
toilet facilities in a clean and sanitary condition, and he shall 
provide an adequate supply of toilet paper. The operator shall provide 
for the ventilation of each tpilet facility or privy to the outdoors 
and shall further provide for necessary fly control as taay be required 
by the director. Such requirements may include screening or other 
method of insect control. All doors to such facilities shall open 
outward and shall have self-closing devices. 

Toilet buildings or cospf^rDnents shall be fly-tight, well lighted, 
ventilated, plainly corked and kept clean at all times. Doors shall 
be self closing. 

The location of all sewage disposal units shall be marked. 

No privy shall be located within 100 feet of any kitchen, dining room, 
mess hall, or other place where food is prepared, served, or stored. 

Waste water from dishwashing procedures, handwashing, bathing and 
shower facilities shall be considered sewage and treated as such. 

Septic tanks, cesspools, chemical toilets, privy vaults and pits shall 
be routinely cleaned and contents shall be disposed of in a manner 
approved by the director. The means of cleaning and disposal shall 
oinimige any danger to the public health or safety of any water supply 
or bathing area. 

Privies of an approved type or water flush toilets, connected to an 
approved sewage disposal system shall be provided for each sex. Toilet 
facilities shall be provided, based on total capacity of camp as 
follows: 

(1) Every camp that has overnight programs shall provide one 
toilet seat for each 15 f^aale patrons or fraction thereof, 
and one toilet seat and one urinal for each 40 male patrons 
or fraction thereof* 

(2) Each bathing resort for children or youths shall provide 
one toilet seat for each 30 female patrons or fraction 
thereof, and one toilet seat and one urinal for each 50 
male patrons or fraction thereof* 

See Site and Facilities; Facilities Design—Site and Facilities Design 
See Sanitation: Bathing, Handwashing, and Laundry 



South Carolina 



(1) All camps shall be provided with adequate toilet and bathing 

facilities, PROVIDED: That day camps and primitive campgrounds 
shall not be required to provide bathing facilities or lavatories 
where running water is not available. 

The ratio of toilet, urinal (and where provided) lavatory and 
bathing facilities for family campgrounds shall be as follows 
and shall be provided in service buildings. 



(continued) 
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SANmnON; Tolltt F&cilltiu Ccontinu«d} 



South CiMfollmi 
(continued) 



No. of 






SpACVS 






or Camp 


Toilets 


Urinala 


Situ 


Hen Women 


Men 


1-15 


I 2 


1 


16-30 


2 3 


1 


31-60 


3 6 


2 


61-100 


4 5 


2 



Where veter-cerried eewage disposal is provided, one mop sink 
shell be required for each service building* 

For cesspgrounds with more then 100 sites or spaces p there 
shall be provided one (1) additional toilet and lavatory for 
each eex for each 20 additional sites or spaces, and one 
additional shower stall per sex for each additional forty (40) 
sites. 

The ratio of toilets, urinals, lavatories and bathing facilities 
for occupants of Residential Cas^s shall be as follows: 

Toilets Urinals 
Men Wtswa 



One for One for One for 

each IS each 12 each 25 

persons persons ^les 

up to 60— 
then one 
for each 20 

Toilets should not be located further than 300 feet from sites. 

(2) All toilets, lavatories and bathing facilities shall be maintained 
in a state of good repair and cleaned regularly. Where 
electricity is available, at least 10 f(K)t candles of light shall 
be provided in all toilets and bathing facilities measured 30 
inches above the floor. Each lavatory shall be provided with soap 
and sanitary towels where campers do not provide their own, and 
each toilet shall be provided with toilet tissue* 

(3) Toilets, bath ho\ises and service buildings in family campgrounds 
should be so located and distributed that no habitable permanent 
or semi-permanent structure or camping site will be more than 
100 feet from such facilities. 

(4) Privies, if provided, ehall be constructed in accordance with 
State Board of Health regulations, and properly maintained* 

See Site and Facilities $ Facilities Design— Site and Facilities Design 



Teroeasee Toilet Facilities: Each food service establishment shall be provided 

with adequate, conveniently-located toilet facilities for ita enployees* 
The doors of all toilet rooms opening directly Into food preparation 
and food service areaa ahall be aelf-closing. Where the use of non-* 
waters-carried sewage disposal facilities has been approved by the Public 
Health Officer, such facilities shall be separate from the establishment. 

(continued) 
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SiUiITATXC»}: Toilet Facilities (continued) 



Tenae— ee (a) Each organiaed csmp shall be provided vith adequate toilet 

(eootinued) and bathing facilities, PROVIDED: That day campi and 

primitive cax^s shall not be required to provide bathing facilities. 

The ratio of toilet » lavatory p urinal, uxd bathing facilities 
for occupants of organized travel camps for private tents , non- 
8elf*-contained travel trailers, non'**self-containcd truck 
coaches or caapersp and non-self-contained tent casrpers shall be 
as follows and shall be provided in a service building or buildings. 



No. of 








Spaces 


ToilecB 


Urinals* 


or Sites 


Men 


Wosnen 


Men 


1-15 


1 


1 


1 


16-30 


1 


2 


1 


31-45 


2 


2 


1 


46-60 


2 


3 


2 


61-80 


3 


4 


2 


81-100 


3 


4 


2 



For cassps with more than 100 sites or spaces, there shall be 
provided one (1) additional toilet and lavatory for each sex 
for each additional thirty (30 sites, and one (1) additional 
bathing facility for each sex for each additional forty (40) 
sites or spaces. 



The ratio of toilets, lavatories, urinals, drinking fountains, 
bathing facilities, and odier fixtures for occupants of 
organized resident camps shall be as follows: 



Type of 

Building 

Occupancy 

Dormitories 



or 



Toilet 

Men: 1 
seat for 
each 25 
persons 



Urinal » 

1 for each 
25 persons 



Similar 
Structures 



Women: 
1 seat 
for each 
10 per- 
sons 



Over 150: 
Add 1 for 
each 50 
persons 



Dwellings 1 each 

1-2 Fasally dwelling 
Hultifamily unit 



*In the absence of urinals, the ratio of toilet facilities for 
nen and wo»en shall be the same. 

(continued) 
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SANITATION: Toilet Facilities (continued) 



(ccmtinued) 



Type of 
Biiilding 

Occujpancy 

Domitories 



Drinking 
Fountains 

1 per 75 
persons 



Dwellings 
1-2 Fajnily 
Multlfamily 



Other: 



Other 

Laundry 
trayb : 

1 per 50 

persons 

suggested 

Slop 
sinks: 

1 per 100 
persons 

1 kitchen 
sink per 
unit 



(b) All toilets, lavatories, and bathing facilities shall be 
maintained in a state of good repair and shall be kept clean 
at all times. 

(c) Toilets, bathhouses, and/or service buildings should be so 
located and distributed that no habitable percianent and semi*- 
peroanent structure, tent, casoper or truck coach, travel trailer 
and teut ca^aper will be flK5re than 300 feet fronj such facilities. 

(d) Privies, if provided in any organia^ed casap, shall be so 
constructed and maintained as to prevent access of flies, 
animals, and rodents to the contents thereof, to prevent fly- 
breeding, nuisances, and to prevent contamination of any 
water supply. 

(e) Toilet tissue shall be provided at each privy or toilet seat at 
all times. 

(f) Plumbing fixtures, when connected to a sanitary drainage system, 
shall be provided with water-sealed traps, and shall comply with 
local, state or national plumbing codes. Readily-^accessible 
cleanouts shall be provided in all sewers and waste lines installed 
after the effective date of these regulations, and in existing 
sewers and waste lines when extensive repair or alterations are 
made. 

(g) Ml fixtures shall be vented and vents shall be Installed so 
that no drainage of any fixture may be deposited in or conveyed 
through said vent. 

(h) All toilet and bathing facilities shall be adequately ventilated. 

(i) Firc'^resistant waste containers shall be provided in all flush 
toilet facilities. 

A covered container shall be provided at or near each commode in women's 
toilet facilities. 

See Site and Facilities: Facilities Design—Site and Facilities Design 
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SAHITATXONi Toiltt F«cllitiM (continu-*!) 



Each cmp shall ba provldad with toilet find bathing facilities as 
stated in the following table: 



No. of 
Fereone 

To Be Boys Girls 

Serv«i Toilets Urinals * Toilets 

i-15 11 2 

16-30 2 1 ; 

31-45 2 2 3 

46-60 3 2 4 

61-75 3 3 5 

76-95 4 3 6 



*In the absence of urinals, the ratio of toilets for boys and girls 
shall be the same. 

All toilets, lavatories and bathing facilities shall be maintained 
in a state of good repair and kept clean at all times. Every shower 
room floor shall be washed daily with a suitable detergent and hot 
water or other sanitizing agent acceptable to the Department. 

All toilets and b^'^thing facilities adequately ventilated and lighted. 

Privies, if provided, shall be constructed according to standards 
set forth in the Texas Onmounity Sanitation Handbook and maintained 
so as to prevent access of flies and animals to the cont^mts contained 
therein, to prevent fly breeding, and to preve: i contamination of 
any water supply « 

Toilet tissue shall be available at all times for each tjilet or 
privy seat. 



Utah Toilet facilities for females shall consist of at least one flush- 

type water cloaet for every eight persons or fraction thereof; 
toilet facilities for males shall consist of at least oie flush- type 
water closet for every 10 persons or fraction thereof. Urinals for 
men shall consist of one unit for oach 25 persons, or fraction thereof, 
up to 150 persons, after whld: one additional unit shall be in a 
private compartment. All toilet facilities shall be provided at all 
time& with an adequate supply of toilet tissue. 

Toilet facilities for males and fesaales shall be separate i. if located 
in the same building, by a soimd-rcsistant wall. 

If public toil#it facilities are provided, they shall be conveniently 
located, and shall have at least one lavatory for every two flush 
toilets, but not less than on^ lavatory in any case. Such facilities 
shall meet all applicable requirments of these rules and regulations. 
Soap, toilet tissue and individual towels or other approved hand drying 
facilities shall be provided at all times in public toilets and washrooms. 

See Personnels Director and Operator Responsibilities 
See Site and Facilities; F^icilities Design— Heating, Electricity, and 
Plumbing 
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SANITATION; Toilet Facilities (continued) 



Each food service establishment shall be provided with adequate and 
conveniently located toilet and handwash facilities. 

Fcod service establishments shall provide toilet rooms accessible to 
the most commonly used dining area* Non-waste-carried toilet 
facilities (piivies or chemical toilets) may be permitted in lieu of 
wet toilets as remote, ©aergency or temporary facilities* 

Existing establishments shall maintain adequate hand wash sinks and 
toilets as determined by the Health Department. Establishronts 
constructed subsequent to Jidy 1, 1975 shall adhere to the following 
toilet requirements* A place with a seating capacity (or equivalent) 
of up to 24 persons shall provide at least one toilet room with at 
l^st one toilet and one hand wash sink. The following table shall be 
used to determine the toilet fixture requirements for places with a 
seating capacity greater than 24. 

Requirements for each toilet room, 
minimum-" one room for each sex 
Seating Capacity Toilets Urinals 

25 to 50 1 

51 to 100 2 or 1 ^ 1 

101 to 150 3 or 2 4- 1 

151 to 200 4 or 2 2 

201 to 300 5 or 3 4- 2 



For each additional 100 seating capacity or fraction thereof, there 
shall be provided one additional hand wash sink and toilet per toilet 
room. Urinals may be si^JStituted for toilets for up to one-half the 
total fixtures required. 

If the employees' toilet facilities are to be included with the 
patrons toilet (s), the number of fixtures shall be based on the 
patron seating capacity plus the maximum nun^er of employees on duty 
at any one time. 

When separate employee toilet rooms are provided, the number of 
fixtures shall be in accord with the requirements of the following 
tabli's which are required by V*0,S.H.A. (Vermont Occupational Safety 
and Health Act). 



Number of Employees Minimum Number of Toilets 

1 to 15 1 

16 to 35 2 

36 to 55 3 

56 to 80 4 

81 to 110 5 

;L11 to 130 6 

Over 150 6 



One additional toilet for each additional 40 employees- 
Urinals may be provided for up to two thirds the required number of 
toilets when women will not be using these toilets. 

Toilet rooms enclosed, self-closing doors, proper fixtures ^.tovidnd, 
good repair, clean, hand cleanser, sanitary toweJs or acceptable hand 
drying devicei* provided, sign posted, "Wash Hands." 

Vestibules, if any, and toilet rooms, shall be kept clean and shall be 

equipped with self-closing tight-fitting doors, 

(continued) 
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SAN1TAT1(»J2 Toilet Facilities (contitiued) 



Vermo^i^ Toilet facilities, including the toilet ruom and fixtures, shall 

(continued) be kept clean and in good repair. 

A supply of toilet tissue shall be provided at each toilet at all times* 

Waste receptacles shall be esaptied a*; least once a day, and more 
frequently vhen necessary to prevent overflow of waste toaterial to 
the floor. 

A sign which reeds* ^'vash hands after using toilet/' shall be placed 
in each toiXet vbere it can be readily seen and read by employees. 

See Site and Facilities: Facilities De&ign — Site and Facilities Design 
See Site zni Facilities s Shelters for Living and Sleeping — Living 

and Sleeping Quarters Design and Lc ation 
See Sanitation; Animal Regulations 

See Sanitation: Safe Vater Supply and Safe Ice Supply 

Vir&jgia (1) Every camp shall be provided vith adequate toilet facilities 

conveniently located and of a t>pe %;hich provides for the 
disposal of human wastes or excrements in such a manner that they 
shall not be accessible to flies or endanger a source of 
drin&ing water. Toilet facilities must conform to the standards 
of the State Health Department* 

(2) Those camps admitting individuals of both sexes shall provide 
sepaxate toilets and they shall be plairly marked. 

(3) Toilets shall be kept in a clean condition, iu good repair 
and well lighted as^ ventilated. 

Washington (1) Every camp shall be provided with toilets » urinals and hand 

washing facilities conveniently located. 

(2) Separate toilet facilities shall be provided for each bbx and 
shall be so marked. 

<3) Only water flushed toilets will be allowed unless specific 

exception is made by the health officer for the use of fly-tight 
sanitary privies. 

(4) The minimum number of the abov^ facilities to be provided shall 
be in accordance with the following schedule: 

Girls' water closets: 
First 100 girls — 1 for each 10 girls 
Over 100 girls — 10 for Tirst 100 girls plus X for each 
additional 20 girls 

Boys' water closets: 

First 100 boys— 1 for each 20 boys 

Over ICO boys — 5 for first IOC boys plus I for each additional 
40 boys 

Boys* urinals: 

First 100 boys — 1 for each 2D boys 

Over 100 boys-'-S for first 100 beys plus 1 for each additional 
40 boys 

(continued) 
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SANXIATIffl«; Toilet Facilities (continued) 



WachioB^oQ (S) Toilet paper shall ba provided in eacli wate^ c?oBet cos^artment 

(continued) or privy. 

(6) Ail toilet room and privies Hhall be conatructed of material 
permitting satisfactory cleaning and shall be veil lighted and 
vcmtilated. All toilet fixtures shall be of easily cleanable, 
impervious material and in good repair. 

(7) Toilet room floors shaJ.l be constructed of concrete or other 
water impervious material pitched to provide adequate drainage 
to a suitably located trapped floor draJja; e«;cept Lhat urinal 
stalls may be used in lieu of floor drains. If partitions are 
provided betwe^ flush bwls they shall be raised 12 inches item 
the floor £nd shall be so ccnstruct#»d as to be easily cieanable. 



.See Site and Facilities? Special Program Areas and Facilities— 
SwixBDing 



West Vir ginia 



Each orggmized camp shall be provided with toilet and bathing facilities. 
Toilet and bathing facilities shall not contain less than two (2) 
toilets, one (1) shower, and one (1) lavatoiy for females* Toilet 
and bathing facilities shall n^t contain less than two (2) toilets, 
one (1) shower, one (1) urinal, and one (1) lavatory for males. 
Toilet facilities for each se:i shall be provided in the quantity and 
ratio listed in the accoo^anying ^xble: 



No. of 
Perscns 

1-15 
IS- 30 
31-50 
51-75 
76-XOO 
101-lSD 



Toilets 
Male F^oaXe 



1 
2 
3 
4 
6 
8 



1 
2 
4 
f, 
8 
10 



Urinals 
Ho. of 
Persons 

1-30 
31-60 
61-100 
101-150 



1 
2 
3 
4 



Over 150 add 
one (1) fix- 
ture for each 
25 males and 
each 20 
females. 



Over 150 
add one (1) 
fixture for 
each addi- 
tional 50 
males. 



All toilet and bathing rooms shall be wall ventili^tcd either by means 
of a window or by means of a vept extending to the outside of the 
building. The equivalent of artificial ventilsfion shall be acceptable. 

The floors, walls, ceilings, and fixtures, in toilets and bathing rooms 
shall be constructed of non-absorbent washable material and shall be 
kept clean and in good repair. 

No door or other opening in the toilet ro^m shall open from or into any 
room in which food is prepared, cooked, or stored, or into My room 
in which eating and drinking utenpils or equipment is washed ox 
stored. 



Commodes a id urinals shall be cleaned daily or more frec^uently if 
needed. 

(ccntinued) 
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.SANITATION: Toilet Facilities (continued) 



i!!i?aiSi£ toilets and bathing rooms shall be of permisnent construction and 

(ccntlau^d) well lighted. 

Walls luid ceil^ngB shall be finished in a light color and shall be 
repainted or refinlshed as otten as necessary. 

M*it8, grJds, and walkways- made of wood or o'ther abi^orpti^e mat€:**ial 
shall liot be penaitted in toilet jr bathing rooms. Provided that 
single service bath r.wits may be permitted in bathing area. 

Toilet or bathing rooms shrill not be used for miscellaneous storage. 

lollet and bathing facilities for mal^s and females, if in the sajue 
building, fjhall be separ^ited by a solid, sound-resistant wall. 

Water closets and bathing facilities shall not be located in the 
same coiepartment. Water closets and urinals shall not be located in 
any room »ised for aleeping. 

Plumbing fixtures when connected to a sanitary drainage system shall 
be provided with water-sealed traps. Readily accessible cleanouts 
shall be placed in all sewer and waste lines Installed after the date 
r.hese regulations become effective, and in the existing sewer and 
waste line when extensive alterations are made. 

Vent pipe shall be installed and maintained so that no drainage of 
sewage from any fixture may be deposited in or conveyed through said 
vent pipe. All plujnbing installed shall conform to all state and local 
l^lumbing code requir^cnts and ordinances and the laws and regulations 
of the West Virginia State Department of Health. The report of the 
Coordinating Committee tor a National Plumbing Code may be used as a 
standard* Materi&l used in drainage and venting systems shall be cast 
iron or approved by the Hc^alth Officer or as recommended by the 
National Plumbing Code. 

Any plumbing fixture that is in need of repair, or becomes Insanitary, 
shall bp promptly repaired or removed and replaced with a sanitary 
fixture. 

When flush-type toilets are not provided, properly constructed and 
maintained pit privies tshalJ &e provided for each sex in the same 
quantity and ratio as toilets listed in Section VII, Item (a). 

All privies shall be prima tacie considered to be sanitary when the 
same has been constructed and is being maintained in accordance with 
the plans, specifications, and instructions issued by the State 
Department of Health or which has been approved in writing by the 
Director of Health or bis authorized representative. 

All privies shall be so constructed and maintained as to prevent 
access of flies, animals, or rodents to the contents thereof to 
prevent flybreeding nuisances and to r^svent the polluting of any 
wcter supply. 

Privies and/or urinals shall: 

(1) Be kept in a clean and inoffensive condition and in good 
repair at all tines. 



(cooiinued) 
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SANITATION: TolXat F«clllti«f (continued) 



(cootinuftd) 



Wltcoagln 



(2) B« locAtftd At Iftut QQn hundred (100) £e«t from $ny 
kltchtn» dining room, or other plau i^are food is 
prtpartd and stored « 

Artificial illumination shall be provided et each privy during the 
hours of darkness. 



(1) There shall be a minisaaa of one privy unit or toilet and one 
lavatory or equival«at unit for each 10 casipera and staff. 
Urinals of the approved type may be provided in the ratio of 
one per 23 siales or fraction thereof and be substituted for 
toilet seats on a one-for'-one bMis up to a msimua of one«*third 
the required nuiber of toilet seats. 

(2) Separate toilets or privies isarked to indicate sex using 
the facility shell be p2rovid^ for ^cb sesc, 

(3) Privies md toilets shall be vell*^entilatsd and veil- lighted, 
end vaults oust be fly-tight. 

(4) Privies and toilets shall : ave sc^e provision for privacy 
and be located near iu)uslng imlts. 

See SeniUtions Sewage and Liquid Vaste Disposal 
See Senitations Bathing, Randvaehing, and Laundry 
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SANITATION: Sewage and Liquid Waste Disposal 



Alabama All sewage and liquid wastes shall be disposed of in a public 

sewerage system whenever such a systan is vailable. 

No scwap.e or liquid waste disposal systra shall be constructed or 
installed at or on any organised camp until plans have been submitted 
to the Health Officer for review and approval. Facilities shall be 
designed on the basis of the maximum anticipated use load and should 
be based on Table 2, page 33, E nvironmental Health Practices in 
Recreationiil A reas , Public Health Service Pt^lication No. 1195. Other 
data such as percolation test results and factors affecting the 
Bultabll5ty of the soil for sub-surface liquid waste disposal shall be 
furnished to the Health Officer as he requires prior to construction. 

No untreated sewage, waste water ^ septic tank et fluent, or liquid 
wasteiB shall be deposited on the surface of the ground, into any 
abandoned well, cave, sink hole, open ditch, stream, or well drilled 
or dug for the purpose of disposing of sewage. 

Maintenance?, operation, te^t equipinent and submis/^ion of test results 
as recomisnnded by the Alabama Departtuent of Public Health shall be 
required for all extfznded aeration units serving any organised camp. 

Wat4^r and stver lines shall riOt be installed in the same trench but 
sh2.il be separated by at least ten (10) feet horizontally. Sewers 
within fifty (.SO) feet of any water source shall be of cast iron or 
other appfoy^eA construction with water-tight joints. 

Travel Cftxips i'lialj ptuvlde sanitary stations or Individual sewer 
connections fur nelf -i^ontained travel trailers and truck coaches or 
camners- 

Individur, 1 sewer connections shall consist of a 4- inch riser with at 
least a 3-inch sewi'r connection extending at least four (4) inches 
abuve the s^arface of the ground and provi'-'ed with an easily-removable, 
water -r^ght cap or screw plug. Sewer cr inections phall be maintained 
water tlj^ht anc Insect and rodent prooi . A concrete collar shall be 
provided £«*oun'! each sewer riser and ext*^nided at least twelve (12) 
iacSes horizontally in all directions* 

5e^ Site and Fflcilill*»8: 

Horseback Riding 
Sec Cite and Facilitiesi 

Approval 
See Site and Facilities: 

and Flumbing 



Alaska Sewage, excrertent or liquid waste shall nut be disposed of in such a 

manner as to contaminate any water supply, to pool on the ground, or 
to constitute a nuisance and disposal iiiethods shall meet with rules 
and regulations of the Departmf^nt of Health and Social Services 
regarding sewage dlHpcjsal- 

Plumbing shall be in accordance with rules and regulations of the 
Department of Health and Social Services. 

Dishwater and other liquid wastes shall be disposed of ss not to 
create a nuisance. 

See Sanitation: Toilet Facilities 



Special Program Areas and Facilities — 
lit veloptQtint Plan Approval and New Construction 
Facilities Design — Heating, Electricity, 
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SANITATION; Sewage and Liquid Waste Disposal (continued) 



Arlseona 



In every children s camp all kitchen, toilet, bath and other drainage 
shall be disposed of in such Banner as to prevent fly and mosquito 
breeding and the pollution of any water or food supply. 



Arkansas 



All sewage shall be dispot-ed of by meanF of: 

(1) A public sewage disposal system where one is accessible 
within 3CK} feet. 

(2) An approved sewage disposal syst^ which is constructed 
and operated in conformance with the standards established 
for such systems by the Arkansas State Board of Health, 

In every children's caap all kitchen, toilet, bath and other drainage 
shall be disposed of in such nianner as to prevent fly and mosquito 
breeding and the pollution of any water or food supply. 



California 



Special requirments for building sewers and private sewage 
disposal systems in Article Pll, pllOl to P1118, Title 24, CAC, 
relating to sewer required; use of materials for sewer; size of 
sewers; grade, support and protection of building sewers; cleanouts 
for sewers; sewer pipes; location of sewers; private sewage disposal; 
capacity of tanks; area of disposal fields and seepage pits; 
percolation teats; septic tank construction; disposal fields; 
seepage pits; cesspools* 



See Site and Facilities: 

and Plunibing 
See Sanitation: 
See Sanitation: 
See Sanitation: 
See Sanitation: 



Facilities Design—Heating, Electricity, 



Toilet Facilities 
Solid Waste Disposal (Garbage) 
Bathing, Handwashing, and Laundry 
Safe Water Supply and Safe Ice Supply 



Colorado 



The water and disposal system shall be approved by the State 
Department of Public Health. 



Connecticut 



The method of final sewage or refuse disposal utilized in 
connection with the operation of a csKsp shall be such as to create no 
nuisance, shall conform with the requirements of sections 19-13-B20a 
to 19-13-20r, inclusive, and plans for such disposal shall be approved 
by the state department of health. 



Delaware 



Florida 



Sewage disposal systems shall not allow seepage of sewage to the 
surface of the ground. Defilement of campgrounds by excretions shall 
not be permitted to occur. All sewage disposal faciiities shall meet 
the requirements of the State Board of Health. 

Where sanitary privies are used, they shall be located and maintained 
in accordance with the requirements of the State Board of Health. 

(1) Facilities shall be provided and maintained in all camps for 
the satisfactory disposal or treatment and disposal of excreta 
and liquid waste. 

(continued) 



SAHIIAIZONs SwAgtt and Liquid VMt« DispoiAl (conttnuad) 



FlerldM (2) Such f acilitlM stiAU ba eomtructad isaid OAlTitalii^ la coa^lltaca 

(^tlnu«d) with all rulaa aad ragulatiou praaetlb^ tha Division of 

Haalth and tha Dapartaaat of Pollution Control. 

All pluablog shall ba in eo^>llattca with provisions of Chaptar X(Sy^9 
of tha Florida Adsdnlatrativa coda or local pluoblng ordinancas 
trtiichavsr aatablishaa tha highar standards. 



Illinois Thara shall ba no dlscbarga of raw or partially traatad sawaga 

onto tha surfaca of tha ground, nor ahall thara ba anjr aaeapa of 
aavaga odora frot& dralnaga ayataas. Wbara an axlatlng prlvata asi^araga 
syataa is sarvlag a youth eaap, tha systaa ahall ba oparatad in 
accordanca with good a^iltation practicaa and ahall aaat tha raquira- 
cants of tha Dapartsaant. Whan a swaraga aystaa la daaign^ to dlsd^rga 
affluant to a straaa, tha lieanaaa ahall obtain a parmlt for 
conatructlon and oparation tx&n tha Illinola Environmantal Protaction 
Agmcy or ot^ar approprlata at at a agancy as raqulrad. 

Location. All aas^aga traataant and vasta disposal ayatams shall ba 
locatad at laast tha oinimua diatanca from any wall as spaclfiad 
in Hula 13.02 and Tabla 1. 

Typa of systam. Youth cvnpa shall ba connactad to a piibllc aavar 
systam if avallabls, or providad with a aaptie-*tank ayataxa or othar 
approvad traataant systasa if vatar-earrlaga toilats ara not Installadi 
tha youth camp ahall ba providad with approvad typa pit prlvlas. 
Bathing and hand-waablng f adlitlaa , kltchan waataa , and laundry 
waatas ahall ba drainad to a saptic tank and a aaapaga flald systam 
for liquid waatas. Any ayatam ahall ba auch that all waata la dlapoaad 
of without craating a public nulaanca or haalth hacard. 

Saptic tanka. Saptic-tank systaos shall Includa aubaurfaca diapoaal 
fialda and ahall ba daslgnad aa approvad by tha Dapartsmt. Ho aaptic 
tmka ahall ba amallar than 750 gallona liquid capacity. Ho diapoaal 
flald ahaU ba locatad within 25 faat of any laka, atraaasi or opan 
ditch. Eafaranca to ba usad for aaptic tank and saapaga flald daaign 
ahall ba tha Dapartmant*a Prlvata Savaga Slapoaal Coda, Circular 4.002. 

Saptic tank ayatima for parmanant living qua^^tara with coaplau watar* 
carrlaga tollata, bathing, cooking, and handiraahlng facilitias, ahall 
ba baaad upon a daaign flow rata of not Isaa thra 40 gallons par capita 
par day. 

Saptic-tank ayatama for ahowar and hand-waahlng facllltiaa ahall ba 
baaad upon a flow rata of not laas than 18 gallons pat panon par day. 
If watar-carrlaga toilats ara inatallad, tha abova flow rata shall ba 
Incraaaad to not lass than 33 gallona par parson par day. 

Dining halla or kltchana shall ba providad with a aawaraga aystam to 
racaiva all liquid waata tharafrom, baaad upon a daaign flow of not 
laaa than thraa gallona par maal sarvad. 

All of tha pravloualy llatad typaa of Inatallationa and dining hall or 
kit Chan waataa msy ba aarvad by a cantral aaptlc«*tank ayataa alaad as 
r^uirad by tha coi^inad individual daaign flow rat as. 

Pit priviaa ahall ba daalgnad as approvad by tha Capartmant and aa 
racotoB^dad in tha Daparts^t'a Prlvata Sawaga Disposal Coda, Circular 
4.002. 

Saa Sanitations Bathing, HandMahing, and Laundry 
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SANITATION; Sewage and Liquid Waste DiapoMl (continuec:) 



ladiana 



Where public sewer systems are available, all facilities for disposal 
of excreta and liquid wastes shall be connected thereto. 

Where a public sewerage system is not available, sewage treatment or 
disposal facilities shall be constructed in accordance with 
applicable standards and regulations of the State Board and the 
Stream Pollution Control Board, or as otherwise approved by the 
State Board. 

See Site and Facilities; Development Plan Approval and New 
Construction Approval 



Kentucky 



All sewage and waste natter shall be disposed of into a public 
sewerage system, if available. In the event a public sewerage systen 
is not available, disposal shall be nade into a private systen 
designed, constructed and operated in accordance with the requirements 
of the Department for Natural Resources and Environmental Protection; 
provided, however, if a public sewerage system subsequently becomes 
available, connections shall be made thereto and the camp sewerage 
system shall be discontinued. 



Louisiana 



All sewage, garbage and rubbish from every House Court or Camp 
shall be disposed of in a sanitary manner, in compliance with the 
regulations of this Code. 

All sewage and wastes from water carriage systems shall be disposed 

of wherever possible into a public sewerage system. Where a public 

average system is not available, disposal shall be into a private sysCss 

which includes a sanitary means of disposal, the operation of which 

creates neither a nuisance nor a menace to health, and which is 

approved by the State Health Officer or his duly authorized representative. 

Where a sewerage system is available a sewer connection shall be 
made at each camp for connection to the combined liquid waste outlet 
of trailers. The type of connection used shall conform to the rules 
and regulafions of the State Sanitary Code. 

See Site and Facilities; 
Plumbing 

See Sanitation; Bathing, Handwashing, and Laundry 
See Food Service: Food Service Segulations—Kltchen and Food 
Preparation Areas 



Facilities Design— Heating, Electricity, and 



Mains 



All plumbing and sewage disposal shall comply with the Plumbing Code 
for the State of Maine and other state and local regulations. 

See Site and Facilities: Sitt Location—General Location and Adequate 
Space ^ 



Maryland 



Approved, adequate, and conveniently located toilet facilities must 
be provided for each camp in compliance with applicable regulations. 
No method of sewage disposal shall be installed, altered, or used 
without the written permission of the Approving Authority. 
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SANITATION: Sewage and Liquid Waste Difti»Ofial (continued) 



HM^Adbuaettfl The operator ahall provide for all waate watera a sanitary drainage 

ayaten connected to the public aewerage aystesi; piiovided, that if 
becauae of i^n-^availability » diatance or ground conditions; connection 
to a public sewerage ayatem ia not practicable, any other iseans of such 
surface diaposal of aevage approved in writing by the board of health 
and in compliance %rith Title 5 of the Massachusetts State 
Envircmxaental Cede raev be installed. 

See Site and Facilities: Site Location — General Location and 
Adequate Space 



Michij^aa Sewage and other water carried wastes shall be disposed of through 

a sounicipal syatem vhen auch a system is available. Where municipal 
sewer connections are not available, liquid wastes shall be discharged 
into an approved private systoa. The private systeso shall not create 
a nuisance or pollute a stream, lake, or other body of water, or 
contastiinate a water supply or bathing place and shall com\.ly with 
applicable local health departajents. 

See Site and Facilities: Special Prograca Areas and Facilities — 
Swinaaing (Natural Swiia Areas) 



Minneeota Where water flush toilets are used, a sewage disposal system 

acceptable to the State Board of Health shall be provided. Where 
water flush toilets are not provided, privies of the pit type, which 
conform to a standard of construction acceptable to the State Board 
of Health, shall be used. Such privies shall be placed separate and 
apart frcwa the sleeping, living, and kitchen quarters. Toilets of 
the privy or pit type hereinafter constructed shall be located at least 
100 feet from the kitchen and dining quarters. 

Liquid wastes from the kitchen, laundry, shower rooms, and other 
sources shall be confined with the liquid toilet wastes or shall be 
disposed of separately by soil absorption in a manner which will not 
endanger a water supply, pollute any surface water, or create nuisances, 
or otherwise constitute a hazard to the public health and safety. 

See Site and Facilities: Site Location — General Location and 

Adequate Space 
See Sanitation: Toilet Facilities 
See Sanitation; Sewage and Liquid Waste Disposal 



Mississippi The sewage and waste water from all youth camps shall be disposed 

of in a manner approved by the Board. This shall consist of: 

1. Connection to an approved public sewer system, or 

2. Connection to an individual on-site sewage treatment system, or 

3. The use of subsurface disposal system, or 

4. The use of chemical toilets, privies, or similar facilities 
acceptid»le to the Board, or 

5. The use of a slit-wrench Islrire or other r^thod of disposal 
acceptable to the Board, or 

6. A combination of the above methods acceptable to tho Board. 

See Site and Facilities; Development Plan Approval and New 
Construction Approval 
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SANITATICW: Sewage and Liquid Waste Disposal (continued) 



Sewage and all liquid wastes shall be discharged into a municipal 
sewerage system where such a systcsn is available; otherwise, the sewage 
shall be collected, treated and disposed of in a independent 
sewerage systesB which coi^lies with the practice .ecousronded by local 
ordinances. Where such do not exist, they shall comply with Rules 
and Regulations of the State Departi^nt of Health. 

Drains and overflows froa food and drink equipment shall not be 
connected directly to a sewer. 

Drains are not permitted within any type of refrigerating area 
unless an adequate air gap is provided at the drain outlet. 

See Site and Facilities: Site Locations-General Location and 
Adequate Space 

See Food Service: Food Protection, Handling, Storage, and 
Refrigeration 



In every children's camp all kitchen, toilet, bath and other 
drainage shall be disposed of in such manner as to prevent fly and 
mosquito breeding and the pollution of any water or food supply. 

See Sanitation: Toilet Facilities 



Kew Hampshire Septic tanks shall be properly constructed, of adequate size, and 

the effluent therefrom shall not be permitted to discharge into any 
body of water nor upon the surface of the ground. 

Chapter 149-E, Revised Statutes of Na* Hampshire, requires, in part, 
that any person proposing to construct a sewage or waste disposal 
system shall sid)mit plans and specifications for such systra to the 
Comaission, and obtain approval for same, prior to installation. 
In the case of Recreation Camps, said plans should be submitted 
to the Division of Water Supply , "Subject: Recreation Camp Waste 
Disposal System. 

Camp management shall exercise every proper and reasonable precaution 
to so dispose of wastes, that sources of water supply and lakes, 
ponds, and streams shall not be contaminated. 

See Sanitation: Toilet Facilities 



Ntti J^ta^y Any toilet or receptacle for huaan excrement shall be constructed 

and maintained so that flies cannot gain access to the excremental 
matter contained therein and such excremental matter shall at all times 
be prevented from falling over or upon the surface of the ground and 
shall be prevented from gaining access to any of the waters of the 
State. This provision also applies to wastes resulting from water 
closets, laundry tubs, washing machines, sinks, dishwash<*rs or any 
other source of water-carried wastes of human origin or containing 
putrescible material. 

See Sanitation: Tcilet Facilities 
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SANITATIC^: Si^Age and Liquid Waste Disposal (continued) 



HfW York (a) Sewage shall mean excreta and tho waste froiQ a flush toilet, 

bath, sink, lavatory* dishwashing or laundry machine, or the 
water-carried waste from any other fixture or equipment or 
machine. 

(b) Facilities shall be provided and maintained for the treatment 
and/or disposal of sewage in o manner acceptable to the permit 
issuing official* A plan or sketch of the proposed or nidified 
facility shall be submitted to the pernlt issuing official at least 
30 days prior to construction; no work is to start imtil the 

plan or sketuh is approved* 

(c) Sewage cu the surface of the ground or accessible to children 
is prohibited. 



North Carolina All sewage and other liquid wastes shall be disposed of in a pvhlic 

or community sever system or, In the absence of a public or 
community sewer system, by a method approved by the Department of 
Human Resources. Camp sewerage facilities shall be properly operated 
and maintained. 



(Blip Adequate facilities shall be provided to dispose of all sewage in 

camps • 

No sewage or liquid waste disposal system shall be installed or 
established at any camp unless it is installed or established in 
conq^liance with plans, specifications, and instructions approved 
by the Ohio J^partment of Health, Flans and specifications for new 
sewage and liquid waste disposal facilities or for alterations and 
changes in existing facilities shall be submitted to the Ohio 
Department of Health for approval prior to construction or alteration* 

Sewage disposal systems shall be located, constructed and 
maintained in accordance with the standards of the Ohio Department 
of Health, 



Orty>p Sewage Collection s 

(1) Organizational camps shall provide an adequate and safe 
sewerage system. 

(2) All sewerage systeis^ shall be designed, constructed, and maintained 
in compliance with the minimum standards set forth in the 

Oregon State Plumbing Specialty Code. 

Seway Disposal ; 

(1) Organisational casi^^s shall connect to a public sewerage system 
when such syst^: 

(a) Is available; 

(b) Has adequate capacity to serve the sewage discharge from 
the organisational cas^; and 

(c) Is or will be, at the time of connection and thereafter, 

be operated and maintained in compliance with the provlsicns 
of a waste discharge permit issued by the Department of 
Environtaental Quality. 

(2) Sewage and waste watar shall be disposed of into a public 
sewerage system or in a manner approved by the Department of 
EnviroMumtal Quality, OAR Chapter 340, section 71-005 to 71-<'045. 

(3) Ko untreated or partially-treated sewage liquid waste or septic 
tank effluent shall be discharged directly or indirectly onto the 
surface of the ground or into the public waters. 
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SANIUTIONt S«v«a« «ad Liquid WmU Dl.po««l (contiau«d) 



Pttwiylvnla 



All iiwag. dlipoi.1 .y.t«mi t.rvlng M orgtaiccd c«aj, or cwa^ground 
■hall b. approvtd by tha Dapartawt. Approval iball ba baI3 won 

vlth tha provlalSn. of 73^-73!7?"f tSriitla 
(ralatlag to staadarda for Individual aaifaga dlapoaaX facUitlaa) 
«d tha Act of J«n. 22. 1937. P. L. 1987. L -aaSdld <S 1" Sl.l .t 

All organlsad caop or campground oparationa which provlda parklne 
accoapliihad In a aanltary maoner. 

Each organiMd casp or campground ahall provlda a aaaltary atatlon In 

Each "nitary atatlon ahall conalat of at laaat tha following. 
(1> A four-Inch aawar plpa which ahall ba connactad to an 

apprevad aewaga dlapoaal ayatan. aurrouod*d at tha Inlat 

end by a concrete apron aloped to tha drain. 
(2) A aultabla fly-tight cover which ahall ba provided to 

tha four-Inch aawar plpa. 
(3: A water outlet, with the necaatary appurtasancea and 

connected to a water aupply ayateia to pamlt a waahdown of 

the Issscdlate adjacent araaa aftar aach uae. 

Each water outlet uaed for waahdown purpoiee at aaaltary atatlona 
ahall conaplcuoualy dlaplay at all timai « .ign .utlng. 'Uetlca. 
Thia Water For Fluahlng and Cleaning Purpoaea Only." 

See Site and Facllltiaai Facllltlee Deaign-Heating. Electricity, 
ana rlusuiing 



I9^ode laland 



Tha operator ahall provide for all waata watare a lanltary dralna&a 
ayitea aeweraga eyeten; provided, that if bacauae of non-availability. 
diatMcc. or ground conditlona, connection to a public aeweraga 
eye tea la not practicable, any other oaana of &J>aurface dlapoaal of 
aewaga approved by the Director and in conpllaaca with H23-1-SD. may 
be ina tailed. ' 



South Carolina 



<1) Sawaga or liquid waata diapoaal ayatasia ahall ba iaatalled and 
conatructed in coBplfaace with the regulatlona governing waate 
dlapoaal iyatou ia South Carolina and approved. Plana and 
apeclficationa for new aewaga or liquid waata dlapoaaX ayatema 
or for altarationa and chaagae in axiating facilitiaa ahall be 
eubaitted to the Board of Health at laaat four waaka prior to 
conatruction. Application muat be aade ai ha county health 
dapartaant for a parait to conatruct a aaptic tank or other 
type aye tea prior to conatruction. 

(2) All aewaga and other liquid waatea ahall ba diapoaed of through 
an approved eewaga dlapoaal aye ten. 

(3) No aeptic tank or field tile ahall be cloaer than 50 feet to 

a lake or atraas or 100 faet froo any well or aprlng and in no 

'^^"t.*^^^ ' ■•''^^^ ^*°^ ■yeteo be inatallad uphill from • apring 
which ia being uaed aa a aource of drinking water. 



(continued) 
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SANXTATXCH9: Sevage and Liquid Waste BlBiK>8al (ccatinued) 



South Carolina (*) Where a public sewerage system is available, it shall be 

(continued) used In lieu of other methods of sewage disposnl • 

15) Fasoily caspgrounds intending to allow the parking of mobile 
recreational vehirles or camper trailers haviiig liquid waste- 
holding tanks shall provide a sanitary dump station with risers 
iu the ratio of one for each 100 parking sites or fraction thereof • 
The dump station shar.l consist of one or laore trapped 4-inch 
sewer risers surrounded by a concrete apron at least two feet in 
diaaeter and sloped tcmards the drain with a fly-tight cover. 
The waste froa said recreational vehicles shall be discharged 
through the four-inch riser into an approved waste disposal 
systra. A water outlet to permit washdown of the ioaediate area 
shall be prov^.ded and shall have a vacutaa breaker at its 
highest point along with a sign notifying the users that, "This 
water for cleaning purposes only." 

PROVIDED: That in prLaitive campgrounds where running water is 
not available, this provision may not be required. 

Sea Site and Facilities s Ifevelopment Plan Approval and New 

Construction Approval 
Sea Site azid Facilities: Facilities Design— Site and Facilities Design 
See Sanitation: Toilet Facilities 

T«»iassee All sewage and liquid wastes shall be disposed of in a pjblic 
sewerage syst^a whenever such a syst®Q is available. 

Ko sewage or liquid waste disposal systea shall be constructed or 
installed at or on any organised CMSsp until plana have been submitted 
to the Public Health Officer for review and approval* Facilities ihall 
be designed on the basis of the twodaw anticipated use load and should 
be based on Table 2, page 33, Ear/ironaental Health Practice in 
Recreational Areas, Public Health Service PubUcation No. 1195, Other 
data such as percolation test results and factors affecting the 
suitability of the soil for sub-surface liquid waste disposal shall 
be furnished to the Public Health Officer as he requires prior to 
construction* 

No untreated sewage, waste water, septic tank effluent, or liquid 
wastes shall be deposited on the surface of the ground, into any 
abandoned wall, cave, sink hole, open ditch, stress, or well drilled 
or dug for the purpose of disposing of sewnge* 

Maintenance, operation, test equipment and submission of test results 
as recooiamded by the Tennessee Department of Public Health shall be 
required for all extended aeration units serving any organired camp. 

Water and aewer lines shall not be installed in the same trench but 
shall be separated at least ten (10) feet ho ris&on tally. Sewers within 
fifty (50) feet of any water source shall be of cast iron or other 
approved construction with water-tight Joints. 

Organize travel caaps shall provide sanitary stations or 
individual sewer connections for self-contained travel trailers and 
truck coaches or caisqpers* 

(continued) 
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SANXXATIC^: Sevage and Liquid Waste Disposal (continued) 



IiaatiiM Individual aewer cosmections shall consist of a 4**inch riser with 

(eoatinuad) at least a 3-inch smar comection extending at least four (4) inches 

above the surface cf the ground and provided with an easily- 
resnvable, vater-rlght cap or screw plug. Sewer connections shall 
be maintain ed water right and insect and rodent proof. It is 
recomended that a concrete collar be provided aroimd each sewer riser 
and extend at least twelve (12) inches horizontally in all directions. 

See Site and Facilities: Development Plan Approval and New 

Construction Approval 
See Sanitation: Sewage and Liquid Waste Disposal 

All wastewater shall be disposed of into a public sewer system 
whenever available* Where connection to a public sewer system is not 
possible, wastewater shall be discharged into a wastewater disposal 
system meeting requirements specified in "Code of Waste Disposal 
Sagulations," as adopted Jointly by the State Board of Health and the 
Water Pollution Cotmaittees* Construction of such facilities may not 
be started imtil such plans have been submitted to and approved in 
writing by the State Division of Health. 

Vermont All sewage and wastewater shall be disposed of in a public sewerage 

system, or in the absence thereof, by means of a subsurface sewage 
treatmnt and disposal system acceptable to the Health Department. 

The building sewer shall connect to a public sewer ^ahen in compliance 
with 10 V.S.Ap Chapter 47 and when the municipality and the Agency 
of &jvironn»ntal Conservation approve the connection. When a public 
sewer is not approved for connection, the sewage shall be treated in 
conformance with the design requirements of the Vermont Health 
Regulations Oiapter 5, Subchapter 10, Part XII: Wastewater Treatment- 
Disposal Facilities for Public Buildings, Multiple Dwellings and 
Recreational Areas (or, \mtil the adoption of Subchapter 10, in 
accordance with requirements of the Agency of Environmental Conservation), 
In the case of a direct discharge to waters of the state the discharge 
of sewage must conform to 10 V*S.A« Chapter 47 administered by the 
Agency of Enviroiuaental Conservation, 

Existing systems shall meet the requirements of the Agency of 
Environmental Conservation insofar as is practicable, but in no 
case shall a public health hazard be permitted to exist* 

Each subsurface sewage treatment disposal system shall be opc; . ed 
so that sewage does not back up into the establishment or flow to 
the ground surface. 

Kon-^ater-carried sewage disposal facilities shall not be used, except 
lAera specifically psrmitted by the Health Department. (1) Under 
such conditions, only facilities which hsve been approved by the 
Health Depart^nt shall be ussd« (2) The privy or chemical toilet 
shall be maintained in a sanitary condition* 

Drains. There shall be no direct connection between the sewage system 
end any drains originating from equipment in which food, portable 
equipment or utensils are placed. Each waste pipe from such equipment 
shall discharge into an open, accessible, individual waate sink, floor 
drain or other stiitable fixture which is properly trapped and vented. 
Water supply sinks shall not be required for indirect drains. An 

(continued) 
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SiHZTATZffil: SwAgt mod Liquid Vuta Disposal (continuad) 



Vannoat alteroate to th« iutAllatira of a vatar atippliad sink waste 

(coatinu^) racaptor la tha provlalom of an air %mp In the fixtitre waste line, at 

least tvlce the effective dismter of the drain served, located 
betireen the fixture and the trap* Tha water s\«t>li^ sink or air 
gap waste receptor shall be In an acceasible and ventilated space 
and not in a toilet room. When a dishwashing nachine is located 
adjacent to a floor drain the waste frosi the dishwashing machine 
may be connected direct on the sewer side of the floor drain. 

See Site and Facilities: Facilitiea Design—Site and Facilities Itesign 
See Site and Facilitiea: Facilitiea Deeign-^Beating, Electricity, 
and Plumbing 



Virginia "The Rulea and Eegulations Governing the Disposal of Sewage," 

Code of Virginia, Section 32.9 and/or Section 62-1-44.19, whichever 
would apply. 

See Site and Facilitiea: Special Program Areaa and Facilifies~ 
Swiming (Poole) 



Waabinaton Ho liquid waates resulting from toilete, lavatoriea, showere, 

laundry sinks, or from the cleaning of kitchen and eating utenails, 
floors, etc. ehall be discharged upon the aurface of the ground. 
Such waates shall be disposed of in such a manner that they will be 
Inacceesible to rodents, flies, or other insects, and will not 
pollute the surface of the ground or contmoinate any water supply. 
They shall not be discharged into any stream, lake or body of water. 
Underground systvas for disposal of such wastes shall be constructed, 
operated, end maintained to coi^ly with the requirements of the 
State Soard of Bealth or local health regulations or ordinances. 

Ml plumbing shall comply with state and local regulations or 

the Minimum Filling Standards of the U. S, Department of Commerce. 



Wast Virginia (1) No sewage or liquid wests disposal syat^, or systems, shall 

be Installed established at any organired camp site unless 
the safi» is installed or est^lished in compliance with plans, 
specifications, and instructions issued by the Vest Virginia 
State Department of Bealth, or which have been approved in 
writing by the State Director of Bealth. Plans and specifications 
for new eewage and liquid wests disposal facilities or for 
alterations and changea in existing facilities shall be stiJnaitted 
to the Weat Virginia SUte Department of Bealth fot approval 
prior to conatruction or alterations* 

(2) All sewage and liquid waste shall be dispossd of in a 
municipal sewerage systsm whenever said municipal sewerage 
system is available* 

(3) No sewage, waste water, or other liquid waste shall be 
depoaited on the surface of the ground* 

(4) Water and sewer lines shall not be Inatalled in the same 
trench except with the written permission of the State Director 
of Bealth. 

(5) Sewage disposal syst«as shall not be permitted to create a 
nuisance nor to endenger the safety of any domestic water supply. 

(continued) 
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SANITATIONS Sewage and Liquid Waste Disposal (continued) 



West yir&lnia 
(continued) 



(6) Severs vltbin fifty faet radliis of a source of water shall be 
of cast iron with water-tight Joints. For other situations 
refer to Division of Sanitary Engineering bulletin, SW-2S2. 



Wisconsin 



(1) Private sewage disposal systexos are permitted when a public 
awer facility is not available to the prez&lses* The systeo 
shall be located on the premises and be designed and constructed 
in accordance with chapter H 62, Wis. Adm. Code. 

(2) Plans and Installation details covering the design and 
construction, alteration or extension of private sewage disposal 
systems shall be approved by the section of pluiabing and 

fire protection systems of the department prior to construction. 

(3) All plumbing fixtures shall be connected to the building 
drainage system with discharge to a public sewer or private 
sewage disposal system. 

(4) Privies shall be constructed in accordance with the 
applicable requirements of the Wisconsin Administrative Code 
and be acceptable to the department. 
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SAHITATIOHs Solid Waste SlspoMl (Garbage) 



Alabama 



Alaaka 



Ariaama 



Arkanaaa 



All garbage mad reftiae shall be stored in duraisle, water-tight* 
rust-resistant, rodent-proof » fly-proof containers with ti^t, 
pro^rly**'fitted covers* All containers and covers shall be 
aaintained in a state of good repair^ and should be cleaned and 
sanitised each tioe they are easptied. 

An adequate nuasber of containers shall be provided and each container 
should not be of aore than thirty (30) gallon capacity. 

All garbage and refuse shall be collected and disposed of as 
often as necessary to prevmt overflow of available containers and 
the creaticm of a nuisance* 

All garbage and refuse disposal »ust be done in or on the organised 
csisp pre&isest it may be done by incineration and/or burying under 
two (2) f^t of ccm^cted earthfill. Disposal in or on the premises 
of any organized camp shall meet the approval of the Health Officer. 

The premises of each caaap shall be kept free of ^ccusaulations of 
)cefuse and dd>ris« 

See Site and Facilities: Facilities Design — Fire Design and 
Materials/Fire Exits and Alarm Systea» 



All garbage, kitchen wastes, and other rubbish in camps shall be 
deposited in suitably covered ti^t and imperviotm receptacles, the 
contents of which shall be disposed of in a manner approved by the 
Department of Health and Social Services* 

Garbage and refuse shall be kept in tightly covered, water-tight 
containers until removed and shall be disposed of in a place and 
manner approved by the Comiissioner of Health and Social Services* 

See Sanitation: Maintenance Supervisor and Caxsp Maintenance 



A reasonable number of water- ti^t metal garbage containers with 
tight-fitting lids shall be provided. The containers shall be 
emptied and cleaned as necessary and the garbage disposed of in 
accordance with minimum standards of the department of health 
services. 



The storage, collection and disposal of refuse in the csmp shall 
be so conducted as to create no health hazard, rodent harbora^, 
insect breeding area, accident or fire hazard* 



All garbage and reftuie shall be deposited and stored in flytif^t 
containers, removed and dispos4iui of at a frequency and in a manner 
satisfactory to the local enforcing agency. 

All food waste and refuse containing foc^ waste which is stored 
outside prior to collection or disposal shall be kept in fly tight, 
non-absorbent, rodent proof containers with close fitting lids* 

Every csmp Food Service Area shall bs providsd with such facilities 
and equipmnt as are necesssry to properly store all waste material. 

(continued) 
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SAMZXATIOH: Solid Waste DispoMl (Garbage) (continued) 



(eoiitiou«d) 



Coonactictit 



Florida 



Illiaoit 



Fo<Hi wasta disposars, when provided , shall be connected to a 
public severage system or a private sevage disposal systesa which 
satisfactorily disposes of such msterials beneath the surface of 
the ground. Other types of prlvste sevage disposal systeias shall 
be used only with the written approval of the local enforcing agency. 

All food waste and rubbish containing food waste which Is kept indoors 
prior to disposal shall be kept in tight, non-absorbent containers 
covered with close*-fltting lids. 

Waste containers used for storing garbage shall be maintained In a 
clean and sanitary condition. 

See Site and Facilities: Facilities Design— Site and Facilities Design 



Supervision and equipment sufficient to prevent littering 
of the grounds with rubbish, garbage or other refuse shall be 
provided and maintained. Fly ti^t depositories for such material 
shall be provided and conspicuously located* Each unit e.tte within a 
camp shall be within a distanr:e of not over two hundred feet of 
such depository. Such depositories shall not be permitted to become 
foul sD^lling or unsightly or a breeding place for flies. 



Garbage and refuse storage and disposal. 

Garbage shall be stored in conveniently accessible fly tight, water- 
tight metal cans. These cans shall be cleaned with a suitable 
detergent and hot water at least once per week. The area under 
and surrounding these cans shall be kept free and clean of debris at 
all times. 

Garbage shall be removed from the cai^ prefer^ ly dally, but 
at least every other day. If It Is necessary to dispose of garbage 
on the cms^ property, it shall either be coix^letely incinerated or 
buried at an appropriate site and covered with at least six (6) 
inches of well tamped earth. 



Garbage shall be retained In watertl^t receptacles of Imparvlous 
material which are provided with tight fitting covers suitable to 
protect the contents from flies. Insects, rats and other ^Imals. 
Receptacles shall bs provided In sufficlsnt quantity to handle 
garbage from all bitildings In the camp. 

The contmts of said cans shall be es^tied and the cans cleaned as 
often as necessary to kssp them and their surroundings in a sanitary 

condition* 

Provisions shall be made for disposing of the garbage, kitchen 
wastes and other refuse by incineration, grinding, burial or 
incorporation in a sanitary landfill. 



The storage, collection and disposal of refuse pri^uced in a youth 
camp shall be omductad so as to avoid the creation of conditions 
datrissmital to public health, such as rat harborage or insect-breeding 
areas. 




SANZIATZ(BI: Solid Wasts DispoMl (Gubage) (continued) 



ladiam The storaga, collection and disRoaal of garbage and refuse in the 

cop area ahall be ao conducted aa not to create a health, safety or 
fire haMrd, rodent hai^orage or inaectH) reeding area. 

All garbage and refuse shall be stored in durable, vater-tight» 
ruat-reaiatant, rodent proof, fly-priKif containers vith tight- 
fitting lide. All containers shall be kept in a state of good 
repair and cleaned i^ox aaptied or plastic liners used. 

At least one container shall be provided for each four caxaping 
sitM, or four picnic tables in e picnic area. Organisational or 
residential and day casi^s shall provide containers ss needed. 

Platforma, racks or holders shall be provided to prevent tipping or 
spillage of containers. 

All garbage mad refuae ehall be collected and disposed of at least 
once a veek and s»re often when necessary. It ahall be disposed 
of in a place and a manner approved by the State Board. 



Kentucky The atorage, collection and disposal of refuae shall be so 

conducted as not to create a health hasard, rod<^t harborage, insect 
breeding area, accident or fire hassard, or air pollution violation 
and shall conform to all other requiremnta of the department for 
Natural Resources and Environmental Protection. 



All refuse shall be stored in fly tight, watertight, rodent proof 
containers and containera shall bs eo^tied and cleaned at such 
frequency so as to prevent a nuisance; provided, however, plastic bags 
containing food waste may be used if disposal of on a daily basis 
or if used as liners in rodent proof containers, or if used fot 
non-foe^ refuse. 



Approved container storage location shell be provided and shall 
be ao designed and maintained as not to create a nuisance. 

All refuss containing garbage shall be collected at least once 
per week or more often if dees»d neceaaary. 



touieiei^ Fly-'tlglit metal containera shall be provided for the disposal 

of gariiage and refuse, at least one for each House Court or Campi and 
at least one (1) depository shall be located within one hundred 
(100') of each unit space. 

Garbage cans shall be emptied at least once a day, and shall not be 
allowed to become foul-smelling or breeding placet for flies. 

^ne The collection of all garbage and refuse shall be conducted in a 

sanitary mannw and as often as necessary. 

All gai^age and refuse containing food waste shall, prior to disposal, 
be kept In leak-proof, ncm-'absorbant , rust and corrosion resistant 
amtainsrs of adsquate number, which ahall be kept covered with 
tii^t fitting lids, filled or stored or not in c^tinuous use. 

All refuse shall be disposed of with sufficient frequency and in 
such a manner as to prevent a nuisance. 

Dlaposal of refuss shall comply with Stats Law* 
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SANXIAZI(UI$ Solid Wut« Disposal (Garbage) (o^ntinued) 



}S^lmA Tba storags, collactioo and disposal of garbage and refuse 

shall be so m a naged as not to create health hazards, rodent 
harborage, inaect-breeding areas, accidents, fire hasards, or 
air pollution. 

All refuse shall be stored in conveniently located, leak-proof, rodent- 
proof conUiners vith tight-fitting lids. Containers shall be provided 
in auffident nuober and capacity for proper storage of all refuae. 

Hacks or concrete platfonns shall be provided on which to store 
rantainers for refuse* Such ccmtainer racks or platforms shall be ao 
designed aa to prevent tipping, to sdnimlse spillage and container 
deterioratim, and to facilitate cleaning. 

All refuse shall be collected at least twice weekly, or more often 
if the need is indicated. Vhere suitable collection service is not 
available froa municipal or private agencies, the cas^ operator 
ehall provide thia aervice. All refuse ahall be collected and trana- 
ported In covered vehicles or covered containers to an approved diaposal 
site. 



Maeaadmuetts The operator shall provide and mainUin in a clean and sanitary 

•condition as many receptacles for the storage of garbage and rubbish 
as are necessary to contain t>^e accumulation between collectione, 
and shall ao locate th«a that no objectionable odors rater any 
facility used for habitation. 

(A) Garbage and mixed garbagit and rubbish shall be stored in water- 
tight receptacles with tight-fitting covers. Said receptacles 
and covers shall be of metal or other durable, rodent-proof 
material. Rubbiah shall be stored in receptaclea of metal 

or other durable rodent*^proof material* 

(B) Plastic baga shall be used to store rubbish or mixed rubbieh 
and garbage only if used as a liner in watertight receptacles 
with tigiht**fitting covera as required in Section 430.350, provided 
that the plaatic ba^ may be put out for collection except in 
those places idiere such practice is prohibited by local rule or 
ordinance or except In thoae cases where the Oepartsmt of Public 
Health determines that such practics constitutes a hsalth 
problem* For purpoaes of the precising sentence, in making 

its determination the Department shall consider, among other 
things, evid^ice of strewn garbage, torn garbage bags or 
avidence of rodente. 

The operator of any cmmp ahall be responsible for the final 
collection or ultimate dieposal of garbaga and nd»bish by msans of: 

(A) the regular »mlcipal collection ayatem; 

(B) any other collection system approved by the board of hsalth i or 

(C) irtiea othend.se laiifttl, a garbage grinder which grinda garbage 
into the kltehra sink drain finely enough to ensure its frse 
passage, and is othenrlee maintained in a sanitary condition; or 

(D) idien othenrlee lavful, a garbags or rubbiah incinerator located 
at the camp irtildi ie properly installed and is saalnuined so as 
to note create a aafety or health hasard{ cr 

(B) any otiier method of disposal which does not ^danger any person 
and which ia approved in writing by the board of health. 



SANITAXXOK: Solid Vuit« DlspoMl (Garbage) (contiuucd) 



Michig an Garbage product in the kitchen area ahall be r^&oved and stored 

in fly-proof and vatertight containers with tight-fitting covers vhich 
are emptied not less than tirice a week. They shall not be filled 
to overfilling or allowed to become foul smelling or breeding place 
for flies. A garbage can shall be provided with a waterproof liner 
or thoroughly cleaned after each ^tying. 

Other solid waste shall be handled and removed at Intervals so as 
not to create a nuisance or a menlice to health. 



See Site and Facilities: Special Program Areas and Facilities— 

Swiflvdng (Natural Swim Areas) 
See Site and Facilities s Spf^clal Program Areas and Facilities— 

Hors^ack Riding 



Minnesota All garbage ahall be collected in leak-proof, non-absort^ent 

cmtain^a provided with tight-fitting lids or covers » and shall be 
diapered of In a sanitary manner with sufficient frequency as to 
l>ravent a oulaMCe. Disposal of garbage and other refuse shall be 
accomplished by burning in an approi^d incinerator, or burying, or 
by other means acceptable to the State Board of Health. All 
containers for the collection of garbage and refuse shall be kept 
in a sanitary condition. 



Mississippi All refuse and other solid wastes shall be stored, collected, and 

dlsi^sed of in a manner ^proved by the Board. 

See Site and Facilities: Development Plan i^proval and New 
Construction Approval 



Hebraska 



All garbage and refuse shall be collected, stored, and disposed 

of in a mjixmer that %rlll not create a nuisance, provide a 

breeding place for flies, or a harboragp for rodents. All containeri^ 

for garbage wd refuse shall be watertight, have ti^t-fltting 

covers and shall be fly and rodent proof. Garbage containers shall 

be kept clean. 



Nevada 



A reasonable nwber of watertight metsl garbage containers with 
lida shall be provided. The containers shall be emptied and 
cleaned aa necessary, and the garbage disposed of in accordance with 
t^nlmmn standards of the appropriate board of health of a health 
district or county. (Added to HRS by 1967, 1049.) 



New Hyqpshire All garbage and kitchen solid wastes shall be deposited In fly- 

tlf^t receptaclea, with final disposal at a site approved by the 
Division of Public Health of the Health and Welfare Departtsent, 
lU^bish and litter in or on campgrounds shall not be permitted to 
accuamlate and shall be disposed of as indicated above. 



Mew Jersey All garbage and rubbish shall bs stored and disposed of in such 

msnner that flies and rodents are not attracted or furnished breeding 
places, or tbiit air pollution will be created. Refuse shall be 
removed from camp as required by local regulation, but not less than 
twice a week. If this la not possible, it shall be completely burned 
in a proper manner in an incinerator or buried. If burled, an earth 
cover of aix inches shall be provided. Final cover shall be two feet. 
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SANITATXC^; Solid Waate Disposal (Garbage) (continued) 



May York (a) Refuse shall nesa solid wastes. 

(b) Facilitias shall ba provi^d and maintained for the storage, 

handling and disposal of refuse to prevent nuisance conditions, 
insect and rcnient infestations and pollution of air and water. 

Morth Carolina Ml solid wastes containing food scraps and other deccnaposable 

MCarial shall, prior to disposal, be kept in leak'-proof non- 
absorbent containers such as standard garbage cans» which shall be 
kept covered with tig}it**fitting lids when filled or stored, or not 
in continuous use. Storage racks elevated bove the ground are 
recoxBoended for outside storage of garbage cans. 

All dry rubbish (including scrap paper, cardboard, etc «) shall 

be stored in containers, rooos, or designated areas, in an approved 

&^ner* 

Hie rooms, enclosures, designated areas, and containers shall be 
adequate for the storage of all solid wastes acciKBulating on the 
premises. Adequate container, cleaning facilities, including a 
mixing faucet with hose threads, shall be provided and each container, 
room, or designated area shall be thoroughly cleaned after emptying 
or removal of wastes. 

All solid wastes shall be disposed of with sufficient frequency 
and in such a manner approved by the Departmanc of Human Rcaources. 

Ohio The storage, collection # and disposal of solid wastes shall be 

conducted so as to avoid the creation of health hazards, rodent 
harborage, insect breeding areas, and accidents. 

All solid wastes shall be stored in durable rust resistant, water- 
tight» non-absorbent, and easily washable containers with tight- 
fitting covers. Containers and covers shall be maintained in a 
clean condition and in good repair. Solid waste containers shall be 
sufficient in number and size to accommodate all solid wastes between 
collections. 

All solid wastes shall be collected at least once each week and 

shall be disposed of in a manner satisfactory to the health cotsoiosioner . 



Orafton (1) Solid waste shall be disposed of in a manner ^ich complies 

with rules of the Department of Environmental Quality, OAR 
Chapter 340, sections 61-040, 61-045, 61-050, and 61-060. 

(2) Solid waste shall be stored in individual garbage containers, 
storage bins, or stora^ vehicles. All such containers, bins, 
or vehicles shall: 

(a) Have tight-'f itting lids or covers. 

(b) Be durable, rtist resistant, watertight, rodent proof, and 
readily washable* 

« 

(3) Solid waste shall be collected at regular intervals. Such 
intervals shall not exceed seven days* Collection frequency 
shall be such so as not to create: 

(a) Vector production and sustenance. 

(b) Objectionable odors. 

(c) Any overflowing of solid vaste or other Insanitary conditions* 
(continued) 
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S.WITATZW: Solid Waste DiapotAl (GarbAgs) (contlnueii) 



On^p^ (4) Solid wAStA shall b$ trasuiporttd in a uanar which cooplias 

(eoatljiuad) irith OAR chapter 340, eection 61--07S (1) and (2). 



PmmayXvauia Ibe collection of all garbage and refuse shall be conducted in a 

saaitary manner and as often as necessary in order to prevent a 
nuisance • 

All garbage and refuse containing food wastes shall, prior to 
disposal, be kept in leak**proof , non^absorbsnt, rust and 
corrosion resistant containere of adequate nwaber, which shall bs 
kept covered with tight-fitting lids, when filled or stored or not 
in continuous use, but any other manner of garbage refuse 
storege may be ueed if approved by the Department. 

All other refuss shell be stoxed In containers, rooms or areas 

of sufficient nimsbers and size in a manner so as to prevent arthropod 

or rodent probleme end other nuisances. 

Vhm disposal of garbags or refuse is accomplished within or upon 
the premises of the organised camp or cas^ ground, the disposal 
facilities shall be operated and maintained so aa not to create a 
nuieance or a health basard. 

Adequate cleaning facilltieB shall bs provided, end each container, 
room or area shall be thoroughly cleaned after each emptying or 
reaoval of garbags end refuse. 

Bhede Island The operator shall provide end maintain in a cleen and sanitary 

condition as many receptacles for the storage of garbage end rubbish 
aa are necessary to contain the accumulation between collections, and 
shall so locate them tliat no objectionable odors sntsr any 
habitation. 

Garbage shsj.! be stored in watertight receptaclee of metal or other 
dureble material with tl^t-fltting covers. Rubbish shall be 
stores in receptacles of m^tal or other durable material or by any 
other Q^ane, approved by the director. 

The operator ehall make provisions for ths ultixoats disposal of 
garbage end rt&bbish no less often thai?, twice weekly. Disposal may 
be by burial beneath at least 2 feet of cover at a location not lees 
than 100 feet from every kitchen or water st^ply, or by any other 
means which will not endanger the health of any person or cause an 
undus annoyance. 



South Carolina All garbage and refuse shall be etored in durable, water tight, 

rust-resistant, rodent proof, fly proof containers with tl^ht-fitting 
lids. Fifty-flvs (55) gallon barrels shell not be allowed. All 
containers shall be kept in a state of good repair and cleaned when 
ss^tied or plastic linsrs wed. 

An adequate nuid>er of containere shall be provided, X.e<, at least 
one 30-gallon container for each two camping sites, or four picnic 
tables in a picnic aree. In residentisl camps, the nim^er of 
containere shall bs as nssded. 

(continued) 
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SANITATXOH: Solid WMte Disposal (Garbage) (continued) 



Souch (^roliaa In fasdly cai^grounds* platforms, racks or holders shall be 

(contiouttd) provided to prevent tipping or spillage of containers. 

All garbage and refuse shall be collected and disposed of at least 
once a week and more often when necessary. 

All garbage and refuse shall be disposed of in a place and suinner 
approved by the Board of Health. 

See Site and Facilities: Development PTan Approval and New 
Construction Approval 



Tennessee All garbage and refuse containing food wastes shall, prior to 

disposal, be kept in leak-proof, non-absorbent containers which shall 
be kept covered with tight-fitting lids or covers when filled or stored 
or not in continuous use: provided, that such containers need not be 
covered when stored in a special vermin-proofed room or enclosure or 
in a food-waste refrigerator* The rooms, enclosures, sress, and 
containers shall be adequate for the storage of all foou wastes and 
refuse accumulating on the premises* Adequate cleaning facilities 
shall be provided and each container, room, or area shall be 
throoughly cleaned after the es^tying or removal of garbage and 
refuse. All garbage and refuse shall be disposed of with such 
freqv^ncy and manner as to prevent a nuisance. Garbage grinders, 
if issed, shall be installed in accordance with state or local standards 
and shall be of suitable construction. 

All garbage and refuse shall be stored in durable, water-tight, 
rust-resistant, rodent-proof, fly-proof containers with tight, 
properly-fitting covers. All containers and covers shall be 
maintained in a state of good repair, and should be cleaned and 
sanitized each time they are emptied. 

An adequate nuober of containers shall be provided and each container 
should not be of more than thirty (30) gallon capacity. 

Concrete platforms, racks, or holders shall be provided for all 
containers and said platforms, racks, or holders shall be of such 
design as to prevent tipping, minimise spillage and can deterioration, 
and facilitate cleaning r ,ound them. 

All garbage and refuse shall be collected and disposed of as often 
as necessary to prevent overflow of avall^le containers and the 
creation of a nuisance. 

All garbage and refuse should be collected and transported to a 
public disposal area where such service is available. Transporatlon 
shall be done In a manner that prevents scattering of refuse or 
spillage i^ile in transit. 

Where gari>age and refuse disposal must be done in or on the organised 
cafl^ premises, it may be done by incineration and/or burying under 
two (2) feet of coi^acted earthfill. Disposal in or on the 
premises of any organised camp shall mmt the ^proval of the Public 
Health Officer. 




SAKXTi^XONs Solid Waste DispoMl (Garbage) (continued) 



Otah Solid vaatea, Incltidlng garbage, originating in any caoqp shall 

ba atored in approved, conveniently located, leak-proof, non-^ 
abaorbnt, vater**tl^t containers provided with approved type lids, and 
shall be dlapoaad of aa oftim aa neceasary to prevant a nuisance, and 
la a nannar apprf/ved by the Director* 



Var«»t All garbage and refuse shall be handled, stored and disposed of 

in a maxiner that vill not present a health h^«r«rd or nuisance to the 
patrons and aurroimdlng area. 

Acceptable containero, covered, adequate in nuaber. Insect and rodent- 
proof, frequency of disposal and clean. 

All garbage and risbbisb, including materials contaminated with food 
or food-vaate, shall be kept in containers which do not leak. 

All garbage containers not In actual \iae shall be provided with 
tl^t-fltting lids md shall be kept covered. 

Hetal containers shall be used outside, and they shall be kept 
dean. Plastic bags are permitted for use in containing garbage 
and food soiled vaate products. 

Brushes shall be provided for washing garbage containers and shall 
be used for no other purpose. 

There shall be a sufficient ntndber of containers to hold all of the 
garbage and rubbish containing food waste which accixmulated between 
periods of rataoval from the premises. 

All garbage and rubbish shall be removed dally, or at such other 
frequencies as may be permitted by the sanitarian, and disposed of 
at a sanitary landfill or other facility used by the municipality. 

Mxere garbage or codbua tibia rubbish is burned on the premiees, 
only an incinerator that meats the air pollution reqtiiremants of 
tha Agency of Snvironaental Conservation shall be used, and same shall 
be operated so as to comply with the Staters Air Pollution C^trol 
Regulations • 

Araaa around such incinerators shall be maintained in a clean and 
orderly condition. 

Garbage and n^bish cortaining food waste shall be stored in 
covered containers so as to be inaccessible by insects, vermin 
and animals. 

All other rubbish shall be stored in a manner that will not harbor 
or facilitate the propagation of vermin, insects and rodents. 

Storage areas shall be maintained clean and in an orderly manner. 

Cardboard boxaa should be flattened and tied or stored in an 
fsclosed room or building* Storage rooms or enclosures, when 
provided, shall be constructed of essily cleanable, washable materials 
and shaM be vermin proofed. 

.7 
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SANITATION: Solid Wa«te Disposal (Garbage) (continued) 



Virttloia All waatas shall be properly disposed of and all garbage and trash 

shall be kept in suitabla recspcacles in such manner as not to becoae 
m nuisance I and be disposed of in a sanitary manner. 

WaabinRtcn The supervision and equipaent shall be sufficient to prevent 

littering of the premises with rubbish, garbage, or other wastes and 
to maintain general cleanliness. Fly^ti^t metel garbage containers 
shall be provided for the collection of garbage. These containers 
shall not be permitted to becoM foul smelling, unsightly, or 
breeding places for flies, and the contents shall be disposed 
of by incineration or sos^ other method approved by the health 
officer. • 



West Virginia The storage, collection, and disposal of refiise shall be so 

conijucted as to avoid the creation of health hazards, rodent 
harborages and insect breeding areas, and accidents. 

All refuse shall be stored in durable, fly-tight, water-tight, and 
rodent-proof containers with tight-fitting covers. Containers and 
covers shall be maintained in a clean condition and in good repair. 

Refuse shall be properly disposed of at least twice weekly or as 
frequently as may be necessary to prevent the overflowing of 
available containers or creating a nuisance. Containers shall be 
thoroughtly cleaned and sanitized before being reused. 

Concrete platforms, racks, or holders shall be provided for all 
refwe containers; and such concrete Platforms, racks or holders 
shall be so designed as to prevent containers from being tipped, 
minimize spillage and container d-^terioration, and facilitate 
cleaning around them. 

All refuse shall be collected in and transported to the refuse 
disposal area in covered vehicles or covered containers. 

Where suitdsle refuse disposal facilitiea are not provided by 
municipal or private agencies, the refuse shall be disposed of by 
one of the following methcnls: 

(1) Burning in a properly constructed Incinerator. 
Incinerators shall be of the type approved by the State 
I^partment of Health. 

(2) Removing from presdses and depositing in a pit, 
covered at once with 8-12 inches of compacted earth. The 
top 24 inchi>s of filling in said pit shall be entirely 

of coopacted earth. A cribbed pit with fly and rodent- 
tight charging doors may be std»stituted for earth covering* 

(3) Garbage grinders may be used, provided that the 
aewage disposal system has the necessary capacity to 
handle the increased solid material. 

Incinerators, garbage grinders or other means of refuse disposal 
shall be constructed or operated only with the written approval of 
the Health Officer. 
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SANITAXZON: Solid Waste Disposal (Garbage) (continued) 



Wisconsin All gasbags wbich is not disposed of through a food waste grinder 

eoimected with the sewerage systea Ahall be kept in separate leak- 
proof » noQ^^^sorbsat rantslaers equipped with tight-fitting covers » 
unless otherwise protected froo .insects and/or vermin. The 
contfiats shell be diepoeed of as often as necessary to prevent 
deeogpoeition or overflow. 

Garbage untainers shall be kept clean, 

Fly-tl^t ^mtalnere with covere shall be provided for canst 
bottles and other nibbish. The contents shall be disposed of as 
often as necessary to prevent overflow. If local regulations 
require separeticm of garbage and rubbish, such requirements shall 
bs followed. 
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S^ITATION: Bathing, Hiindvashiag, and Laundry 



Alabaaa 



The ratio of « • • lavatories » • . . Lathing facilities and other 
fixtures for occupants of resident canaps shall be as follows: 



lype of Bldg. 
Occupancy 

Dormltori es 
or 

Structures 



Lavatories 

1 for each 
12 persons 



Bathing 
Facility 

1 per 
12 

persons 



Dwellings 
1-2 Family 
Kultifaoily 



1 each 

dwelling 

unit 



1 each 

dwelling 

unit 



All lavatories and bathing facilities shall be maintained in a 
state of good repair and shall be kept clean at all times. 

, » . Bathhouses should be so located and distributed that no 
habitable permanent and semi-permanent structure, tent, camper 
or truck coach, travel trailer, and tent camper will be more than 
300 feet from such facilities. 



Alaska 



See Transportations Condition of QBsap Vehicle (s) and Trailers 

See Sanitations Toilet Facilities 

See Food Service: Food Service Personnel 



Arizona 



See Food Service: Food Service Personnel 



Arkansas 



Clean and adequate lavatories or washroom facilities, conveniently 
located, nniat be provided. 

Clean and adequate bathing facilities, conveniently located, must be 
provided. The bathhouses must be adequately lighted and properly 
ventilated by natural or artificial mean^ » or both, and provided with 
adequate heating facilities, when necessary for the comfort of the 
occupants. Bathhouse floors must be constructed of material which 
is easily cleanable and itiqservious to moisture. Floors must be kept 
clean and in good repair at all times* 



California 



Handwashing facilities shall be provided adjacent to toilets. Waste 
water from such facilities shall be disposed of underground or by some 
other method approved by the local enforcing agency* (See also 
Section T17- 30715.) 



Showers shall be provided in the living areas or in a centrally 
located structure aaxd shall provide at least one (1) showerhead for 
each fifteen (15) parsons. Shower waste water shall be disposed of 
by discharging into subsurface leaching facilities, or by some otixer 
loethod approved hf the local enforcing agency. (See also Section 
T17-30715.) 

Handwashing facilities shall be provided for employees within or 
adjacent to toilet rooms and such facilities shall be equipped with 
hot and cold running water. 

(continued) 
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SAIiITATIC»(: Bathing* Handwashing, and Laundry (continued) 



California Handwashing detergent or soap and single-service sanitary towels 

(continue) or hot«*air blowers shall be provided at handwashing facilities in 

permanently installed dispensing devices* 

No person shall begin or resme work in a caiap kitchen after 
visiting the toilet without first washing his hands. Legible 
signs shall be posted in each toilet room directing attention to 
this requirement. 

See Food Service: Food Service Personnel 

Conne itlcut Adequate handwashing facilities shall be provided with at least one 

facility for each twenty persons or fraction thereof. Wash basins 
and water shall be readily accessible to the toilet rooms. In a 
residential camp at least one shower house shall be provided with one 
shower head for each twenty persons or fractions thereof. 

See Sanitation: Safe Water Supply and Safe Ice Supply 

Delaware Adequate showers and handwashing facilities shall be available. 

p.oridia (1) Approved handwashing, batning and laundry facilities adequate 

for the capacity of the cas^ shall be provided* Such facilities 
shall be located within two hundred (2(K}) feet of the door of 
each sleeping room* 

(2) Vhere they will be tised by non-family groups, separate 
handwashing and bathing facilities conveniently located as 
specified insaediately above shall be provided for each sex. 
Bach separate facility shall be plainly designated ''For Hen" 
and "For Women." If the facilities for each sex are in the 
saise building they shall be separated by solid walls or 
partitions extending from the floor to the roof or ceiling, 
Handw^hing and bathing facilities shall be provided in each 
fmily residential unit. Provisions shall be made for adequate 
dressing space adjacaat to shared bathing facilities. 

(3) Where wash-basins and shower baths are shared, wash-basins 
shall be provided in the ratio of one <1) for every twenty 
(20) persons or fraction thereof and shower baths shall be 
provided with one (1) shower head for every twenty (20) persons 
or fraction thereof. All shower and handwashing fixtures shall 
be provided with both hot and cold water under pressure. 

(4) A two (2) cosQpartment stationary laundry tub or tray or other 
laundry facility for every twenty-five (25) families or fraction 
thereof shall be provided for laimdry purposes and shall be 
convenient to all living quarters. Water under pressure shall 
be provided at each laundry tub or tray. Laundry facilities 
shall not be used for kitchen waste disposal. Laundry waste 
shall be disposed of in accordance with the requirements of the 
Division of Health and the Department of Pollution Control. 

(5) Hands«rashing, bathing and laundry facilities contained in family 
residential tmits shall not be considered when establishing the 
required number of shared facilities, 

(continued) 
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SiSllWnWi Bathing. Handvasbingt and Laundry (continuad) 



f lofida (6) Tba floora of handvaahtngy bathing and laundry faellltlaa shall 

(eontlnuad) ha of saooth but non«-akld finish and Isiparvloua to ssolstura and 

alopad to drain t Floor drains proparXy tri^p^id shall ba 
provldad In all shoirar hatha and shovar room to raisova wasta 
vatar and facllltata daanlng. Tha walls and partitions of 
obovar room ahall ba anoth and Isparvloua to molature* A 
hosa bib Is r^ulrad In aach such facility* 



Il|.inoia Each youth eaap shall provlda ahovara for tha occupants. Whan both 

aajcaa ara to ba accosMdatad at tha aasa time and placa, aaparata 
ahovar «acloauraa shall ba provldad for each sax. A TqlnfTaum of one 
ahovar head shall ba provided for each 20 par sona to ba accosi&odatad. 
Uhara faellltlaa such as tid^a for handicapped children are provided, 
they shall be cmistructed and maintained as approved by the Departs^ t. 

At leaat seven equare feet of floor epace shall be provided for each 
shower head* Ho duck-4>oarda , oate or other accessories ahall be 
persitted* An adjacent^ enclose, dry area shall be provided for 
dreasing. The shmrer room floor must be of ccmcrete or similar 
Impervious material. 

Shower andosuree shall be drained to a sewerage system designated in 
accordance with ArticJe X. 

Showers ahall be provided with hot and cold running water which may 
be tempered or blended. Automatic water-sheading eiiuipmsnt or gravity 
or preaaure tanks with hand fired heating coils shall be provided. 
Heater tanks shall be equipped with automatic preesure relief valves. 
Exception : Day Camps are exempt from Eu'*e 9.00» except \^ere bathing 
faeilitiea are provided. If auch facilities are provided » they shall 
conform with Rule 9.00 as a minimum. 

All youth camps ahall be provided with sinks t lavatories » or group 
washing atsnds for handwashing » either in the living qMrters or in a 
convenient location within the youth camp. One lavatory or 
^uivalant ahaU bs provided for each 20 paraons to ba accommodated. 
Lavetories or sinks ahall be provided with water and shall drain to 
adequate waate water disposal facilities* All youth csops shall be 
provided with handvaahing faeilitiea adjacnt to toilet facilities. 
Ihe DepertMnt reccmsBUida that soap be provided. Exception : Youth 
caapa may provide as an alternate to the foregoing « no leas than one 
wash baaln for each ten peraons aceomsaodatad. Water shall be 
available and shall drain to adequate waate water disposal facilities* 

Bether preparation facilities. Showers and lavatoriee shall be 
provided with hot and cold water. Showers shall be si^plied wi^ 
water at a te^erature of at leaat 90^F at a rata of 3«0 gallons 
per minute end with adjustable t^erature controls to prevent 
acaldii^. (There sha^l be 1 lavatory for each 100 males and for 
eadi 1(K) ftmalas and 1 shower for each SO malea miA for each 50 females. 

See Site and Facilities: Special Program Areas and Facilitiea~ 

Hors^ack Udlng 
See Sanitation: Sewage and Liquid Waate Disposal 
See Sanitation: Safe Water Supply and Safe Ice Supply 
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SANITATia^Is Bathing. Haadwaflhing, and Laundry (continued) 



Organiaeational or Residential Cmps 



Individuala 



of each sax Lavatories 



Showers 



to be served Men Women 



Men 



1-10 1 1 

11-18 2 2 

19-33 3 3 

34-48 3 3 

49-63 4 4 

64-79 4 4 

80-95 5 5 



1 
2 
2 
3 
4 
5 
6 



1 
2 
2 
3 
4 
5 
5 



Bathing and handwashing facilities supplied with hot and cold water 
under pressure and be equipped with sn autoaatic hot water 
temperature control valve that will not perait the hot water tes^erature 
at the point of use to exceed 120<^F; 

Floors in handwashing and shcwer roosts that have a stoooth non-skid 
finish and be liapervioM to ooisture with properly trapped floor 
drains to drain water and facilitate cleaning. 

Persons of 

Each Se* To Boys or Girls 

Be Served Lavatories Showers 



See Sanitation: Toilet Facilities 



Handwashing. One lavatory shall be provided for every toilet building. 

Shower. Separate showers vrith hot and cold water shall be provided 
for both males and females and the buildings containing thcsn shall 
be conveniently located. The buildings shall be well constructed 
having good natural and artificial lifting, adequate ventil&tioo, 
and floors of concrete or similar impervious materials. The 
interior walls snd csllings of such buildings shall be of smooth 
matarial painted with a light colored paint. 0ns shower head shall 
be provided for each twenty (20) units ^f the House Court or Camp. 
Wooden or cloth mats, grids, boards or walkways inside the building 
arc prohibited. 

All floors in shower and toilet rooms shall be disinfected dally by 
the use of chlorine cotapounds or other materials, in strength approved 
by the State Health Officer. 

Laundiy. A two-compartment laimdry tub with running water should be 
provided for each tan (10) units or fractions thereof. Waste water 
shall be disposed of in a sanitary maimer in such a way as to meet 
Chs approval of the Stats Health Officer. 



1-18 
19-33 
34-48 
49-63 
64-79 
80-95 



1 
2 
2 
3 
3 
4 



1 
2 
3 
4 
5 
6 
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SAtHTAZIGN: Bathing, Handwashing, and Laundry (continued) 



Maine 



Thara ahould ba at Xaaat ona ahower haad or bathtub provided for 
eadi aaxi for both c«spera and staff maabera. Shovera or bathtuba 
ahall ba in ratio of 1 to 12 for aach aax. Day Cas^a who do not 
hava artificial {loola do not have to comply with this section. 

The use of duckboarda in showers shall be prohibited. 

Adequate dry space should be provided in coaran use shower facilities. 

Recreational casque which do not provide overnight lodging and aarva 
a ffliniimHB of one seal par day idxall not ba subject to the requi remits 
in subsection 3.4.3 of this section » but ehall provide toilet and 
lavatory facilities aa deei^d adequate by the Departaaent* 

All lavatories in recreational cas^s where casspers do not provide their 
own soap and individual towels » soap and single-service towels shall 
be provided. 

No operator of any recreational cassp shall provide for use, or allow 
to be uaed by his eisployees, caapers. or visitors, any conaon 
drinking container or any comon towel. 



No. of 
Campers 

1-15 

Each addi-* 
tional IS 
persons 



No. of Lavatories 
Male Female 



+1 



+1 



Maryland 
Hasaachusatta 



Sea Sanitation; Toilet Facilitlea 



The operator ahall provide adaquate facilitiaa and tism in order that 
the ca&pars and staff are encour^ed to carry out good paraonal 
hygiene practices. Furthen^ra, ha ahall cauae the personal laundry 
of each parson in a reaidantial camp who is in attendance for more 
than fourteen consecutive days to ba washed on a saai^nreekly basis. 

The operator ahall provide hanA^ashing facilitlea and shall saat the 
following minimga raquire&ants: 

(A) Residential caaq;»8 ahall provide at leaat one lavatory or wash 
basin, or space for mm peraon at an Induatrial-type 
lavatory, for every ten people. 

(B) Day casspa ahall provide at leaat one lavatory or wash basin 
or apace for one peraon at an Indus trial- type lavatory, for 
every thirty pacpla. 

(C) The wash baain ahall be located so as to facilitate their 
itfie, particularly after uae of toilets. 



(A) Minitnuq Saquiraoanta^Baaidential Caisps 

The operator at a residential cas&p ahall provide at least one 
ahowar bead or bathtub for aach twenty people. A bathtub/shower 
cos^iaation shall count as a aingle unit. 

(B) Aaquired Cleaning of Shower-Booia FlcK>r 

Thm operator ahall cattae every shawer*-room floor to be weshed 
daily with a suitable detergent and hot water. It ia racota&endad 
(continued) 
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SAHITATKMI; Bathing, HandirMhliig, aad Uundry (coatinusd) 



(CQfttltttttd) 



(C) 



that a riu* with m chlorlaa eolutioa having a strangth of 
not laaa than .05 parcant availabla ehlorina ba uaad as 
an additional aafaguard. 

Whara hot wator ia provided to vash baaina, lavatoriaa, ahovers 
aid bathtttba it ehall not axceed 120 dagreM Fahrenhait at the 
point of dalivarjr* 

Duckboarda Pr^^itad 

Tha oparator ahall not permit the uae of ducl^oardi in a shoner. 



The operator shall oaintain all lavatories, vash basins, shovers, 
and bathttAa in gtK^ wrking order and in a clean and sanitary 
condition. 

Sea Site and Facilities: Facilitiw Deaign— Site and Facilities Design 
Sea Fiograa Safety: Special Populations 



Kichiaan 



Each sink, lavatory and shovar shall be aupplied with safe and 
potable water, aufficient in quantity and pressure to wet conditions 
of peak desaiul. 

Boya or Girls 
Lavat ori as Showera » 



1-18 
19-33 
34-48 
49-63 
64-79 
80-95 



1 
2 
2 
3 
3 
4 



1 
2 
3 
4 
5 
6 



*Whan showera are provided, hot water shall be available. 



y^toyaota Suitable handwaahing facilities shall be convanlantl^ located at 

or near each toilet. Separata handwashing faeilitla with hot 
and cold water, aoap, and approved sanitary towela or other approved 
hand-drying devices ahall be provided for the use of kitchen and 
food service peraonnal in the food service area. Shower 
facilities, if provided » sbotild be on the basis of one showsr head 
for every twanty^five persona. 

See Sanitations Safe Water Supply and Safe Ice Supyly 
See Food Service: Food Service Personnel 



Kisaisaippi a. Caaps shall provide handwashing facilities at a ratio of 1 to 

12 and bathing facilities shall meet the ratio of 1 to 15, 

b. Primitive or Outpost Cops shall not be required to adhere to 
the handwashing or bathing facility requlreaents outlined above, 

c. Hudwashing facilities shall 'be supplied with naming water and 
shall be aainUinad in a clean and sanitary condition. 

d. Handwa^ing facilities, when provided, shall be adjacent to 
toilet facilltlea. 

(continued) 
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SASlXiUriOiis Bathing, HandvMhing, and Laundry (continued) 



Mi«ai<aippi 
(coatiauttd) 



e. Showers or bathtubs , when provided* shall be in the living areas 
or in a centrally located structure. 

£• Shower stalls » bathtub areas, and dresai&g miBpartt&eats shall 
be laaintained in a clean and sanitary condition. 

See Sanitation: Safe Water Supply and Safe Ice Supply 



Hjd>raska 



There shall be handwashing facilities with hot and cold running 
water, soap, and an adequate supply of individual towels in all 
kitchens, and in washrooms used by food handlers. 

Ad&iuate handwa^ing facilities shall be provided in proximity to 
toilets and urinals. 

Hot water t&aperature at lavatories and bathing facilities shall 
not exceed 120^F. 

The use of a cowon towel and wash cloth is prohibit^. 

Sanitary dispensing and disposal units shall be provided for paper 
towels • 

Shower or bathttd) facilities shall be provided at the ratio of not 
less than one showerhead or bathtub for every 20 persons. Ihe 
walls and floors of shower r<K>ms and shower stalls shall be mooth 
and isBpervious to moisture. Floor drains properly trapped shall 
be provided in all shower baths or shower roe^. 

See Sanitation: Toilet Facilities 



Sew Jersey Handwashing facilities shall be provided In close proximity to 

toilets, privies or urinals. 

The use of a coosnon towel shall not be permitted* Means shall be 
provided to enable the use of showers by campers as well as by casp 
staff. Showers shall be atxpplied with hot water* The floors, mils 
and fixtures of showers shall be constructed of durable and easily 
cleaned material, l^a shower requirement does not apply if caanpsite 
is operated as a day caasp. 



Yoyk Showers with water under pressureheated to between 90 and 100 

degrees Fahrenheit and one shower head for each 20 occupants or 
IMS shall be provided. 

See Personal Health, First Aid, and Medical Services: Infirmary, 
Eaergency Equipment, and Plsn for Isolation 

See Sits and Facilities: Shelters for Living and Sleeping^ 
Beds, Beijing, and Towals 

See Food Ssrvics: Food Servics Personnel 

See Sanitations Toilet Facilities 



Horth Carolina See Saxiitation: Toilet Facilities 

See Sanitations Safe Water Supply and Safe Ice Supply 
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SiXITASKait Batlilag, BudVMhlag, «ad Uimdry (cQBtinuad) 



ERIC 



Approved hudtfMhlsg thoMr facilitiM •h4li hm provided in 

Approves handHMhiog f«ellltlM IscXudet poMbls vattr, soap 
or d«twgtttt» wd Individual singla 0«rvlc« tovtis or other hmisd 
dryiQf faeUitiM aueh as vara air blovara. 

Iha coMoa toval it prohibicad. 

Approved abovar faellitiaa laeludaa: potable hot and cold 
vater under preeeur«. An acceptable aubetitute for hot and cold 
ia warn vater auppli^ under preaaure through a mixing valve* 

Bandvaahiag ssnd ehowr facilitiee are not required in primitive 
reeldnt and prixoitive day can^e. 

All ai^er faeilitiea ehell be provided vith both hot and cold 
vater under preaeure. 

Day canpe are not requiri^ to be provide with ^over faeilitiea 
unleea de«fted neceaaary by the health cosslaeimer. 

Where ahower faeilitiea vill be ueed by »ore than one family 
at Me tiM or by non-faaily groupap aeparate faeilitiea ahall be 
provided for each aex. Ea^ ahover facility ahall be plainly 
dMi^ted Ben or or otiterviae identified. If ehover facilitiee 

for each aex are in the eme building » they ehell be eqparated by 
eoUd valla or partitione exte^lng itm the floor to the ceiling. 
A coved baae at the juncture of velle and floora ie required in 
nev or remodeled r^a. Shover facilitiee ahall be provided vith 
eelf-doelng doora or n»deety ahielde. 

The nu^er of handvaahing and ahover faeilitiea in ^dating reaident 
caape and day caa^a iriiall be aatiafactory. In reaident campa Md 
day cax^a eonatructad after the effective date of thie regulation^ 
handvaahing and ehover faeilitiea ehail be provided in the ratio aa 
provided in the Oble Building Code adopted by the Board of Building 
Standards authority of Chapter 3781* of the Revia^ Code* 

Handvaahing facilities in esdating reaident c»pa are provided in 
the ratio of never leaa than one in each toilet room. 

Shover facilities in nisting rwidant campa are provided in 
the ratio of 1 ehover for 1 to 10 malea and 1 additional ahover for 
each additional 15 malea or fraction thereof. The aasia ratio ia 
applied for femalaa. 

Handvaahing facUitiea in exlating reeident cmpe are provided 
in the ratio of 1 lavatory for each 10 malea or fraction ttiereof j 
^ ease ratio is applied for fraalea. 

Liquid vastae frmi hmdvashing and ahover facilities ahall be 
dlepoaed of in accordance vith the etandarda of the Ohio Department 
of Health. 

Shover facilities are not required to be provided in day canps unleaa 
deemed neceaeary by the health crapaaaioner. Should ahover faeilitiea 
be deemed necMaary by the health coomiaeioner, the ratio ia the arae 
aa for resident camps. 

(continued) 
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SANITATION: Bathing, Handwashing, and Laundry (continued) 



Ohio Handwaahlng facilities for day casapa are provictt'd in the ratio of 1 

(continued) lavatory for 1 to 200 malea, 2 lavatories for 201 to 400 males 

or fraction thereof* 3 lavatories for 401 to 750 sales or fraction 
thermf and 1 additional lavatory for each additional 500 males 
or fraction thereof over 750. The soxt^ ratio is applied for 
fcoales. 

All resident and day cai^s constructed after January 1, 1972, the 
effective date of this regulation, handwashing and shower facilities 
shall be provided in the ratio provided In the Ohio Building Code 
adopted by the Board of Building Standards under authority of 
Chapter 3781 of the Revised Code. (See appendix.) 

The floors shall have a smooth, non-skid finish and shall be 
Impervious to s^isture* Properly trapped floor drains shall be 
provided in wash rooms to drain water and facilitate cleaning. 

The location of hatuiwashlng and shower facilities shall be indicated 
by suitable signs* During night hours these facilities shall be 
lighted by artificial lighting. 



Oregon (1) Organisational camps shall provide handwashing and bathing 

facilities in the following ratios: 

(a) One handwashing facility for every ten (10) campers or 
fraction thereof. 

(b) One bathing facility (shower or bathtub) for every twenty 
(20) campers or fraction thereof. 

(2) Handwashing facilities shall be supplied with running water. 

(3) Handwashing facilitlea shall be located in close proximity 
to toilet facilities and urinals. 

See Site and Facilities: Facilities Design — Site and Facilities Design 
See Food Service: Food Service Personnel 



Pennsylvania All lavatories in organized cai^s and campgrounds where campers 

do not provide their own soap and individual towels, soap and 
singles-service towels shall be provided. 

The use of a coimson towel shall be prohibited* 

Sea Sanitation: Sewage and Liquid Waste Disposal 



Rhode Island The operator of a resident cao^ shall provide at least one 

lavatory or wash basin, or space for one person at an indue try- type 
lavatory, for every ten people with wana and cold running water* 
The operator of a day camp shall provide at leaet one lavatory or 
waah baain, or space for one person at an induatrlal-type lavatory, 
for every thirty campers. It is required that wash basins be so 
located as to facilitate their use particularly after use of toilets. 
Approved hand cleaner and hand drying devices shall be provided for 
all cmMperm, 

(continued) 
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S^ITATKW: Bathing, Handwashing , and Laundry (continued) 



(contlnuad) 



South Carolina 



The oparator at a resident camp shall provide at least one shower 
with war® and cold running water for every twenty people. Separate 
facilities shall be provided for eacOi sex. 

The operator shall cause every shower room floor to be washed daily 
with a suitable detergent and hot water. It la recomei^ed that 
a rinse with an effective geraicidal solution having a strength of 
not leas than .05 per cent avsllable chlorine, be used as an 
additional safeguard, 

Itie operator shall not permit the uae of duckboarda in a shower* 

The oparator shall provide for the ventilation of each shower rooo 
and bathrooos to the outdoors. 

The operator shall ssalntain all lavatories, wash basins, showers, and 
bathtidis In good working order and in a clean and sanitary condition. 

Lavatory facilities shall be located In or adjacent to each toilet room 
or privy and shall be provided as follws; 

(1) Every motel, hotel, motor court, or tourist cabin shall 
provide one lavatory sink for each unit. 

(2) Every cms^ providing an overnight progras shall provide one 
lavatory aink for each 20 patrons or fractlcm thereof. 

(3) Every bathing resort or aausment place shall provide one 
lavatory sink for each 5(X) patrons or fraction thereof. 

Caasps with overnight programs shall provide one shower for each 
20 patrona or fraction thereof. Separate compartments ahall be 
provided for each sex. 

Wans and cold running water shall be provided at each shower head; 
shower rooos shall be well ventilated, fly-*tlght, well lighted and 
kept clean at all ti^s. 

(1) Every bathing raaort for children or youths shall provide one 
lavatory sink for each 30 patrons or fraction thereof « 

(2) All camps except "Rustic** (Frlaltlve) cmps shall provide warm 
and cold running water at lavatory sinks. Approved hand cleaner 
and approved hand drying devices shall be provided. The use 

of a c^mon towle is prohibited. Lavatory facilities ahall be 
kept clean at all tiiaea. 

See Progra© Safety: Special Program Areas — Swiniaing 



Lavatories in resident and day caa^s shall have hot and cold water 
through fixing faucets. 



No. of 
Spaces 
or Canp 
Sites 



Lavatories 
Ken Wcs&en 



Shower Stalls 
Hen W(^en 



1-15 
16-30 
31-60 
61-100 



1 
2 
3 
4 



1 
2 
3 
4 



1 1 

1 1 

2 2 

3 3 



(continued) 
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SJXtlTMnWt Bathing, Hai»Iimsliixig, wi Laundry (continued) 



Lavatorial Bathing 

Ona for Ona for 

aaeh 15 taeh 15 

paraona parMna 

Bath houaaa not in e>nJtmctlon iritb an artificial nriaaing pool 
•hall c^M^ly irith tba follovios proviaiona; 

(a) Shomr ttalla and valla around tuba riiall ha ecmatmctad 
of tsooth eracrata» earnie tila, flbar board vlth 

a laalnat^ fialab or oAiar Mtatial approvad by tha 
Saaltb Authority. Uhara concrata hlocka ara uaad a 
nootb finish ahaU b« plaatarad ovar tha aurf aca of tba 
ahovar or tdb aMlotura* 

(b) Whara plyimod or othar abaorbrat aatarial ia uaad batvaao 
ahovarai tuba or toilata it ahall ba paints vith anta^ 
or ^oxy paint or othar natarial approvad by tha Baaltb 
Authority. 

(e) Ml opmings ahall ba affactivaly acrMntd with at laaat 
16 Mah aeraaning. 

Saa Sanitation: Safa Vatar Supply and Safe Zca Supply 



(raatinMd) 



Ttenoaaaa Each f^ aarviea aatablithMnt of any organiaad camp ahall ba 

provldad vith adaquata» eonvaniantly^lcKtatad handvaahing facilitlai 
for ita taployaaa, including at laaat ona lavatory i^uippad vith hot 
and cold or taaparad running vatar, band-claanaing aoap or 
datargant, «ul approvad aanitary tovala or othar approvad hand-*drying 
davieaa. Such faeilitiaa thall be kapt elf^n and in good repair. 



No. of Bathing 

Spacaa Lavatoriaa Faeilitiaa 

or Sitea Han Wopan M«i Vtoan 

1-15 11 XI 

16-30 2 2 1 1 

31-45 3 3 1 1 

46-^0 3 3 2 2 

61-80 4 4 2 2 

81-100 4 4 3 3 



Typa of 
Building 
O ceuyaacy 

Doraltoriaa 



or 

SiniUr 
Strueturaa 



Bathing 
Facility 

1 par 12 
paraona 



Lavatoriaa 

1 for aach 
12 paraona 

Saparata 
daatal 

lavatoriaa 
ahould ba 
provldad 
in tha 
ratio of 1 
par SO 
paraosaff 

Saa 3ita and FaeUitiMS FaoiUtiaa IMaign— *8ita and Faeilitiaa Baaign 
8m Sanitation! Toilet Faeilitiaa 
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SANITATION: Bathing, Handwashing, and Laundry (continued) 



Each lavatory and shower equipped with cold water and hot water to 
BMt tho d^And of CMxspnu* 



No. of 






Persons 






To Be 


Boys or 


Girls 


Served 


Lavatory 


Shower 


1-15 


1 


1 


16-30 


2 


2 


31-45 


2 


3 


46-60 


3 


4 


61-75 


3 


5 


76-95 


4 


6 



Sae SaniUtlODS Bathing, HandwaBbing, and Laundry 



Handwaahing — A lavatory shrll be provided for every 12 persons, or 
fraction thereof, of each jex. A bathtub or shower shall be 
provided for every 8 persons, or fraction thereof, of each sex. 
Adequate, clean, li^Jlvldual towels shall be supplied at all times 
for each guest not furnishing bis own* 

The uae of ccmM^n towels in connection with any such facilities is 
prohibited, except in single family quarters. 

Laundry—Essential laimdering facilities shall be available to camp 
Occidents and if included as part of cax^ facilities shall provide 
for each 40 occupants or fraction thereof at least one laundry 
tray or washtid> served %^th adequate hot and cold water and proper 
wastewater disposal facilities as required under sections II-4. II-5 
and II-7. 

See Personnel: Director azui Operator Responsibilities 



yf^g^.£ food service establishment shall be provided with adequate 

and conveniantly located toilet and handwash facilities. 

Requirements for each toilet room 
mi nf nnm***Qna room for each sex 
Seating Capacity Handwash Sinks 

25 to 50 1 

51 to 100 1 

101 to 150 2 

151 to 2(X} 2 

201 to 300 3 

Bandwashing facllitiss shall be provided for «srployees in the kitchen. 
Adequate number of fixtures, convenient, accessible, properly located, 
SBiployee hand wash sink in food preparation areas. 

Each h^d waah sink shall be provided with hot water at least lOO^F. 
in temperature, together with cold water. 

Iwi^ered water betWMn lOO^F. and IIS^F. may be provided in lieu of 
hot and cold water. 



(continued) 
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SANXTAXXON: BAtblQg» HABdva^lngp and Laundry (ccmtinusd) 



Vsmmt A nixing vmlva or coa^lnation faucat is racc^^nded and shall be 

(cQOtinMd) r^ulrad in all naw inatallationa. 

Staaa aixing valves ar« prohibited. 



A supply of hax^*«eisanaing aoap or detergent shall be available at 
each hand vash sink. 

A supply of sanitary single^use tovels, or an air-»drying device, 
shall be available and conveniently located near the hand vash sink. 

CMaon^use tovele are prohibited. 

Where dlsposid>le tovela are us^» waste receptacles shall be located 
conveniently near the hai^^^ashing facilities. 

Band vash sinks, soap dispffiosers, band-drying devices and all other 
osaponents of the hand-vaahing facilities shall be kept clean and 
in good repair. 

Band Vash Sinks 

Nun&er of Epployees Minic^ Nwber Band Wash Sinkg 

1 to 15 1 

16 to 35 2 

36 to 60 3 

61 to 90 4 

91 to 125 5 

Ovsr 1?5 1 additional sink for each 

additional 45 employees 

A hand vash sink for essployee use shall be situated in the kitchen 
by October 1, 1976. for all food ssrvice establishmots with a 
seating capacity greater than 25, A kitchmi hand vash sink shall 
be rsquiri^ in all nevly conatructed or renovated food service 
establishasnts* 

Sse Site end Facilitisss Shelters for Living and Sleeping*-Livlng 

and Sleeping Quarters Design and Location 
See Ssnitations Toilet Facilities 

See Food Services Food Service Rsgulations^Kltchen and Food 
Preparation 

Viraiais Adequate end eonveni«t handva^ing facilities, including vsm 

vater, soap and individual tovela shall be provided for ell 
persons sngagsd in himdling, preparing and aerving food. 



Lsvatoriesf First 100 users— 1 for sacb 12 uaera; Over 100 iisers^ 
8 for first 100 users plus 1 for sach additional \uiers« 

Where ussrs do not provide their ovn individual tovel end soapi 
sis^s-ssrvice psper or cloth tovels snd soap shall be provided at 
all lavatories* The use of coaeon tovels is prohibited* 

Adequste and Mnvenlently located bathing facilities including hot 
and c»ld or tMpsr^ vatw shall bs providsd. Ssparate shoi^ rc»OQui 
thall be provided for each sex in the ratio of one shover head or 
tub for each 15 users based itpon the maadlmn dsoand at any one tlM. 

(^mtinued) 
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SANZTiUriO^: Bathlog. Baadvashlog, and Laundxy (coatlsued) 



''^•^fR^^, ^« laundry tray or wash tub should be provided for each 40 persons 

(c»atlnuad) or najor fraction thereof. 

the floors of shower rooos shall be constructed of concrete or 
othar easily cleanable» water isqiarvious taaterial graded to drain to 
a suitable trapped floor drain, ^ley should be free fr«a cracks or 
uneven surfaces that interfere with proper cleaning* 

Ihe ahover roou shall be wll lighted anc! ventilated and have 
interior surfaeea of light colored, washable material* 



See Sanitation: Toilet Facilities 



West Virginia No. of Lavatories 

Persons Male Feanale 

1-15 1 2 

16-30 2 3 

31-50 3 4 

51-75 4 5 

76-100 6 7 

100-125 7 9 



Over 125 add one (1) fixture for each 20 males and 15 finales* 



No. of 

Persons Showers or Bathtubs 

1-7 1 

8-15 2 

16-25 3 

26-35 4 

36-45 5 

46-55 6 



Over 55 and not over 200 add one (1) fixture for each ten persons. 
Over 200 persons add one (1) fix^jre for each 20 persons* 

Lavatory facilities shall include hot and cold running water under 
pressure » soap, and individual sanitary towels. Provided that if 
centrally located toilet and bathing facilities containing hot and cold 
rusming water under pressure, soap, and individual sanitary tcnfels 
are provided, thra with the written approval of the Health Officer 
lavatories with only cold ruxmiug water under pressure shall be 
pertaltted in those areas where it is isapractical to lay hot water 
lines from centrally located toilet and bathing facilities to said 
areas or to install water heating equipment. 

Bathing facilities shall include hot and cold running water under 
pressure* 

Handwashing facilitiea including hot and cold rimning water under 
pressure, soap, and individual sanitary towels, shall be provided in 
close proxisity to the privies and urinals, and shall be provided in 
the nuaber and ratio as listed in Section VIII, Item (a) of these 
regulations. Provided that centrally located toilet and bathing 
facilities with hot and cold running watmr under pressure, soap, and 
individual sanitary towels are provided, then with the written 
approval of the Health Officer, lavatories with only cold ruimlng water 
under pressure shall be permitted in those areas where it is impractical 
to lay hot water lines tttm centrally located toilet and bathing 
(continued) 
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StSnJCSlWi Bathing, HAodwatfbiiig, and Laundry (continued) 



Haat Virginia f acilitiaa to said areas or to install vater heating 

^cotttinuad) eqnipMnt. 

See Sanitatim: Toilet Facilities 



Wisconsin Handwashing facilities for persons engaged in food services shall 

be separate froo utensil vashing facilities and shall be located in 
or iaoadiately adjacent to the food preparation area whenever 
possible* 

Bands shall be washed prior to cc»^encing work and after each 
visit to the toilet. 

Handwashing facilities shall be maintained in conjunction with 
toilets mxd privies. 

There shall be a minismaa of one shower or bathtub for each 20 
casq^ers and staff or fraction thereof. 
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SAHmilONj lM«ct, aad Bodut Control (Vector Ceotrol) 



Sm Site and PecilitlMJ Shtltert for Living and S leaping— Beds. 

Bedding, and Towela 
See Site and Feeilitiees Special Program Areaa and Facilitiea-^ 

Boredl»ack Riding 
See SaniUtion: Toilet Facilitiea 
See Sanitation: Solid tfaate Diepoaal (Garbage) 



AUpka 



Bunka, bade and bedding ahall be kept clean and free froa vermin. 

See Site and Facilitiea s Facilitiea Deeign— Site and Facilitiea Deaign 
See Food Services Food Service Hegulatlona—Kitchen and Food Preparation 
Areaa 

See Food Services Food Protection, Handling, Storage, and 
Bafrigeration 



See Sanitations Savage and Liqiiid Waste Diepoaal 



The grounde connected with, or c i by any ca&p, ahall be kept frea 
from eccusulationa i^ch favor f y and s^^aqulto breedit^ or tha 
harboring of versdn. They ahalA be kept free of agenta irtiich could 
endanger the health ami aafety of thoae et trading the cansp. 



Facilitiea Daaign—Site and Facilitiea Deaign 
Sheltera for Living and Sleeping— Beda, 



See Site and Facilitiea s 
See Site and Facilitiea: 

Bedding 9 and Tovela 
See Sanitation: Sewage and Liquid Waate Diepoaal 
See Sanitation: Solid Waate Diepoaal (Garbage) 



California 



Every caop shall have a plan md equipiaent for coping with exceaeive 
nuabtrs of fliea, oosquitoee and other inaecte and with rodentj. 
At tiaea or placea where apedal riek of tranaaiaeion of diaeaae to 
huaana from ineecta, rodents or other aniaale exiate, the caap ahall 
inatitute apecial aeaaurea to protect the cas^ara, under the guidance 
of the local enforcing agency* 

See Site and Facilitiea: Site Location—General Location and 

Adequate Space 
See Sanitation: Toilet Facilitiea 
See Sanitation: Solid Waate Diepoaal (Garbage) 



Connecticut 
Delaware 



ftorida 



See Sanitation: Solid Waate Diepoaal (Garbage) 



ttothoda approved by the State Board of Health for the eliaination 
and control of rodanta, inaecte, Mnd other vermin ahall be employed. 

See Sanitetion: Toilet Facilitiea 

See Sanitation: Solid Waate Diepoaal (Garbage) 

Effective smieuree ahall be taken to control rata, fllee, moaquitoea, 
bad bugs and other inaact vectore or paraaitee within the camp 
premiaea* 

Ko standing water ahall be alloired to pool in the vicinity of the 
emsf and the preaiaea ahall be kept clear of cane, rubbiah and other 
artidea that will hold water, 
(continued) 
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SiWITATXONs iQMCt, Weed» and Rodent Cootrol (Vector Control) (continued) 



Florida 
(continued) 



Illinois 



Indiana 



Kentucky 



Ilo accus9ulation of materials shall be allwed that will breed 
flies. 

All windows » scretin doors and outaide openings in any ca^ shelter 
shall be protected with wire fly screening of not less than sixteen 
(16) aesh. 

Preventive and Control bteasures. Isples^tation of preventive and 
control aeasures for use against flies, ticks, mosquitoes » rats and 
other potential vectors of dlseaae in and around youth cmpa shall be 
in accordance with accordwice with recommendations of the Departn^nt. 

Youth canp sites should be free fros noxious plants and weeds such 
as poison ivy, ragweed, etc. 

See Site and Facilities; Site Location~0rainage 

See Site and Facilities: Facilities Design—Site and Facilities Design 
See Site and Facilities: Special Program Areas imd Facilities — 

Horseback Riding 
See Sanitation: Solid Waste Disposal (Garbage) 

Grounds, buildings and structures shall be maintained free of Insect 
and rodent harborage and Infestation. 

Cas&ps shall bs maintained free of accimulations of debris which may 
provide rod^t harborage or breeding places for flies, mosquitoes 
and other pasts. 

Storage areas shall be so maintained as to prevent rodent harborage. 
Lumber, pipe and other building materials shall be stored at least 
one foot above the ground. 

The central cassp area shall be maintained to prevent growth of 
ragweed, poison ivy, poison oak, poison sumac, and other noxious 
plants considered detrimental to health, and shall be maintained 
free of debris and other hazards. 

See Site and Facilities: Special Program Areas and Facilities-^ 

Horseback Riding 
See Sanitations Solid Waste Disposal (Garbage) 

See Site and Facilities: Site Location— Heating, Electricity, and 
Plu«*ing ^; 

Grounds, buildings and iitructures shall be maintained free of insect 
and rodent harborage and infeatations. Extermination methods and 
other measures to control Insects and rodents shall be in accordance 
with applicable state laws and regulations. 

Camps shall be maintained free of accisaulations of debris which may 
provide rodent harborage or breeding places for flies, mosquitoes or 
other pests. 

Storage areas shall be so maintained as to prevent rodent harborage. 
Lu8d)er, pipe and other building materials shall be stored at least 
one (1) foot above the ground. 

Poison plants such as poison sumac and poison ivy shall be subject 
to control and elimination from areas where their presence is 
hasardous to campers. 

(continued) 
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SANITAXKMf Iiuiactt Weed, And Rodent Control (Vector Control) (continued) 



(continued) 



Site U»catlon~Drainage 
Special Program Areas and Facllitlea-'- 



See Site and Fecllitiee: 
See Site end FecilitieB: 

Bore^ack Riding 
See S^tetion: Soilet Facilitlea 
See Sanitation: Solid Waste Dlaposal (Garbage) 



Louielaua 



See Site and Facilitlea: Site Location — Drainage 
See Sanltatlm: Solid Waste Disposal (Garbage) 



Heine 



Adequate measures for the control of anthropods and rodents which 

the Departmnt de^M a public health hazard shall be taken in a tsanner 

setlsfactory to the Departxaent. 

See Personal Health, First Aid, and >tedical Services: Inflroary, 
Eeergency Equipment ^ and Plan for Isolation 



Maryland 



Massachusetts 



Insect and Rodent control measures to safeguard the public health 
and coi&fort shall be used in the cax^ as required by the 
Approving Authority. 

Measures shall be taken for the eradication or control of poison 
ivy 9 poison oak, xussdious weeds, stosqultoes, flies, rodents, and 
poisonous reptiles In the Imediate cas^ area. 

See Frogran Safety: Identification and Minimization of Hesards 

See Site and Facilities $ Facilities I^sign— Site and Facilities Design 

See Sanitation: Solid Waste Disposal (Garbage) 

(A) Btmdings and Structures to be Maintained Free 

The operator shall maintain every building used or Intended for 
hitaan habitation free from Insect infestation, rodents, and 
other pests. 

(B) Extersdnation Methods 

Extermination methods and other measures to control insects and 
rodents shall conform with the requirements of the Pesticide 
Board of the Massachusetts Departn^nt of Agriculture 

(A) Harborage Places to be Controlled 

The growth of bn»h weeds, grass and plants shall be controlled 
in central camp areas to prevent harborage of ticks, chiggers, 
and other insects of public health Importance* 

(B) NokIous Plants to be Ck)ntrolled 

The central camp area shall be maintained to prevent growth of 
ragweed, poison ivy, poison oak, poison sumac, and other noxious 
plants considered detrimental to health. 

A site inspection by a responsible person shall be carried out prior 
to use. This person shall be able to recognijse noxious weeds or 
plants and harmful reptiles, insects or rodents in the area of activity 
and take preventive measures necessary to assure the safety of 
caa^ers and staff, 
(continued) 
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SAKIXATIOHs XM«ct» WMd* ind Rodcat Control (Voctor CoBtral) (ewciauid} 



Sat Sanitations Toilot Facilitios 



Th« caxspoito, incltkling uin and aceaaaory atrueturao, ahall ba 
saintainad so aa to pravant and allminata rodant and inaact haiAoragat 



Saa Sita and Faeilitiaas 
Saa Sita and FacUitiaas 

fioraaback KLding 
Saa Sanitation! SoUd Waata DiapoaaX (Carbaga) 



Faoilitiao Saaign— 'Sita and faeilltiaa Baaign 
Spacial Prograa Araaa and F«cilitias<-«- 



MiaaiaaiOTi 



Nabroaka 



A. (Sanaral Statamnt. i^aquata ommwumo for tha control of inaaeta 
and rodttita ^eh tha Board daasa of public haalth aignifieanca 
■hAll ba takant 

B. Rodmt and Xnaact Control 

1. Buildinga and structuras ihall ba soaintainad fraa of inaact 
and rodent haiAoragas and infastation* 

2. Extamination taethoda and other ideaauraa to control rodaata 
and inaecta ehall conform with the raqniren^nte of tha Boanl. 

Cp Weed Control 

1. The growth of bruah, we^, graae, aad plante ehall be 
controlled in central caap araaa to pravant harborage of ticke, 
chiggare, aa4 other inaecta of --•^Ic haalth isjportance. 

2. The central can* area ehell be maintained to retard growth of 
ragweed, poieon ivy, poiaon oak, eiaaec, and other noxioue 
plants conaidered detris»ntal to haalth. 

See Sanitation: Animal Regul&tione 

Rodcnte and insects ehall be controlled within the cwap praaieaa 
by maaeures involving both eanitary practicee and the uae of 
rodenticidee and ineecticidee currently recomended by the State 
Depertsient of Health. 

See Site and Fecilitieet Facilities I>aaign— Sita and Fecilitiee Deeign 
See Sanitation? Solid Waste Diapoeal (Garbage) 

See Food Services Food Protection, Handling, Storage, and Refrigeration 



Nevada 



See Sanitation 5 Sewage and Liquid Waste Dieposal 



Sew Haopshire 



Every naans shall be eoiployed for the elimination or control of tha 
breeding placaa of houae fliee, mosquitoee and other ineecta. Fliee 
result from insanitary conditions or Mthods, mai their exietence in 
a camp shall not be tolerated. Recognised measures shall be taken 
fcr the treatmmt of insect bites. 

See Site and Facilitiea: Facilities Design— Site and Facilities Design 

See Sanitation: Toilet Facilities 

Sss Sanitation? Solid Waste Disposal (Garbage) 
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SANITATIOHs Insect, Weed, and Rodent Control (Vector Control) (continued) 



Jerg»y Rules concerning insects include; 

(1) Campsites shall be kept free from cans, Jars, buckets, old tires 
and other articles which may hold water and provide teoporary 
breeding places for Msquitoes. Mosquito control iseasurea and 
suppXsmantal larvicidal masuras shall be imdertaken by the 
owner wfa«i the need is indicated. 

(2) Ply breeding shall be controlled by eliminating the insaniUry 
practices which provide breeding places. Refuse containers 
shall be repaired or replaced when so damaged that ^ey leak. 
Tbs area eurxounding the containers shall not be permitted to 
becoM litterad with gariiage nor saturated with waste liquid 
from gari>age. All refuse containers shall be maintained in 

a clean and sanitary condition. 

(3) Insectiddal meaaurea ehall be applied if necessary. 
Rulea concerning rodents include: 

(1) All buildings within the camp shall be rat-proofed with 
apecial emphasis on those in which food is stored or served* 

(2) Storage areaa shall be maintained in such a manner as to 
eliminate the possibility of rodent harborage. 

The growth of weeds within each campsite shall be controlled aa a 
means toward the elimination of ticks and chiggers. Poison ivy, 
poison oak, and poison sumac shall be controlled within each campsite. 

Sea Site md Facilities; Pacilities I^aign— Site and Facilities Design 
See Site and Facilities: Special Program Areas and Facilities-- 
Bors^ack Riding 

See Personal Health, First Aid, and -Kedical Services: Infirmary, 

Emergracy Equiinsent, and Plan for Isolation 
See Sanitation; Sewage and Liquid Waste Disposal 
See Sanitation; Solid Waste Disposal (Garbage) 



The premises are to be free of insect and rodent infestations that 
may cause a nuisance or health hasard. Bats shall be excluded from 
living areas of occi^ied buildings. 

Ragweed, poison ivy, poison oak, poison sumac and other noxioiia 
weeds shall be controlled to minimise contact by camp occupants. 



Horth Carolina Effective measures shall be taken to keep flies, rodents, and other 

vermin out of the food service areas and permanent sleeping quarters, 
and to prevent their breeding or presence on the premises. Unless 
flies or other flying insects are abaent frtm the iroedlate vicinity 
of the camp all openings to the outer air of food aervice areaa and 
sleeping quarters shall be effectively protected againat the entrance 
of auch insects by sslf -closing doors, closed windows, 16-inch mesh or 
finer screoiing, controlled air currenta, or other effective means. 

Only those pesticides which have been properly registered with the 
U. S. Department of Agriculture and the North Carolina Department 
of Agriculture and approved for the purpose shall be uaed; auch 
pesticides shall be used in accordance with the directions on the 

(continued) 
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SANITATK^s Insect » WMd^ and Bodent Control (Vector Control) (continued) 



Korth Carplina approved Xebele and shall be so handled and stored as to avoid 

(eoQtinimi) health haaards. 

See Site and Facilities: Special Progras Areas and Facilities— 
Borseback Hiding 



(feio Effective insect and rodent control measuires shall be alloyed 

by the operator as regular maintenance practicea of the casap. 

The isBMdlate living areas of the caxap shall be maintained by the 
operator reasoni^ly free of mosquitoes , fliM» and other harmful 
insects. 

All buildings and storage areas shall be constmcted and saaintained 
in such a manner as to niniaise the possibility of rst and mics 
harborage. 

Suitable n^asures shall be taken by the operator to control 
noxious plants such as poison ivy, poison sisaac, and other plants 
which could constitute a ha sard to campers in public use areas. 

See Site and Facilities: Shelters for Living and Sleeping— Bede » Beddiag* 
and Towels 

See Sanitation: Solid Waste Disposal (Garbage) 



Or^on Vector control o^asures shall be employed to prevent vector 

infestations in organizational camps. 

Pesticide applicators shall be licensed by the Oregon State 
Department of Agriculture according to ORS 634.372. 

See Sanitation: Solid Waste Disposal (Garbage) 
See Food Service: Food Service Eeguiations — Kitchen and Food 
Preparation Areas 



Pennsylvatiia Adequate measures for the control of arthropod! and rodents which 

the Department deems a public health hazard shall be taken in a 
manner satisfactory to the Departamt. 

See Sanitation: Sewage and Liquid Waate Dispoeal 
See Sanitation: Solid Waste Disposal (Garbage) 



gbode Islmd The operator shall make every effort to maintain avery building 

used or intended for htmian habitaticm free from inssctSt rodentit 
end other pests. 

See Sanitation: Bathlngt Bandwaahing, and Laundry 



South Cerellna Such meth^ as^ cquipMnt as are approved by the Health 

Mttbority ihall be utilised to control insect and rodent vac tore when 
necessary. Bi^ wesds md grass, refuss waste material or other 
harborages shall be MOtrolled or removed in the central camp area. 
Xn«ecticides md squipmsnt ehall be kept in locked rooms or cabineti* 

(continued) 
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SAHXTATXON: Insect, Weed, and Kodent Control (Vector Control) (continued) 



Utah 



Virginia 



Sec Sanitaticm: Sewage and Liquid Waate Disposal 

See Sanitation: Solid Waste Disposal (Garbage) 

See Program Safety: Identification and Minimisation of Hazards 



Effective measures shall be taken at the direction of the Public 
Reelth Officer, to prevent the entrance, breeding and presence of 
vermin on the pr^dses. 

See Site sad Facilities: Special Program Areas and Facilities— 

Eors^ack Riding 
See Sanitation: Toilet Facilities 
See Sanitation: Sewage and Liquid Waste Disposal 
See Sanitation: Solid Waste Disposal (Garbage) 



The operator shall maintain every building used or intended for 
human habitation free from insects, rodents and other pests. 

See Site and Facilities: Special Program Areas and Facilities-<- 

Horseback Riding 
See Sanitation? Toilet Facilities 



All necessary means shall be employed to eliminate and control 

any infestations of insects mi rodents within all parts of any camp. 

This shall include approved screening or other approved control 

of outside openings in structures intended for occupancy or for 

food storage. 



Effective measures shall be taken to protect against the entrance 
into the establishment, and the breeding or presence on the 
premisee, of insects, rodents and vermin. 

The prmises shall be kept clean and in such condition as to prevent 
the harborage or feeding of insects, rodents and vermin* (1) For 
chemical insecticide control of flies, only pyrethrins shall be uaed 
where food is stored, prepared or served. (2) Poisons for rodent 
or cockroach control shall not be used in the food storage, food 
preparation or food service area except by a professional exterminator. 

Infestation of cockroaches, or rodents will require extermination 
by profesiional exterminators. 

See Site and Facilities; Facilities Design— Site and Facilities Design 
See Sanitation: Solid Waste Disposal (Garbage) 
See Food Service: Food Service Regulatione-^Kitchm and Food 
Preparation Areas 



Screening shall be provided for all permanent kitchens and dining 
rooms, or soma other equally efficient o^ans of preventing flies' 
access to these rooms. 

The immediate vicinity of the camp oust be free from stagnant pools, 
manvira piles, garbage heaps and other mosquito and fly-breeding 
places « 

See Sanitation: Toilet Facilities 

Sea Food Service: Food Protection, Handling, Storage, and 
&ef rigeration 
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SJHItAXXON: Insect » Vm^i^ and &d«nt Control (Vtetor Control) (continuod) 



Wiishl»nnton 



The oimor or dirnctor of evnry cAsp idiuU.1 naiotain tho biilldings 
nnd grounds frss fro« fliss. sosqultoes and other insects throuj^ 
ths MS of scrMns Kod/ov approved sprays or other affactive 



Saa Sita and FaclIitlasS Sbaltars for Living and Slaaping^ 

and SXssping Quartara I^lgn and Location 
Saa Sanitations Savnga and Liquid Vasts Disposal 
Saa Sanitations Solid Vaata Diaposal (Garbage) 



^Living 



Doors » vindovs, ai^ other exterior openinge of perwnent etructuraa 
riiall be effectively ecrened to ptv ^ent the entrance of insects 
iinlMs other approved saans of excluding Inseots are provided* 
ScrMn doore shall oinm ontirerd and ahall be self«^cloeing« 

Insect end rodent »ntrol TOesuresi es directed by the Health 
Officer » ehell be spplied in each organised caap. 

Suitable «eaeuree» ae directed by the Health Officer » ahall be 
taken by the i rganised cnp opsrator to control cAnoxlous weeds. 

See Site tnd facilities: Special Frogr«n Arena and Facilities«<^ 

Borsd»ack Riding 
See Ssnltstions Toilet Facilities 
Sm Ssnltstions Solid Vesta Diaposal (Garbage) 



Wieconein 



See Personal Health, First Aid, and Hedicel Services: Xnfinaary, 

Eksri^cy Bquipi^nity Plan for laolation 
See Sanitations Solid Vests Disposal (Garbage) 
See Food Services Food Protection, Handling, Storage » and 

Refriges^tion 
See Food Services Hilk end Milk Producte 
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Ho itot^t c«ti» or oth«r d^mtic AnlsttXi shall bt pttmlttod to tun 
At 1»M vlthia tha liaito of aoy cas&p prtelflM. 

All dogft cmtM^ aad othar van-^loodad pats owMd or tmdar tba 
ai^arvialra of aa eorapa&t of say ctmp shall ba currantly vacci&atad 
agalnat rablM la eo^pUaaca with tha Iw of Alabaaa aad shall ba 
uadar tha eoattol of tha auparvlsor or ovaar at all tloM* 

Saa Sita aad F«ellitlasi SpacUl Progrsa Araaa and Facllitlas~ 
Bors^ack Ridlag 

Aay ffUd aalftal that caa ba apprsachad by a bwaa taiat ba coaaidarad 
ill aad a potmtUl aoarea of rabias. 

Wild anltaals should aot ba piekad up or i^lastad. 

Csspars ara urgsd aot to alaap oa tha grouad \mprotactad baeauaa of 
attacks by rsbld skuaks, saakM, ate. 

Bitaa or wouads should bs vash^ isaaadlataly vlth aoap aad vatar 
aad a phyaidaa coatactad for furthar adviea aad trsataaat« 

If tha bitlag aaioal la a vild saisasl It should bs klllad aad turaad 
ovar to a couaty rabias control of ficar (App«idix 0) for laboratory 
aiwaifVPtioa. It la issportaat Mt to daosga tha haad of tha aalt&sl. 

Bita raportil^| procaduras and instructions for physicians srs 

iadudsd ia Appaadis E uadar ^^Racosaaaadstioas for Aati-*Rsblas Trsstmanti" 

aa publiahad by tha Arisoaa I>apartBMit of Haslth Sarvicas. 



Illiaoia 



No saloals or fovls shall bs kapt or allowad in any roon in which 
food or drink is prsparad or atorad. 



Tha praoisas shall ba fraa of stray or unvaecinatad (rabiaa) dogs, 
cats, or othsr pats uhieh say causa injury or dissasa to tha cax^sr< 



Saa Sita aad Facilitias: Spacial Program Araaa and Facilities--* 
Bors^ack Siding 

Borsaat dogs» or othsr domsstic sniasls or psts shall not ba 
paraittsd at svissaing, diving, or food ssrvice sreas. 

Ho ovnar or parson in charga of a dog, cat or othsr pat aniasal 
shall parait it to run at larga or to comit any nulsancs within 
ths lislts of ths c«^. 

Saa Sita and Facilitias: Facilitias Daslgn— Sits and Facilities Design 
Saa Sits and Facilitias s Spscial Program Areas and Fscilitias-- 
Horseback Hiding 



Dog* era not parmittcd to xm at l«rge. 



Sm Sit* and FaellitlM: Faclllticf D«cign~Site ani Faeilitiea Dcaign 



id 
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SANITATION: Aaisaal &«gul«tioM (continued) 



Horses* dogSt snd othsr dossstic animals not permitted on beach 
or in watsr at waterfront* 



WioniMiota 



Livestock shall be quartered cu9t less than 500 feet frcM the cooking » 
dining, and sleeping quarters* Unless special facilities ate 
pro-'ld^t pete shall not be penitted in the caop. 



Ktsslssippi 



1, The caap premises shall be free of imvaccinated (rabies) dogs 
or other wswisls which msy cause injury or disease to caapers. 

2m Horses t dogs* or other d<mestic animals or ^ts shall tkot 
be perttltted at swioBlng, diving » or food service areiiS* 

3. The camp operator shall promptly report to ^s Board animal 
bites inflicted upon any individual in the camp area* 



H^raska The principal camp arem in which food is prepared and served and 

where slemping quarters are located fihall be at least 500 feet 
from an; area in which livestock are kept, 

Unless spmeial facilities are provided* pets shall not be 
permitted in the can^. 

No animal or fowl shall be allowed in any room in which food 
or drink is prepsred, stored or served. 



Mew Hmgpshire 
New Jersey 



See Program Safety: Special Program Areas -^Swlnaaing 



A horse, dog or other dos^stic anix&al or pet shsll not be 
permitted on s bsthing beach or in the water in the area used 
for waterfront activities. 



New York 



Ho animals suspectiNl of carrying a communicable disease shall 
be kept in camp. Animals kept in camp ahall cov^ly with the 
Enviromumtal Conservation Law and with the Agricultural and 
Markets Law* 



North Carolina 



Ho live birds or animals shall be permitted in the kitchen 
or dining areas. 



Ohio 



If petg are peraitted by the cai^ operator, the owner of any pet 
shall roister the pet with the operator upon initially entering 
the camp* 

Pets shall be quartered and controlled in such a manner as to 
pravent a nuisance or a health baMrd. 

The operator shall prosptly report to the health commissioner all 
known cases of animal bites inflicted upon any person In the 
caaq> ares. 
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SANX1ATI<W: AnlaaX Regulations (continued) 



Oreg on 



No anisuils or fowl shall be kept or alloved in any roc^ in which 
food or drink is prepare, stored, or served. An exception taay be 
Bade in the serving area to allow guide doge for the blind. 



South Carolina 



Fets shall be leashed or otherwise under the physical control 
of their owner at all tises. 



fmneeeee 



No doge, cats, or other d(»Mstic animals shall be penitted to run 
at large within the limits of any organised camp pr^iises. 

All dogs, cats, and other warm-blood^ pets owned or under the 
supervision of an occupant or any organised casap shall be currently 
vaccinated against rabies in coa^liance with the law of Tennessee 
and shall be under the control of the supervisor or owner at 
all times. 

No live birds or animals shell be permitted in any area used for the 
ccmduct of food service establishsient operations; provided, that 
guide dogs accompanying blind persons may be allowed in dining 
areas. 



Texas 



Horses, dO|{B, or other domestic animals or pets shall not be 
permitted on a bathing beach or in the water in the area used for 
waterfront activities* 



All dogs, cats, and other waiia^blooded pets owned or under the 
supervision of an occupant of any cassp shall be currently vaccinated 
againat rabies in cc^liance with the low of Texas. 



Vermont 



Live birds or animals shall not be allowed in any area used for the 
storage, preparation, or serving of food, or for the cleaning or 
storage of utensils, or in toilet rooms, employees dressing rooms, in 
vehicles us^ for transporting food, or in any other area or 
facility used in the conduct of food service establishment operations: 
Provided , That guide dogs accompanying blind persons may be 
permitted in the food establishment* 



Washington 



Where corrals or stables exist, or where large animals are 
maintained in connection with any camp, the quarters for any animals 
shall be located so as not to create a nuisance or health hazard. 



West Virg inia 



No domestic animals or pets shall be permitted in the swimming pool. 

No dogs, cats, or other domestic animals shall be permitted to run 
at large or to commit any nuisance within the limits of the 
organized camp premises. 

All dogs or cats owned or under the supervision of an occupant of 
an organized camp shall be inoculated against rabies in compliance 
with the laws of this state. 



SiWZXAIXOKt 8«f« Vmtmr Supply tad Safa Icm Supply 



M^^mW An sitequAtc, mmSm potobls supply of vactr shall hm svmilibU at 

all tlaaa in aach cmpt Provtdad , Ihat prlmiti^ cas^s nay not bt 
r^uirad to bava a vatar a\9ply, 

Ccmnactlon shall ba sada. to an approvad public vatar supply vhansvar 
such at^ply is availabla, 

Vh^Mvar it ia nacassary to usa springa» vails » or eistana as a 
vaur supply » thasa sourcaa shall ba protactsd adaquataly againat 
contasination frosa surfaea vatar and tmat aa racoasandsd by tba 
Stata Uaalth INpartmnt. 

Watar sss^les shall ba takan for bactariologieal asraaination} oni^ 
bafora or at tba ti»a tha ctasp bagins oparati<m aach yaar» and at laast 
onca during tha * natation of said 

Tba vatar supply suall not bt c^mactad vitb any non-potabla or 
qiuisticmabla vatar sv^ply* nor ba subjact to tha hasard of back-flow 
or back-siphonags • 

Unsafa sourcaa of watar in or adjacent to tha caisp ahall ba aliisiQatad 
or protactad against accidantal conaraption snd plainly markad as 
baing unsafa for usa. 

VThara portable drinking vatar containers are used» they shall be of 
eaaily-*cleanable construction^ kept saciurely closed » and so sst up 
that vatar may be vithdravn from the container only by vatar tap or 
faucet. Portable drinking vatar containers shall be protected frota 
hasards of contamination and shall be maintained in a sanitary condition* 

No dipping vessels or cups for cosoocm use ehell be permitted. 

Drinking fountains or vater stations should be provided vithin 150 feet 
of sny caxapsite* Drinking fountaina shall be of en approved 
construction and design. Dormitories or similer structures shell have 
one drinking fountain per 75 persons. 

Water cooling equipment » if provided* shall be of approved design. 

All ice shall be handled and stored in such a manner as to prerant 
contamination. If ice is made on the premises p the ice^msking 
machine shall be of approved construction and the water used shall be 
of the same bacteriological quality as approved drinking water. 

See Site and Facilities: Development Flan Approval and New 

Construction Approval 
See Site and Facilities: Site Location — Drainage 
See Site and Facilities: Special Program Areas and Facilities-** 

Horseback Riding 
See Sanitations Sewage and Liquid Waste Disposal 



Alaska All camps siisll be provided with an adequate supply of water which 

is of satisfactory quality for drinking. 

An analyses for the quality of the water shall be made at intervals 
determined by the Commissioner of Health snd Social Services. Ths 
procedure outlines in the I^partment of Health and Social Services 
Water Supply Regulations shall be strictly adhered to in all watar 

(continued) 
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SAiirrATIGi?: Safe Watar Supply and Safe Ice Supply (continued) 



(eaatlmied) 



Arigona 



Arkanaaa 



aoalyaas. If the analysis is made la my laboratory other than the 
laboratorlea of the Department . . a copy of the results shall be 
fosvmrded to the Cosedssioaer of Health and Social Services 
ianedlately upon cc»qiletion of the analysis. 

Wells » springs p or cisterns must be so located and constructed 
that they are adequately protected from contamination. 

A water supply obtained frosi a source which is aid>j6ct to over-flow 
or surfsM cootraination, or a water supply obtained by dipping from 
a wall, spring or cistern will not be considered satisfactory. 

All water siq^pliss for camps shall bs properly disinfected, imXess 
obtained from a source which is free from contamination as shown 
by laboratory eKsmination and sanitary survey. 

All drinking water containers in camp shall be securely closed 
and so arranged that water can be drmn only frtna a tap, and said 
containers shall be kept clean and free from contamination. 

Vater shall be easily accessible to all rooms in which food is 
prepared or utensils are waahed, and the water simply shall be 
adequate, and of a safe, aanitary quality. Aa adequate supply of 
water of safe, sanitary quality ahall be easily available and used 
for drinking and for cleaning utensils snd equipment. 

Ice used in or with food or drisdc shall be from a source 
approved by tike health officer and so handled as to avoid 
contamination • 

See Sanitation: Sewage and Liquid Waste Disposal 

Every children's camp shall be provided with a water supply of 
sufficient quantity to provide a minimum of five gallons per person 
per day to the campsite at a rate of two and one-half tlass the 
average hourly dexaand, and be of a safe sanitary quality, meeting 
the mixiimum standards of the department of health services. 

Cross or back flow connections with contaminated water supplies 
or other possible sources of contamination are prohibited. 

See Site and Facilities i Site Location — Drainage 

See Sanitation: Toilet Facilities 

See Sanitation; Sewage and Liquid Waste Disposal 



An adequate stxpply of potable water, under pressure, must be 
provldsd at all times. Where a public water system is available, a 
ccmnection must be oiade thereto. If water from a source other 
than a public water supply is luied, it shall meet the reqtiirements 
aet forth under Rulea snd Regulations of the State Board of Health 
for Semi-PubXic Water Supplies. 

AdequaU and aafe facilities shall be provided for dispensing 
drinking water. The cooBum drinking cup is prohibited. 
Drinking fountains shall dlspenss the water at an angle and the 
orifice must be protected by a mouth guard. Coolers, other than the 
pressure type, shall be covered and the water withdrawn from the 
spigot of an approved design. If a cooler is used, individual single 

(continued) 
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SANITAXION: Safe Water Supply and Safe Ice Supply (continued) 



service cups shall be provided. A suitable protective container 
must be provided for dispensing the cups* 

Ice shall be oade fron water raeeting the requiiemants of Section 5, 
paragraph A, in an ice asking machine which is located, installed, 
operated* astd maintained so as to prevent contaminations of the ice; 
or shall be obtained from a source handled and stored in a manner 
approved by the State Health Officer. 

See Sanitation: Sewage and Liquid Waste Disposal 



A depend^le supply of potable water adequate to furnish fifty 
(50) gallons of water per person per day shall be available. Where 
pit or chemical toilets are used, this figure may be reduced to 
thirty (30) gallons per person per day. The water supply system 
shall conform to the following: 
(a) Sources 

(1) Wells 

(a) Location. All ground water sources shall be located 



at safe distances from sources of contamination. A 
safe distance is dependent upon numerous local factors 
and its determination involves, among other things, 
the evaluation of the following: character and 
location of the source of contamination, type of well 
construction, natural hydraulic gradient of the water 
table, permability of the waterbearing formation, 
extent of the cone of depression formed in the 
water table due to pumping the well, and the type 
of underground formation. 

Because the determination of a safe distance 
between a ground water t»ource and a source of 
contamination is dependent on many factors, it is 
is^racticable to establish arbitrary distances 
which will be adequate under all conditions* For 
the benefit of untrainei^ individuals who may use these 
standards, certain distances are specified. These 
distances were determined by the Joint (Federal) 
Committees on Rural Sanitation (1950) after 
consideration of the available information and are as 
follows? 

Fit pivies 25 feet 

Sewer or septic tank. . . 50 feet 
Subsurface sewage 

disposal field or 

seepage pit ..... . 100 feet 

Cesspool 150 feet 

Wells shall not be located in areas subject to floording 
unless the casing terminates above known flood 
levels, or unless an adequately sealed submersible 
type of p\5sa^ installation is used. 

(b) Well Construction. All wells shall be provided with 
an impervious casing which will effectively exclude 
subsurface waters and ground waters which are knoim 
to be contaminated, suspected of being contaminated, 
or capable of becoming contaminated. If dug wells 
are constructed, there shall be no construction Joint 
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iMNXXAIlGM: Safe Vati r Supply and Safe Ice Supply (continued) 



ERIC 



California within ten (10) feet of the surface. Dug veils 

(coQtiaMd) may not draw water from strata into which sewage 

ia being discharged « 

All pumps located over wells shall be taounted on the 
well casing, or a pump foundation, or a pi^ stand, so 
aa to effectively seal the top of the well* Where the 
puasp unit is not located over the well, the casing shall 
terminate above floor level (unless a tightly sealed 
submersible puap is used) and a water-tight seal shall 
be provided between the well casing and discharge piping* 

Op^iings into the casing for air-pressure relief, for 
sounding, introduction of gravel, or for other 
purposes necessary to operation of the well may be 
permitted but sust terminate above floor high-water 
levels* mieae opcmings shall be protected against such 
things aa small animals, insects, flood water, drainage 
or pump drippage by such things as caps, screens, or 
down*-tumed bends as stiitable to the given situation* 

All new wells shall be properly disinfected or the water 
produced be of demonstrated satisfactory bacterial 
quality before the well is placed in service* A ssmple 
tap or faucet for sas^ling shall be provided on the 
discharge line as near the pump as possible for the 
purpose of collecting samples of water for analysis. 

(2) Springs 

(a) Location. A spring shall not be located on the side 
of or at the foot of a hill if cesspools, privies, 
sewers, or other sources of contamination are situated 
where they would be above the spring and in the path 
of the ground«water flow toward the spring. In no 
case shall a spring be located closer than two hundred 
(200) feet to an upstream potential source of 
ccmtamlnation * 

(b) ConstnK:tion. Springs shall be developed with tight 
box or enclosure with water-tight cover having no 
opsnings that will permit entrance of surface waters, 
windblown dusts or small animals. 

(3) Streams 

(a) No stream sources shall be tised without treato^t. 
(Properly constructed and approved "filter Intakes" 
are considered to be an acceptable treatiaent method.) 

(b) Storage. Water stored shall be kept in is^ervlous tanks 
protected against surface drainage* No storage tanks 
shall have a connection, for drainage or otherwise, 
directly to a sewer. All tanks shall have water-tight 
covers and all openings shall be covered with 
corrosion^reaistant screens capable of excluding birds 
and rodents. 

(c) Distribution System. 

(1) The distribution system, including transmission 
lines shall be constructed, installed and tested 
in accordance with the applicable provisions of 
Chapter 4, Title 24, California Administrative Code. 

(2) The affected portion of the distribution system 
shall be disinfected in accordance with the 
American Water Works Association's recosmiended 
practice following all pipe replacements or 
installations of new pipe. 

(c<m tinned) 
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SANXTATXW: Safe Water Supply and Safe Ice Supply (continued) 



(conti&t^d) 



(d) Water Quality. 

(1) Bacterial Quality. 

(a) Water ae drawn fron wells and springs 

and treated water sources shall meet U. S* 
Pii>lic Health Service "Drinking Water 
Standards" as to bacteriological quality 
and potability. 

(b) Frequency of saioples shall be detenoined 
by the local enforcing agency* In no case 
shall less than one (1) saiaple per year be 
collected. Additional sassples should be 
taken from the distribution systeo as local 
conditions dictate p as detenoined by the 
local enforcing agency. 

(2) Chemical Quality. In areas where the chemical 
quality of the water Is unknown, or suspected 
to be unsatisfactory, at least one (1) chemical 
sao^le shall be analya&ed. The chemical 
constituents shall not occur in excess of the 
concentrations recosiaended by the U, S. Public 
Health Service Standards where other more suitable 
supplies are available in the judgment of the 
local enforcing agency. In addition to the above 
chemical standards, the taste* odor and 
appearance of the water shall be such that it is 
generally acceptable to the consumers. 

Drinking Fountains. At least one (1) approved drinking fountain 
shall be provided centrally located in the campsite. The orifice 
shall not be accessible to the mouth of the drinker nor subject to 
submersion. Drinking fountains shall be installed and so regulated 
that a Jet of at least two (2) inches of water shall be constantly 
available. Waste water from drinking fountains shall be disposed 
of as required in Section Tl 7- 30712. 

Hot and cold running water iinder pressure shall be provided in all 
areas in which food is prepared or utensils are washed. The water 
supply shall be of a safe, sanitary quality. 

Special water distribution requirements under Article PIQ, 
PlOOl to P1D09, Title 24, CAC and also Drinking water supplies under 
Article 4, Tl 7-7583 to Tl 7-7594 covering requirements for running 
water, prohibiting unlawful connections, cross-connection control, 
approval of devices non-potable water piping, water piping^-^use of 
materials, water distribution control valves, gravity supply tanks, 
water pressure installation, inspection, and testing, size of 
potable water piping, approved water and auxiliary supply, approved 
check valves, alr*^gap separation, backflow prevention device. 



See Sanitation: Toilet Facilities 



Colorado Drinking water shall be readily accessible and served to children 

during the day, with approved drinking fountains or disposable 
paper ci^s. Individually used. 

See Sanitation: Sewage and Liquid Waste Disposal 



334 



er|c 



SASZIAIZONt Safft Vat«t Supply nd Safe Ica Supply (continued) 



Conatctieut W«t«r supply. A vatsr supply of ganiUry quality shall be provided 

for each youth caap In aa^>l« quantity to meat all raqulraroenta of the 
mkImi nusA^ar of parsons uaing such a camp at any tiM. Whenever 
vater la obtained froo other than an approved public water supply* 
it shall be of eafe, sanitary quality approved by the state 
dapartasnt of health. Any well shall conform with the requiretoents 
of section l9-l3^B51a to 19«*1>BS11, inclusive. Such vater supply 
shall be easily obtainable from its source or from a distributing 
eystM within a distance of not a^re than three hundred feet of any 
camping spot vithto such tract. Zn cases where it can be shown that 
the ^prowd weter simply is not adequate to satisfy all demands of the 
caapt chlorinated lake weter may be used for toilets and showers but 
shall not be supplied to the kitchen or to any $irks. 

Drinking facilities. Driididng fountains shall be sanitary as 
prftacribed in section 19-13-B35 and no cosfson drinking utensils 
shall be provided or used. 

See Site and Facilities: Site Location — Drainage 



Pelawar e The water supply shall be adequate in quantity and shall be obtained 

from an approved public water simply system when available, and, in 
other instancea, shall be obtained from a source not considered 
dangeroua or potentially dangerous as determined by a sanitary survey 
made by an agent of the State Board of Health, md by bacteriological 
esasd^ation of the water tested by the State Board of Health 
Laboratory at regular intervals, but not less than saonthly. 

Facilitiea for the dispensing of drinking water shall be by sanitary 
drinking fountains of a type approved by the State Board of 
Health, or through the use of individual drinking cups of disposal 
cups. Cossion dippers or coimiK>n drinking glasses shall not be used. 

See Sanitation: Toilet Facilities 



Florida An adequate and convenient stspply of water under pressure that 

conforotf with the reqtUrements of Chapter lOD-4 of this code shall be 
available at all times in each recreational or educational cassp for 
drinking, culinary, bathing and lamdry purposes. 

The water supply shall provide at least thirtyfive (35) gallons per 
person per day to the csn^>site. 

Adequate facilities tor providing hot water for bathing and dish- 
washing purposes shall be available. 

Water outlets shall be located in such manner that no shelter or 
habitable area is s^re than one-hundred (lOO) feet distance from 
such an outlet. Drainage facilities shall be provided for the 
overflow or spillage from such outlets. 

Water under pressure shall be supplied to all buildings housing family 
living quarters and all other buildings in which cooking is permitted 
or which contain facilities for bathing, laundering or dishwashing. 

A supply rate at least two and one half (2-1/2) times the average 
hourly demand shall be possible and the distribution line shall be 
capable of supplying water at normal operating pressure to all 
fisttures* 



SANITATION: Safe Water Supply and Safa Ice Supply (continued) 



IlXlooia All youth caiaps shall provide a water supply which 0009 lies with the 

follwing; The water supply for driakiug, shovars, bathing and 
culinary purposes, as well aa the distribution systea for such water 
supply shall be adequate in quantity, safe in quality shall be 
located, ccmstructed, operated, and maintained as approved by the 
Department. The U. S. Public Health Service Drinking Water 
Standards (latest edition) shall be used as criteria for Judging 
acceptable water quality. 

If water sables collected frcna a youth camp drinking water supply 
Indicate the water to be unsafe, as determined by the Department, 
the Simply will not be approved for use* 

Where a public water supply is available, it is recosvnended that 
such water should be used in the youth cax^. 

Location. All well sites shall be located at a point of hi^ elevation 
and aa far reoK)ved from known or possible sources of pollution as 
the general layout of the premises permits. Minimum distance between 
wells and sources of pollution shall be maintained as follows: 



Sources of Pollution 



Minimum Distance 
in Feet 



Note: 
Distances 
listed . . • 
apply only in 
clay and loam 
soils. In 
gravel and 
sand forma- 
tions y safe 
distances will 
be variable, 
being greater 
than for clay 
and loam soils 



Cess Pools 
Leaching Pit 
Pit Privy 

Si^surface Seepage Tile 
Manure Piles 
Septic Tank 
Barnyard 

Sewers (non«^cast iron) 

Sewers (cast-^iron with watar-ti^t 

leaded or mechanical Joints) 
Footing Drains (no connection to 

a sewer or a sump handling sewage) 
Pump House Floor Drains (cast-iron 

with water-tight Joins and having 

a free fall discharge to ground 

surface) 



150 feet 
100 feet 
75 feet 
75 feet 
75 feet 
50 feet 
50 feet 
50 feet 

10 feet 

10 feet 



2 feet 



Exception s In the case of an existing well, its sanitary quality 
shall be determined by inspection, sanitary survey, and bacterio- 
logical sailing. Defects found by inspection or survey, or 
contaminated samples (as determined by reference to U, S. Public 
Health Service Drinking Water Standards^-^latest edition) shall be 
considered sufficient grounds for the requirement of repairs, 
chlorination, or condeimtation. 

Sampling. One or more sauries shall be collected from each new or 
existing well or other source of water, at the tits^ of the initial 
inspection and at that time, based upon the inspection results, a 
sanpling schedule will be set up by the Department but in no case 
will sampling be less than annually. The collection of samples shall 
be the responsibility of the licensee when bottles are provided by 
the Department. 

Pump Suction lines. Suction lines shall be located with respect to 
sources of pollution as required in Rule 13.02, Table 1. 

(continued) 
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SANITATION: Safe Water Supply and Safe Ice Supply (continued) 



Illinois ConstmctioQ. All new wells shall be constructed In accordance with 

(ccmtinued) the Illinois Water Well Construction Code Law and the Rules and 

Regulations adopted pursuant thereto. 

Pumping equipment. Pump installation and isaintenance shall be in 
confonaance with the Illinois Pusp Installation Code Law and 
Rules and Regulations adopted pursuant thereto. 

Existing wells. All repairs, mdifications and alterations to 
existing wells and piling equipment shall be in accordance with 
the Illinois Water Well Construction Code Law and the Illinois Pump 
Installation Code Low and Rules and Regulations adopted pursuant 
thereto. 

Pumping equipffient. A sanitary seal shall be provided for the annular 
between the drop pipe and the casing. Pump-roc^ floors shall be of 
is^ervious construction and shall slope away from the puap pedestal* 
In every instance, the pump base and the well casing or well opening 
shall be at least six inches above the floor* 

Surface water supplies. Gravity filtration and disinfection shall 
be provided as the minimum treats^t facilities for all supplies 
obtained from ponds, lakes, streams, rivers, and other surface collectors 
of water. Surface water supply treatment facilities shall be 
designed, constructed, operated, and f&aintained as described in the 
I>epartment's Circular N820, *'Pond Water Treatment/* or in accordance 
with the "Recommended Standards for Water Works — Great Lakes 
Upper Mississippi River Board of State Sanitary Engineers" (latest 
edition). 

Storage reservoir. All nonpressure reservoirs shall be constructed 
of permanently water-tight material, and shall be provided with a 
water**tight , insect-proof cover. 

On the new water supply installations, all nonpressure storage 
reservoirs in or on the ground shall be located in such a manner 
that surface water will flow away from the structure. When the 
bottom of any such reservoir is located below the ground surface, 
the reservoir shall be located with respect to sources of pollution 
as outlined in Table 1. Where manholes are necessary, they shall have 
a raised curb and be provided with a cover of the overhanding type. 
Vents and openings shall be installed so there is no has^rd to the 
sanitary quality of the water supply. 

Water distribution lines. Tlie water supply lines shall not have a 
physical pipe connection with nonpotable or questionable water supplies. 
(Details are included on the horizontal separation, vertical 
separation, for unusual conditions and sewer manholes). 

Plumbing fixture backflow protection. All plusi^ing fixtures and other 
equipis^nt connected to the water supply shall be so constructed and 
installed as to safeguard the water supply from the possibility of 
contamination through cross-connections or back-siphonage. Laundry 
units and similar equipment shall be so constructed and installed 
as to prevent the contamination of the contents by the backflow of 
sewage. When required » the fixture or appliances shall be connected 
Indirectly with the drainage system by means of an open, funnel-type 
fitting. 

(continued) 
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SANIIiiaXONi Safe Vmtmt Supply and S«f« Zc« Supply (eontiau«d} 



(eratlnuad) 



lodiana 



Kan . tucky 



Oomxm drinking cups prohlbitad. All outl«t« Mt^Xiahad for xhm 
provlaicm of drinking vator ahall conaltt of « drinking fountain 
In aecordanea vith tho n^ulraaanta eontalnad in tha IXXinoia 
Staea Flusbing Coda Zf this la not practical , an adaquata 

aupply of ainglr-aarvlea drinking cupa shall ba provided. C^azion 
drinking ciq^a ara pr^ibitad. 

Clatama. datama aball not ba uaad for a youth can^ water 
aupply. aa^tapt with apadal approval by tha department , 

Hauled weter. Whan it la nacaaaary to haul water to aupply a youth 
eoqpt the water ahall be obtain^ only frcnn an appro>^d aour^ of 
aupply. The aource ahall be approved prior to iaauing a pen&it to 
the youth camp and ahall not be changed during the youth cmp^B operating 
period without prior approval of the Dapartomnt. 

EquipiMit uaad for hauling water, including tank trucka or trailera, 
hoaea, etc. » ahall be uaad only for handling aucb potable water. In 
an emergency » equipment used for handling other potable suiteriala 
aucb aa milk, ayrup, etc., may be used after thorough cleaning and 
aterillEatlon with no leaa than 2(X) pps of free chlorine. 

Equipment uaed for the storage of hauled water ahall be datema 
c^iatructad in accordance with Rule 13.14, reaervolra constructed 
In accordance with Rule 13.10, or metel tanks. Such tanks shall be 
of tight, easily cleanable construction, with water-tight covers; any 
vents shall be screened with 24-s^sb insect screen. Such cisterns, 
reservoirs, or tanks shall be thoroughly cleaned and sterilised 
with no leea than 200 ppia of chlorine icimediately prior to use. 
The tsnks shall be used for other purpose than the storage of 
potable water. 



An adequate and convenient supply of water which meets the quality 
standards of the State Board shall be available at all times in each 
caisp for culinary, drinking, bathing and laundry purposes. Where 
a public water supply Is available, it shall be used to provide 
water for the caiop. 

When wells are used aa the aource of the caiop water aupply, they 
shall be in full coispllsnce with applicable standards of the State 
Board. 

Coigmon drinking cups shall not be permit ted « 

Transported water for primitive travel, trip or troop 
camping shall be carried in closed containers which have been 
disinfected and are not used for any other purpose. 

In organisational and residential camps there shall be a minimum 
available Bxxpply of 40 gallons per camper per day if water flush 
toilets are used, and a minimum of 20 gallons per camper per day 
if privies ere used. 



The water supply shall be potable, adeqi^te and from an approved 
public supply of a samlclpality or water district, if available. 
In the event a pi&llc water supply of a municipality or weter 

(continued) 
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SM(ITATZ(^: Safe Water Supply and Safe Ice Supply (continued) 



Kentucky district ia not available, the supply for the caop ahall be 

(continued) developed and approved in accordance with applicable requireawnts 

of the Departmnt for Natural Resource and Environi^ntal Protection; 
provided, however, if a public water supply of a municipality or 
water district subsequently becon^s available, connections shall 
be taade thereto and the casq^ supply shall be discontinued* 

Adequate drinking fountains or portable water coolers of an 
approved type shall be provided within the casip. Cosmon drinking 
cups, glasses or vessels are prohibited. 

Where portable drinking water containers are used, they shall be of 
easily cleanable construction, kept securely closed and so designed 
that water oay be withdrawn from the container only by water tap 
or faucet and shall be taalntained in a sanitary condition. 

All ice used shall be froia an approved source and shall be handled 
And stored in such a manner as to prevent contaxaination. If ice 
is made on the premises of any caisp, the ice-making machine shall 
be of approved construction and the water shall be of the same 
bacteriological quality as approved drinking water. 



Louieiana A supply of water safe for human consus^ition shall be provided in 

KBplB quantity to meet all requirements of the maxifimm nu^er of 
persons using such House Court or Cag^ at any one time. Said water 
supply shall be easily c^tainable from its source, or through a pipe 
distribution system from which faucets shall be located not more than 
one (100*) hundred feet from any House Court or Camp, within such 
ground. If the water supply is obtain^ from a well or wells, 
said well or wells most comply with the provisions of this Code. 

Special hoses shall be kept for the filling of water tanks on house 
trailers, and shall be stored off the ground under sanitary 
conditions when not in luie* The hoses shall be used for no other 
purpose than the watering of house trailers, and shall be so handled 
and used that they may not cause contamination of water either in 
house trailer tanks or in the water supply system. 

See Site and Facilities: Site Location-«"Drainage 



Maine The water supply shall be adequate, of a safe sanitary qualityt and 

from a source approved by the Department. 

All private water supplies shall be subject to inspection of all 
times and no water from such sources shall be used or supplied to 
the public unless samples therefrom have been tested and approved 
by the Department, yearly. 

The source of all water supplies must be protected from pollution 
and treated in a manner satisfactory to the Department. 

When a surface supply is used for domestic purposes, it must be 
filtered and continuously disinfected by a method approved by the 
Department. 

Driven, drilled or dug wells xsuBt be separated from all source of 
pollution in accordance with the following table: 

(continued) 




SANITATKW: Smfm Watvr Supply and Safe Ice Supply (contlniMd) 



Pally Waf r Oaad F ea t 

Up to 999 gal. /day 100 
ICWO gala, to 1999 gsl./ 

day 200 
20(K) gals, or move pot 

day 300 

Coplaa of the vatar analyala ahall be posted with the Departi^nt 
licansa at the recreational cmsp* 

Sea Site and Facilities : Site Locations-General Location and 

Adequate Space 
Sea Sanitation: Bathing* Handvaahing, and Laundry 



A safe* adequate t and conveniently located vater supply ssust be 
provided for each caaap In cooapllance with applicable regulations* No 
water aupply ahall be Installed, altered, or used without the 
written permission of the Approving Authority. 

Drinking fountalna shall be of an approved type and In locations 
acceptable to the Approving Authority. Faucets shall not be used 
as drinking fountains. Areas around faucets or drinking fountains 
ahall be drained In a laanner acceptable to the Approving Authority. 



Potable Water Required. The operator shall supply an adequate 
quantity of water of aafe sanitary quality* The water supply shall be 
obtained only from a public water supply or from a source approved 
In writing by the Maeaachuaetta Department of Envlronisental Quality 
Engineering. In each residential or day ca^» adequate drinking 
facilities shall be provided and centrally located. 

The board of health shall cause aasq>les of drinking water frois 
private sources to be taken* and shall cause analysla of the samples 
to be made to determine the sanitary and chemical quality of the 
water. Such analyaia shall be made no less than 30 days before the 
opening of camp In a laboratory certified by the Department of 
Environmental Quality Engineering. The reaults of testing shall 
be kept on file at the camp* 

Common Drinking Cup Prohibited. The operator shall not make available 
nor permit the uae of any common drinking utaoall. Every drinking 
fountain ahall be of a sanitary design and construction* 

See Site and Facilities: Site Locatlon-^General Location and 

Adequate Space 
See Sanitation: Toilet Facilities 
See Sanitation; Solid Waste Disposal (Garbage) 



HlchlEsa Each sink, lavatory and ahower shall be supplied with safe and potable 

water 9 sufficient in quantity and preasxtre to meet conditions of 
peak demand. 

Water shall be supplied from a public water ay stem » 1^ available, 
otherwise from an approved private source. Water for dwellinga shall 
be kept free iram connectlona to an tmsafe water supply and from 
croaa connectione to a drainage or secondary water system* 

(continued) 
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SASlTArvm^ Sm£% Vmtmt Supply sad Saf« Xm Supply (contliiuftd) 



Michigan 
(cootinwd) 



tUiin— Ota 



Mebraika 



A gtomd vmtmx supply mymtm shall co«ply with Act No. 294 of the 
Public Acts of 196S, bsiog ssctioos 325,22l to 325.240 of the 
Michigsn C^ilsd Lavs ss to rsgistrstloti of the well driller and 
pua^ setter. The location, coastruction, md aalntenMce of the 
systra shell coaply with S 325.1451 to K 325.1461 of the 1964-65 
supplMent to the Hl^igaa Ad&inlstrstlve Code. 

See Site sad Fscllitles; Spedsl Progrffis Areas and Facilities^ 

Horssbsck Riding 
See Sanitations Scvage and Liquid Waste Disposal 
See Sanitations Insect, Weed, and Rodent Control (Vector Control) 



Every cenp shall be provided with s safe supply of vatsr acceptable 
to the State Board of Health and adequate to Simply all nMds of the 
occtqyaats for culina:^, drinking, and bathing purposes. Water, 
asccc^t that served at tasals, shall be dispensed either by mesne of 
astisfactorily deeiglied drinking fountains or individual paper cups. 

See Site and Facilities: Site Locstlon—General Location and Adequate 
Space 

See Sanitations Sewage and Liquid Waste Disposal 



All youth caaps shall have a water eiqppiy which is pottle, adequate, 
and froft a source approved by the State Board of Health snnuslly. 

Only potable water shsll bs used for drinking, brushing teeth, cooking, 
or reconstituting dehydrated or concentrated products. 

Siq>pllea shall be constructed, protected, operated, and maintained 
in conforaanee with applicable State and local laws, ordinances, 
and regulations. 

The supply servicing a youth cas^ say consist of: 

1. A public water supply system, or 

2. An on*^slts individual water supply system, or 

3. Wster which has been transported tc the camp for dispensing 
to caapers, or 

4. Watsr which has been purified before use in accordance with 
approved procedures of the Board, or 

5. A conbination of the above sources acceptable to the Board. 

Drinking Facilities. 

a. At least one drinking facility shall be provided and 
c^trally located for each 80 campers. 

b. No coBTOn drinking utensils shall be provided or used* 

See Site end Facilities s Development Plan Approval and New 

Construction Approval 
See Sanitation: Toilet Facilities 
See Sanitation: Animal Regulations 



The water supply shall be obtained from a source which is properly 
located, constructed, and operated to protect it fvcm contamination 
and pollution. Water shall c^et currant standards set up by the 
State Departi^nt of Health as to bacteriological, chemical, and 
physical tests for purity. 

(continued) 
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SANITATION: Safe Water Supply and Safe Ice Supply (continued) 



Hebraaka An adequate supply of water shall be provided for camp purposes, 

(continued) 

Sanitary drinking fountains or individual drinking utensils, 
separate from toilet rooms, shall be provided. Multiple use 
drinking utensils shall not be used except when they can be properly 
washed and sanitised between usage* Cosam^n drinking utensils shall 
not be used. 

No plusbing fixture or other device which provides a connection between 
a drinking water supply aaad a drainage, soil, waste or other sewer 
pipe so as to loake possible the backflow of sewage or waatewater 
into the water systexa, shall be installed or be permitted to remain 
installed. Water which has been used for cooling or for any other 
purpose shall not be retuined to the system. All pludbing shall 
conform to the local plusd^ing code. Where no plumbing code is in 
effect, plufi&ing shall conform to the National Plumbing Code ASA A 
40 8-1955. 

Ice used for cooling water or food products by direct contact shall be 
made from water that meets the State Health Department standards for 
drinking water. Cleanliness shall be maintained in all parts of the 
process of manufacture and in handling the ice. 

See Site and Facilities: Site Location — General Location and 
Adequate Space 



Sevada Each such camp shall be provided with a water supply of sufficient 

quantity of a safe sanitary quality, meeting the minimum standards 
of the board of health of the appropriate health district or county. 

Cross* or back- flow connections with contaminated water supplies 
or other possible sources of contamination are prohibited in such 
camps. (Added to NRS by 1967, 1050) 

See Saltation: Toilet Facilities 



Sew Hampshire Water supplied to camps for drinking and culinary purposes shall be 

adequate and of safe sanitary quality; and only water which Is of 
safe sanitary quality shall be delivered or piped so as to be 
accessible for drinking and culinary purposes. 

(Experience has indicated that due to increasing activity on the 
surface waters of the State and more complete Information on the 
ineffectiveness of simple chlorlnatlon on the elimination of water-bourne 
viruses, the use of surface water, with or without chlorlnatlon, 
is not considered a safe sanitary supply for drinking and culinary 
purposes. ) 

No cross-connection shall exist between approved and unapproved 
sources of supply. Fixtures shall be so constructed as to Involve 
no inter-connections and no hazard of back-^slphonage. The use of 
lead pipe as a conducting medium is prohibited. All plumbing shall 
conform to the requirements of the BOCA Basic Flusoblng Code g^s 
adopted by reference by the Commission, January 1976. 

Wells and springs shall be so located as to avoid any chance of 
contaxBinatlon from buildings or other sources, and shall be adequately 
protected. Such sources shall be properly encased in masonry or tile, 

(continued) 
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thl« to wtMd w«ll abovt th« gurfmca of tht ground, ud « ti^t 
covering provided. S«s©v*l of vator by dipping or driving by « 
bucket le prohibited. A r««icmablt distaneo ihall be sitabUibftd 
betvtton the c9Bp vator lourct and tiio w»»ti diipoial syitea. Such 
diitanM should bt u grMt ai poiaibla but not than 200 foot. 

In ovory cms at laaat ona analyaio of the aourca fhall hava 
baaa mada by tha Comiiiion, and such additional analyfaa aa my 
ba nacMaary. and aa lupplsaantad by inapaction* to giva atiuranca 
that tha supply ii eontinuoualy of safa and aanitary quality. 
In tix% avnt that an analyaia diadoaai uniatiofactory quality, 
imadia ta it^a ahall ba takan to ovarcoma tha condltiona raaponiible 
and, if aaeaaaaryt anothar aourca ivibatitut^. To ba da«&td of 
accaptabla quality » tha simply shall ba fraa froa appraeiabla turbidity, 
aadlMit, odor, axcaaaiva color, iron and organic aattar. Organiisna 
of tha colon group ahall ba absant, aa wall aa exceaaiva nusibara of 
othar bactarial organisms. 

Whara a vatar traatMnt procaas ia ax^loyad, accurate daily 
raporta on tha operation tharaof ahall be submitted at monthly intervals 
to the Comieaion on a form supplied by the latter. Such records 
shall ba opm to examination at any time by the inspector. Camp 
managam«it ahall provide and maintain adequate testing equipment in 
order that tha required daily tests may be properly recorded. 

The use of coimon drinking cups is prohibited. If drinking 
foimtaina are provided, these shall oe of sanitary deai^ and 
conatruction, such aa to meet the requir^ents of the State pludbing 
regulationa. 

See Sanitation; Toilet Facilitiea 

See Sanitations Sevage and Liquid Waste Disposal 

See Primitive Camping and Out of Cas^ Trips: General 



Haw Jareey Drinking fountains, if provided, shall be constructed of impervious 

material and have an angle jet with a nosxle above the overflow rim 
of the bowl. The noxxle shall be protected by a nonoicidizing guard. 
The bowl shall be of easily cleanable design, without corners, and the 
bowl opening shall be equipp^ with a strainer. Wastewater from the 
bowl shall be discharged to a suitable drain by means of & pipe with 
a s\d.table air gap. 

Water supply shall cosily with Chapter XII of the New Jersey State 
Sanitary Code (N.JpA.C. 8:21-2) and (N.J.S.A* 262^-9). 

Sec Site and Facilities: Special Program Areas and Facilities- 
Horseback Riding 

See Personal Health, First Aid, and Medical Services s Infirmary, 

Emergency Equipment, and Plan for Isolation 
See Sanitation: Sewage and Liquid Waste Disposal 

Haw Mexico No construction or modification of storage, treatment, or production 

facilities where the cont«aplated expenditure for such construction 
or modification exceeds two thousand dollars ($2,000) for a Class I 
utility system, (population served~25 to 5000); ten thousand dollars 
($10,000) for a Class II utility system, (population served--5001 to 
10,000); thirty thousand dollars ($30,000) for a Class III Utility 
system, (population served— 10,001 to 20,000); or one hundred thousand 

(contintsed) 
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SANITATIC^: Safe Water Supply and Safe Ice Supply (continued) 



Ijew Hexico dollars ($100»000) for a Class IV utility system, (20,000 or 

(continued) more persons served); shall be coxomenced without prior approval of 

the Agency. Applications for approval shall be filed not less than 
sixty (60) days prior to the commenceinent of the construction 
or taodif ication. 

In the event of an emergency » upon oral or written request, the 
Agency taay grant teisporary permission to commence construction or 
modification prior to the filing of an application for approval. 
The Agency shall confirm the granting of such permission by 
certified mall. Permission shall expire within thirty (30) days 
of the date of the confirmation if an application for approval 
in accordance with Sei ^lon 103(c) has not been filed. Permission 
shall be deemed revoked if Che application for approval is denied. 

Compliance with Water Supply Regulations — No person shall control, 
manage or operate a public water supply system unless the system 
is cmintalned in compliance with Water Supply Regulations of 
December 9» 1977 issued by the New Mexico Environmental Improven^nt 
Board. 



New York Water Supply* Tlie water system used for human consumption, food 

processing and personal cleanliness shall comply with Part 5 
of this Chapter including the following: 

(a) The water supply shall not exceed the maximum contaminant 
levels in Section 5-^1.61 and 5-1.64. 

(b) Where a water treatment process is employed, records shall 
be submitted monthly to the permit issuing official in 
accordance with Section 5-1. 72(d). 

(c) Any interruption in treatment of a drinking water supply 
shall be reported immediately to the permit issuing official; 
no change in the source or treatment shall be made without 
first notifying and securing the approval of the permit 
issuing official in accordance with Section 5-1.22 and 

5-1. 23(a). 

(d) A well or spring source of water shall be so located and 
constructed as to protect against sources of pollution. 

(e) There shall be no physical connection between a pipe 
carrying drinking water and a non-potable water supply* 
Any fixture, installation or equipment from which backflow 
may occur, shall not be supplied water directly from a 
drinking water pipe unless approved by the permit issuing 
official as required in Section 5-l«31. 

(f) Common drinking utensils are prohibited. Drinking fountains 
when provided shall meet American National Standards Institute 
All2.il. 1—1973 Standard 100. 

Ice that is cuusu£ied or used to cool food shall be obtained from a 
source approved by the State Commissioner of Health. 

See Personal Health, First Aid, and Medical Services: Infirmary, 

Emergency Equipment, and Plan for Isolation 
See Program Safely: Handling and Storage of Flammable Liquids, 

Poisons, and Chemicals 
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SANITATION: Safe Water Supply and Safe Ice Supply (continued) 



The water supply shall be from an approved source, shall be 
adequate to meet the requirements of the camp, ai»d shall be of 
a safe sanitary quality. 

When a private water jupply is used, it shall be located, 
constructed, maintained, and operated in accordance with the 
requirea^nts of the Division of Health Services bulletin No, 476 
(Reviaed 1/70) entitled "Protection of Private Water Supplies," 
A saxaple of water shall be collected by the sanitarian and 
submitted to the Laboratory Section of the DepartTOnt of Human 
Resources or other approved laboratory at least once a year. 
No backflow connections or cross-connections with an unapproved water 
supply shall exist. 

Adequate hot water heating facilities shall be provided. Hot and 
cold water under pressure shall be easily accessible to all rooms 
where food is proces&ed or handled; rooms in which utensils or 
equipment are washed; baths; laundry rooms; toilet rooms; garbage 
can wash areas; and other areas in which water is required for 
cleaning, sanitizing, or other essential operational 

NOTE: It is reconaaended that a sample be taken while the camp is 
being made ready for the season, preferably about two weeks prior 
to opening date, and that at least one additional sample shall be 
taken while the camp is in operation. 

Drinking water facilities shall be provided so that water can be 
dispensed in a sanitary manner. Drinking fountains, if provided, 
shall be of sanitary angle-Jet design, shall be kept clean and shall 
be properly regulated. 

Ice Handling. Ice shall be handled, transported, stored, and 
dispensed in such a manner as to be protected from contamination. If 
block ice is used, outer surfaces shall be thoroughly rinsed before 
crushing. Ice crushers, buckets, containers .nd scoops shall be 
kept clean and shall be stored and handled in a sanitary manner. 
Facilities for the making and storage of ice shall be kept clean and 
in good repair and shall be so located as to be protected from the 
elements, splash, drip, dust, vermin, and other contamination, and 
from use by unauthorized personnel. 



The operator shall make water available at ail times from a source 
approved under applicable laws. The water must be of adequate quantity. 

Water to be used exclusively for flushing toilets may be from a 
non-^potable supply only if it is made unavailable for consumption 
by the public and if all discharge points are clearly and indelibly 
labeled "unsafe for human consumption-" 

Water supply systems shall be located, constructed, and maintained 
in accordance with the standards of the Ohio Department of Health. 

Potable water wherever it is made available for human consumption. 
Water need not be provided for primitive day camps or primitive 
resident camps. 

See Sanitation: Toilet Facilities 

See Sanitation: Bathing, Handwashing, and Laundry 
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SiSTSMUmt Saft Wattr Sx^ply ud Saf« Zm Supply (eontinuad) 



Qygon Vmtmt supply systm •wvlsg orgmoiMtional M&pa cooply 

Oragon Stata Baaltii Divlaicm Adsinlstrativa Eulaa for 
Douatlc Watar Supply Syatouit Oragon Admiiilstrativa Rulaai 
Cbaptar 333, aaeticma 42--200 fihrou^ 42-245* 

All lea uaad ahall ba from a ■oucea in eomplianca with OSS CSuiptar 
627 and tha rulaa tharaimdar* Zea ahall ba atorad aad ba&dlad in 
auch a way aa to pravant coftttt&iaation. Vatar uaad to oika lea 
or to vaab lea shall c^ly with OKS Chaptar 333| aaetloxaa 42-200 
throu^ 42-245. 

Saa Sanitations Savaga fi&d Liquid Uaata Ditpoaal 
Saa Sanitation! Bathing. Handwashing, and Laundry 
Saa Sita and Faeilitiaas Facilitiaa Daaign— Baating, Elactrieity, 
sad Fltoibing 



Panfisylvania All vatar usad in tha oparation of w organisad eas^ or camp- 

groxmd shall ba provldad from a supply approvad by tha Dapartmant. 
Approval of a watar supply shall ba baa^ upon satisfactory 
cossplianca with construction standards for watar si^plias approved 
by tha Dapart^nt. 

Tha watar supply shall ba adaquata in (^\iantity and shall Mst tha 
bactariological and chemical vatar stan<?ards of tha Daparts&snt. 

An unapproved watar supply shall be made inaccessible to the 
public In a manner deaned satisfactory to tha Department* 

Sea Sita and Facilities; Facilitias Dasig;n«*«*Heating, Electricity , 
and Pluabiug 

See Sanitations Sewage and Liquid Waste Disposal 



Shode leland The operator shall supply an adequate quantity of water of eafa 

sanitary quality. The watar st^ply shall be obtain^ only from 
public water supply or from a source approved in %nriting by tha 
Rhode Island Department of Health. 

The operator shall install all pipea and pumps delivering 

drinking watar in accordance vith accaptsbla plvsnbing standards « and 

he shall maintain them in good working order. 

The operator shall not permit any physical connection to assist between 
any pipe carrying watar from a source approved in accordance vith 
Regulation 7.1 and any pipe carrying water from any other aource 
without the written approval of tha Bhode Island Department of Health. 

The Director shall cause samples of drinking water from private 
aourcas to be taken, and shall cause analyses of the samples to be msde 
to determine the sanitary quality of the water. Such analysea shall 
made at least once annually. 

The operator shall not make available nor permit the uaa of any 
common drinking utenail. Every drinking fountain ha supplies shall 
be of sanitary design and conatruction as approved by the director. 

Every camp, bathing resort and amiuement place shall supply to 
patrons water frc^ a source approved by the director, sufficient in 

(continued) 
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SANITATION: Safe Water Supply and Safe Ice Supply (continued) 



.gjode lelaod quantity to serve the aaximuiD population using the premises 

(continued) at any time. 



Such water supply shall be so distributed as to be readily 
available; faucets, pumps, and bubblers shall be of an approved 
type; water supply pipe shall be of a type approved by the director. 

See Site and Facilities: Facilities Design—Heating, Electricity, and 
Plunging 

See Sanitation: Solid Waste Disposal (Garbage) 
See Sanitation: Bathing, Handwashing, and Laundry 



Thm operator shall provide an adequate, safe supply of potable 
water approved by the Board of Health. Plans and specifications, when 
required by the Health Authority, shall be prepared by an engineer 
registered in South Carolina, and must be submitted to the Bureau of 
Environmental Engineering and a construction permit obtained prior to 
construction of the water system. 

The water supply shall be sampled and tested by the health department 
laboratory each year at least four (4) weeks prior to the opening of 
camp and at least ninthly during can^ operation. In the case of 
year-round camps, samples shall be collected and tested by the 
Health Department laboratory at least once a month. 

All caj^ water supplies including wells, springs, lakes or other 
supplies together with the distribution system shall be approved 
and constructed in accordance with Board of Health standards. 

Residential Camps shall provide hot and cold water under pressure 
to showers and lavatories in the bath house. The hot water shall not 
exceed 140^F. , provided, that in existing camps where mixing faucets 
are not available, the hot water shall not exceed 120°F., at the 
faucet t 



Drinking fountains shall be provided in resident camps as needed 
and shall be constructed of impervious material, shall have an 
angle-jet nozzle protected by a non-oxidizing guard above the 
overflow rim of the bowl. Drinking fountains shall be equipped 
with a pressure regulating valve and shall be maintained in a 
sanitary manner. 



Water storage reservoirs shall be water-tight and constructed of 
impervious materials; all overflow pipes and vents shall be screened 
with a non-rusting 15-mesh material and shall automatically discharge. 

All ice shall be procured from a source approved by the health 
authority and shall be stored and handled in such a manner as to 
prevent contamination. Styrofoam containers shall not be approved 
for storage of potable ice, unless lined with a single-service 
liner* 



Underground stop and waste cocks are prohibited and shall not be 
installed on any water supply connection. Existing underground stop 
and waste valves shall be eliminated or provision made to prohibit 
possible back-siphonage. 



(continued) 
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SANITATION J Safe Water Supply and Safe Ice Supply (continued) 



South Carolina Where potable water is piped to individual cioapaites, the 

(continued) coimaction shall consist of an iS-^lnch riser of one-half inch pipe 

having a valved outlet with a hose bibb allowing a flexible hose 
to be connected between the riser and a recreational vehicle. 
Vacuum breakers shall be installed as necessary. 

All supply lines shall be at least 3/4 inch. 

See Sanitation: Sewage and Liquid Waste Disposal 

Tennessee An adequate, safe» potable supply of water shall be available at 

all titaes in each organized csa^i provided, that primitive caisps 
ffiay not be required to have a water supply. 

The calculation of quantities of needed water to be considered 
In developm^t of adequate water supplies for orgdnised cassis should 
be based on the amounts shown in Table 1, page 29> of the Public 
Health Service Manual—Environmental Health Practice in Recreational 
Areas, Pi^lic Health Service Pxiblication No. 1195. 

Connection shall be made to an approved public water supply 
whenever such sis^^ply is available. 

Whenever it is necessary to use springs, wells, or cisterns 
as a water supply, these sources shall be protected adequately 
against contamination from surface water and treated as recommended 
by the Tennessee Departm^t of Public Health. 

Water samples shall be taken for bacteriological examination; 

one before or at the time the organized camp begins operation each 

year, and at least once during the actual operation of said camp. 

The water supply serving any organis^ed camp shall not be connected 
with any non-potable or questionable water supply, nor be subject 
to the hazard of back-flow or back-siphonage* Unsafe sources of 
water in or adjacent to the organized camp shall be eliminated or 
protected against accidental consimiption and plainly marked as 
being unsafe for use* 

Water storage reservoirs shall be constructed of Impervious 
materials; all overflow pipes and vents shall be effectively 
screened. 

Where portable drinking water containers are used, they shall be 
of easily-cleanable construction, kept sscurely closed and so set 
up that water may be wlthdraim from the container only by water tap 
or faucet. Portable drinking water containers shall be protected from 
hazards of contamination and shall be maintained in a sanitary 
c(mdltion« 

No dipping vessels or cups for common use shall be permitted in 
or on any organised camp. 

Drinking fountains or water stations should be provided within 150 
feet of any empsite or any organized camp* Drinking fountaina 
shall be of approved construction and design. 

Water cooling equli^ftsnt, if provided, in any organized camp shall 
be of approved design. 

(con tinted) 
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SANITATION: Safe Water Supply and Safe Ice Supply (continued) 



(eoQtinued) 



All Ictt procured aball be freis an approved source and oanufactured 
froB water of the «aae bacteriological quality as approved drinking 
water. All ice ahall be handled and stored in such a manner as 
to prevent coataaination. If ice is made on the pretaises of any 
organised casp, the ice-aaking machine shall be of approved 
construction and the water used shall be of the sas^ bacteriological 
quality as approved drinking water. 

Hot and cold running water, under pressure, shall be provided in 
all areas where food is prepared, or equipu^nt, utensils, or 
c<mtainers are washed. 



Development Plan Approval and New 



See Site and Facilities: 
Construction Approval 
See Site and Facilities $ Site Location—Drainage 
See Site and Facilities: Special Program Areas and Facilities— 

Swiming (Natural Swim Areas) 
Sea Site and Facilities; Special Program Areas and Facilities- 
Horseback Riding 
See Sanitation: Toilet Facilities 
See Sanitation: Sewage and Liquid Waste Disposal 



Texas 



See Site and Facilities: 

Horseback Riding 
Ses Sanitation: Toilet Facilities 



Special Program Areas and Facilities— 



Utah 



Water supplies for use of camp occupants shall be from a public 
water supply or frwa another source meeting requirements of "Rules and 
Regulations Relating to Public Water Supplies," adopted by the 
State Board of Health, except as otherwise noted in this section. 
Construction of a water syst^ intended to serve occupants of any 
camp may not be started until plans have been aid>mltted to and 
approved in writing by the State Division of Health. If water 
supplied for use of camp occiQJants is not piped to the canp, it shall 
be transported and stored in approved containers and shall be procured, 
handled and dispensed in a sanitary manner approved by the Director, * 
Whenever possible, sanitary drinking fountains shall be provided for 
the use of camp occupants. The use of common drinking cups is 
prohibited. 

Water systen plans submitted for approval should be based on water 
demands determined by actual measurement, when possible. If such 
records are not available, design review will be based on the 
following demand estimates, in addition to the requirements of "Rules 
and Regulations Relating to Public Water Supplies," as adopted by 
the State Board of Health. These estimates may be reduced about 50% 
if there is no outside use of water (such as lawn sprinkling.) 



Type of Camp 

Hotels, motels and 
resort camps s 
with limited 
plumbing 
facilities 

with complete 
p lushing 
facilities 



Average Daily Flow Peak Daily Flow 



125 gal. per 
person^ 



2CX)-250 gal. per 
person 



250 gal. per 
person^ 



40O-5O0 gal. per 
person 



(continued) 
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SAMITATION: Safe Water Supply and Safe Ice Supply (continued) 



Otah Each double bed ahall be counts as the equivalent of 2 persons* 

tinted) Distribution storage capacity shall be equal to or greater than 

one average day^s flow, 

Plunising fixtures shall be supplied with adequate potable 
water and facilities shall be provided for heating water as 
required. 



Vermont The water eystesi which serves the food service establishment shall 

meet the water quality requirements and construction standards of 
Health Regulations Chapter 5, Subchapter 12. Public Water Systeios. 

Water source and system acceptable, quality, quantity, pressure, hot 
And cold water provided. 

Source and System Acceptable: When a public water system which holds 
uid unconditional permit to operate from the Health I^partment is 
available to serve the licensed establishxaent, the establishment 
shall be connected to and served by It, unless its own existing 
individual supply meets all of the design, construction and water 
quality reqiilrements for an individual system. There shall be no 
physical connection between the water pipe plumbing served by a public 
water system and an individual water system. 

Private individual water systems (those not meeting the definition of 
a public water supply); (a) Well pits and cellars do not represent 
acceptable locations for water wells, and will not be permitted for use 
In new or renovated installations. Those that exist which represent 
stiitable construction and provide water that tx^eets the drinking water 
quality requirements of the Health Department may remain in use until 
shown to be contaminated, (b) Existing facilities shall meet 
present construction standards insofar as It is practicable, but in 
every case, the system shall be protected against contamination* 
(c) All food service establishments constructed after the effective 
date of these regulations utilizing surface water sources must 
insure that the water receives a minimtim of coagulation, sand 
filtration and disinfection, or its considered equivalent, (d) 
Bacteriological water quality, A new license shall not be issued until 
a sample result of zero coliform organisms per 100 milliliters of 
water Is obtained froas the system* (e) Chemical/Physical water 
quality. Regarding newly constructed Individual water systems, a 
sample shall be collected by the sanitarian or the engineering firm who 
designated the system and must show that the water meets the Health 
Department water quality standards In Health Regulations Chapter 5, 
Subchapter 12 prior to its use* (f) The owner of a chlorinated supply 
should ensure that the chlorinator Is checked daily for satisfactory 
operation, that a daily chlorine residual test is performed, any 
necessary adjustments are made and a daily record Is kepc showing the 
chlorine residual results plus noteworthy operational tasks performed* 

The quantity of water provided shall be based on an assumed need 
of 30 gallons per seat (or equivalent) plus three gallons per bar 
seat per day. 

Both hot and cold water shall be provided in all food preparation 
and toilet rooms* 

(continued) 




SA»mnOKi Saft w«t«r Supply Saf« Zca Supply (contlnuad) 



Vatar sMvtd for drinking , washing » bntha or ahovara ahall ba froia 
a aourca approvad by eha Dapartmant of Haalth and ahall ba 
dlatributad by a ayataa of plpaa. Glaaaaa aq;»pliad for guait rooM 
shall ba proparly vaahad and aanitlaad and kapt vrappad in a 
protactiva papar or plaatic natarlal* If p^ar or plaatic eupa 
ara uaad. thay ahall ba atngla aarvlea and eontalnad in a oinnar 
to avoid contaiainatloA. 

Saa Sita mxd FacilltlaiJ Facilitiaa Dafign— Sita and Facllltiaa 
Daaign 

Saa Siea and Fadlitiaai Facilitiaa Daaign— Haating, Elactricity, 
and Flusdsing 

Saa Sanitations Bathingp Handwaahing^ §xid Laundry 



adaquata aupply of drinking vatar of an approved aanitary oual 
ahall ba provldad. 

Tha aourca of watar aupply, ita atoraga and diatribution ahall 
ba protactad from aurfaca drainaga and othar oaana of pollution. 

Tha uaa of tha comon drinking cup ahall be prohibited. 

The Virginia Waterworka Ragulationa aa adopted by the State Board 
of Haalth 7 May 1977 would apply 

Saa Site and Facilities: Sita Location— Drainaga 
See Sanitations Toilet Facilitiaa 



Every e«&p ahall have an adequate supply of water which meets 
the requirenants of WAC 248s 54, Rules and Regulations of the 
State &)ard of Health governing public water si^iplies. 

At new cas&ps, only water under praasura will be allowed except iQ)on 
the special permiaaion of the health officer. 

The uae of cotsaaon drinking cups or containers is prohibited. 

Where possible, drinking fountains of a isnitary type seating 
the standards of the American Standarda Association, shall b« 
provided with a ratio of one fountain for each fifty users. In the 
event that fountains cannot be provided, individual or single- 
service drinking cups shall be supplied. 

Containers for drinking water shall be conatructed of saooth non- 
corrodible juaterial, shall have a tight-fitting cover, shall ba 
equipped with a faucet or apigot for water removal and shall be 
washed with reasonable frequency and kept clean. Dipping water 
from containcra is prohibited. 

Unapproved sources of water supply should be conspicuously 
posted as unfit for drinking. 

See Site and Facilities J Site Location— General Location and Adequate 
Space 

See Sanitation: Sewage and Liquid Waste Disposal 



SANITATIC^: Safe Water Supply and Safe Ice Supply (continued) 



West Virginia An accessible* safe, and potable supply of running water under 

pressure shall be available at all times in each organized camp. 

All water supplies serving an o^-ganized caiap shall be installed, 
constructed, maintained, and operated in cosipliance with West 
Virginia State Department of Health standards. All organized 
camp operators shall have on file a bacteriological report from the 
West Virginia State Hygienic Laboratory or other laboratory approved 
by the West Virginia State Hygienic Laboratory stating that the water 
samples collected from said camp have been of safe, sanitary quality. 

Water samples shall be collected and submitted to the West Virginia 
State Hygienic Laboratory or other laboratory approved by the 
West Virginia State Hygienic Laboratory at least 15 days prior to 
the opening of the camp and at least once while the organised camp is 
in actual operation, and after any alteration or repairs are made 
to the water supply system. 

Connection shall be made to an approved public water supply system 
whenever such approved public water supply syst^ is available. 

The water supply system serving any organized camp shall not be 
connected with non-potable or questionable water supply nor be 
Subjected to the hazards of back-flow or back-siphonage. 

Underground stop and waste cocks are prohibited and shall not 
be installed on any water supply connection* 

Water storage reservoirs shall be water tight and constructed of 
impervioxis materials; all overflow pipes and vents shall be 
effectively screened and shall have a positive outlet. 

No dipping vessels or cups for common use shall be permitted in or 
on any organized camp« 

Drinking fountains. If provided, shall be constructed of impervious 
material, shall have an angle-jet nozzle protected by a non-oxidizing 
guard above the overflow rim of the bowl. Drinking fountains shall 
be equipped with a pressure regulating valve and shall be maintained 
in a sanitary manner. 

Where portable drinking water containers or coolers are used, they 
shall be of easily cleanable construction, securely closed, and so 
constructed and arranged that water can only be withdrawn from the 
ccmtainer by a water tap or faucet. Provided that pitchers, water 
Jugs, or similar receptacles without water taps or faucets may be 
used if such containers are easily cleanable, of approved construction 
and in good repair, and the water contained therein is protected 
against contamination and is withdrawn only by pouring. All portable 
water containers shall be kept in a clean and sanitary condition, 
thoroughly cleaned and sanitized before use, and stored and handled 
in a sanitary manner. Water cooling equipment, if used, shall be 
of a type in which ice does not come into contact with the water* 

All ice shall be procured from a source approved by the Health Officer 
and shall be stored and handled in such a manner as to prevent 
contamination. Where ice is manufactured on the premises, the ice- 
making machine shall be of approved construction, located in a protected 
place, and said ice made, stored, and handled under ssnitary 
conditions. Water used to wash ice shall comply with the safety 
standards of Item (b). Section VII. 
(continued) 
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SANITATXOS: S«f« Vfttttr Supply and Safs Xc« Supply (continued) 



W eat Vlrglola S«« Site aad Facilltlea: Site Locatio&^-DtAi&age 

(continued) See Site end Fecilitiees Special Progm Areas and Faeilitiea--' 

Horseback Riding 
See Sanitation: Toilet Facilities 
Sn Sanitations Sewage and Liquid Waste Disposal 



Wisconsi n When acceptable public water supply and/or public ssverage 

facilities are available to the preaises, connection and use is 
required* 

Private mIIs are pemltted as s sourcs of water when a public 
water facility is not available to the premisee. Hie well shall be 
located on the preaises and be constructed and the pussp ine tailed in 
acoirdance with the regulations of the board of natural resources 
governing well drilling and pu^ installation. A s«sple of water shall 
be collected £tcm each source of water supply for bacteriological 
analysis annually and at least 2 weeks prior to caaip opening. 
Sourcee of potable water supply shall be bacterio log! call safe prior 
to their use. 

All plupbing shall aeet the requirements contained in the Wisconsin 
State Pluabing CodOp Chapter H 62 , Wis. Ado. Code. 

Leaks in water or waste piping and fixtures shall be promptly 
repaired or leaking piping or fixtures repleced. 

Fixttires shall be saintained in good working order and sanitary 
condition. 

Bot and cold water under pressure shall be available at all sink 
coapartiMnts in rooms in which food is prepared or utensils are 
wash^ and at all lavatories in all toilet rooms. 

Drinking fountains of a type approved by the department shall be 
provided and kept in a sanitary condition , or individual drinking 
cups shall be provided. Common drinking cups are prohibited. 

All ice used for »oling drinks or food by direct contact shall 
be made from potable water t 

All ice shall be stored in a smooth-surfaced » easily clesnable 
container. Packaged ice shall be stored in a clean area and 
protected against contamination. 

See Sanitation: Toilet Facilities 
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SAMXTAIXOtis tlAiiit«aAne« Supervisor and Cnp MaintenAiiee 



Each orgaoisfid canp when in operation shall naincain at least 
ont coflspatant attendant or caretaker whose duty shall be to 
maintain the facilities and equipsmit of said caisp in a clean* 
orderly and sanitary condition and in a state of good repair. 



All pensanent and ses&i-penaanfsnt structures 
clean and in good repair at all titaes. 



• shall be kept 



See Progrra Safety: Urgencies and Evacuations— Fire Regulations 

and Equipiaent (Movej^le) 
See Program Safety: Power Tools 

See Site and Facilities: Facilities Design~Site and Facilities Design 
See Site and Facilities: Shelters for Living and Sleeping-*-Living 

and Sleeping Quarters Design and Location 
See Site nd Facilities: Shelters for Living and Sleeping^Beds, 

Bedding, and Towels 
See Site and Facilities: Special Prograis Areas and Facilities— 

Swisgoing 

See Sanitation: Toilet Facilities 

See Sanitation: Solid Waste Disposal (Garbage) 

See Sanitation: Bathing, Handwashing, and Laundry 



Alaaka 



The premises shall at all times be kept in a clean and safe condition. 

The owner or lessee of the property shall be responsible for the 
construction and maintoiance of the castp. A manager or caretaker 
shall be provided who shall be in charge of the maintenance and 
sanitary condition of the camp and insure freedcm from any nuisance 
or insanitary condition emanating from the caxsp. 

The campground shall be kept free frm trash and garbage. 

The living and sleeping quarters shall be kept clean, dry, and 
sanitary. 

See Personnel: Director and Operator Responsibilities 

See Site and Facilities: Facilities Desi^— Site and Facilities Design 

See Food Service: Food Service Regulations — Kitchen and Food 

Preparation Areas 
See Food Service: Food Service Personnel 



Arisona 



See Sanitation: Toilet Facilities 

See Sanitation: Solid Waste Disposal (Garbage) 



Arkansas 



All recreational equij^ent should be maintained in such a manner 
as to assure maximum safety* 

See Site and Facilities: Shelters for Living and Sleeping— 

Living and Sleeping Quarters Design and Location 
See Sanitation: Bathing, Handwashing, and Laundry 
See Sanitation: Insect* Weed, and Rodent Control (Vector Control) 



California 



Every building, structure, tent, tent structure, cabin, and premises 
shall be kept in good repair, and shall be maintained in a ua£e and 
sanitary condition satisfactory to the local enforcing agency. 

(continued) 
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SANXTATIWi Maintenance Supervisor and Camp Maintenance (continued) 



California 
(eontinuad) 



All appUancea, equifaaettt. devices, facilities, electrical systeaa, 
plmsMng systQEOB, refrigerating systras and ventilating systems 
shall be kept in good repair, and shall be maintained in a safe 
and sanitary condition aatisfactory to the local enforcing agency. 

See Site and Facilities: Site Location-General Location and Adequate 
Space 

See Site and Facilities; Facilities Design— Fire I^slgn and Materials/ 

Fire Exits and Alarta Systems 
See Sanitation: Solid Waste Disposal (Garbage) 



Colorado 



Building shall be kept la good repair, clean, and well ventilated. 

See Fersmnel: Counselor's Qualifications and Training 
See Prograo Safety: Emergencies and Evacuations— Fire Regulations and 
Equipment (Moveable) 



Each dwelling unit, building &nd structure shall be xaaintained in 
good condition, suiti^le for the uae to vhich it is put, and shall 
present no health or fire hazard as so certified, within ninety days 
of such application, by the state dep.»rtMnt of health or state fire 
marshal, as the case may be« 

Buildings shall be maintained in a saf*» and sanitary condition* 
See Sanitation: Solid Waste Disposal (Garbage) 



All buildings, tents, vehicles, and grounds shall be maintained in 
a clean and sanitary condition at all times. 

Surroundings of the entire caaq) area shall be kept in proper 
sanitary condition. 

See Saniation: Toilet Facilities 

See Sanitation: Solid Waste Disposal (Garbage) 



Sanitary maintenance of premises. All tents, buildings, shelters 
or other structures and the entire premises of the caiap shall be 
maintained in a clean, safe and sanitary condition, free from rubbish, 
waste paper, garbage and other refuse. 

The camp operator himself shall inspect daily the grounds and 
coBBsonuse spaces of the buildings, structures, or tents Including 
toilets, showers, laundries, mesa halls, dormitories, kitchens or 
any facilities relating to the operation of the camp and see that 
each is maintained in a clean and orderly condition and that the 
buildings are kept in good repair. 



Illinois Good housekeeping and cleanliness shall be maintained at all times. 

See Site and Facilities: Special Program Areas and Facilities-- 
Horseback Riding 
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SANIlATlONs M«int«a«ica Sw^rvlior «nd Cap M«tat«>«ice 



Indian* 



Bv«cy building, .tructttr., t«nt, cabin, and ptenlEea ahall be 
kept in good repar and ahall be aaintained in a safe and sanitary 
condition. 

See Sisltation: Toilet Facilities 

See Sanitations SoUd Waste Disposal (Garbage) 

See Sanitation: Intect, Weed, and Rodent Control (Vector Control) 



totucky 



See Prograa Safety: Identification and Minlsdtation of Haaards 
See Site and Pacilities: Shelters for Living and Sleeping— 

Uving and Sleeping Quartera Design and Location 
See Site and Faculties: Special Program Areas and Facilities— 

Borseback Riding , „ ^ 

See Sanitations Solid Waste Disposal (Girbage) „ . ,x 

See Sanitations Insect, Weed, and Rodent Control (Vector Control) 



Loulslan» 



Good repair - . . . duty of the owner or person legally in charge . . . 
to aee that all of the buildings, atructures, tents and ^ 
connection therewith ... are maintained in good repair, and that the 
babitationa are in such condition as to afford protection to tfte 
occupants against the eleaants and so as to exclude dampness in 
iSSiSnt vLther. The roofs riiall be kept waterproof, and .11 storm 
or casual water properly drained and conveyed ^® . . 

street sewer, storm drain or street gutter, or otherwise deposed of 
in a Banner so as not to create an insanitary condition. 

Every building, structure, caap car, trailer, tent or other 
hSuatSn iT. Houa. Court or L^, »ni ^1 of the P'^;L^°J^-«y 
Houae Court or Camp shall be kept clean and 

md free fr«a all accumulation of debrla, filth, rubbish, garbage 
or other offensive matter. 



See Personal Health, First Aid, and Medical Services: 
Records— Treatment Log, Camp Register, and Reports 
Rejjorting Outbreaks of Caaaunicable Disease) 
See Sanitation: Toilet Pacilities 
See Sanitation: Solid Waste Disposal (Garbage) 



Medical 
(Including 



See Site and Facilitiea: Site Location-General Location and 

SeeiSriSdllSlltles: Facilities Design-Site and faciUties Design 

See Sanitation: Toilet Facilities 

Sea Sanitation: Solid Waste Disposal (Garbage) 



Maryland 



Maasachusettt 



Saa Site and Facilities: Facilities Design— Site and Facilities Design 

See Sanitations Toilet Facilities 

See Sanitations Solid Waste Disposal (Garbage) 

Maint»ance of Sanitary Facilities. The operator shall maintain 
Si l^ratories, washbaains, showers, bathtubs, and toilets in good 
working order and in a clean and ssnltary condition. 

Maintenance of Floors. The operator shall ^« f ^" 

all buildings used for sleeping, food preparation or food service, 
Sooth; cl2m «d free from chronic daapneas. Except If a cellar 



(continuad) 
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SAHITATIOH: Kalntenance Supervisor and Caap Maintenance (continued) 



MMgachuaetf exists, ^den floors In buildings used for huaan habitation 

(eootlnuttd) shall be elevated no less than 6 inches above average ground level, 

provided, the requlrex^ts of the State Building Code shall be 
followed in new construction or reconstruction at new or existing 
caops. The operator shall keep the space beneath the flwrs clean 
and free from every obstruction* 

See Site and Facilities: belters for Living and Sleeping- 
Living and Sleeping Quarters Design and Location 
See SaniUtlon: Toilet Facilities 
See Sanitation: Solid Waste Disposal (Garbage) 
See Sanitation: Sathing, Handwashing, and Laundry 
See Sanitation: Insact, Weed, and Recent Control (Vector Control) 
See Sanitation: Safe Water Supply and Safe Ice Supply 
See Food Service: Food Service Regulations^Kltchen and Food 
Preparation Areas 



Michigan 



A caa^site shall be oalntalned in a clean, sanitary and safe 
condition free from standing water. 

The campsltet Including main and accessory structures » shall be 
aaintalned so as to prevent and eliminate rodent and insect harborage. 

A roof, exterior wall, door, skylight and window shall be weathertlght 
and watertight and shall be kept in sound condition and good repair. 

Floors, interior walls and ceilings shall be sound and In good 
repair and xaaintalned in a clean and sanitary condition. 

A pluming fixture and water and waste pipe shall be properly 
Installed and maintained in good sanitary working condition. 

A water closet co^artxoent, bathro«B and kitchen floor surface shall 
be constructed and sialntalned so as to be reasonable Impervious to 
water and to permit the floor to be easily kept in a clean and 
sanitary condition. Floor finishes should be of non-slip material. A 
floor shall be cleaned not less than once a day and kept in good 
repair. 

Equipment, including playground devices, shall be inspected 
periodically for defects. Proper maintenance shall be carried out 
to keep it in a safe operating condition. 

See Site and Facilities: Facilities Design—Site and Facilities Design 
See Site and Facilities: Shelters for Living and Sleeping—Living 

and Sleeping Quarters Design and Location 
See Sanitation: Solid Waste Disposal (Garbage) 

See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 



Minnesota 



See Sanitation: 
See Sanitation: 



Toilet Facilities 

Solid Waste Disposal (Garbage) 



Hlssissippi 



Every building, structure, tent, cabin, and premises shall be kept 
in good repair, and shall be maintained in a safe and sanitary, 
condition. 



ERIC 



See Personal Health, First Aid, and Medical Services: First Aid- 
First Aid Supplies 

(continued) 

8 

3.: 7 



SANlTAliON: Maintenance Supervisor and Casp Maintenance (continued) 



Mjgsiasippi 
(continued) 



See Site and Facilities: Shelters for Living and Sleeping--* 

Living and Sleeping Quarters Design and Location 
See Sanitation: Toilet Facilities 
See Sanitation; Bathing, HandiiraBhing , and Laundry 
See Sanitation: Insect. Weed, and Rodent Control (Vector Control) 



Nebraska 



The camp shall be operated and maintained in such manner so that the 
premises will be clean* 

See Site and Facilities: Facilities Design — Site and Facilities Design 

See Sanitation: Toilet Facilities 

See Sanitation: Solid Waste Disposal (Garbage) 



Nevada 



See Sanitation: Toilet Facilities 

See Sanitation: Solid Waste Disposal (Garbage) 



New Hampshire 



All buildings, tents, vehicles and grounds shall be maintained in a 
clean sanitary condition at all times. 

See Sanitation: Toilet Facilities 

See Sanitation; Solid Waste Disposal (Garbage) 



New Jersey 



New York 



A campsite shall be maintained in a clean, sanitary and safe 
condition. 

Recreational equipment, including playground devices, shall be 
inspected periodically for defects. Proper maintenance shall he 
carried out to keep it in a safe operating condition. 

A water closet compartment, bathroom and kitchen floor surface 
shall be maintained so as to ba reasonably impervious to water and to 
permit tlie floor to be easily kept in a clean and sanitary condition. 
Floor finishes should be of non-slip material. A floor shall be 
cleaned not less than once a day and kept in good repair. 

See Site and Facilities: Special Program Areas and Facilities — 

Horseback Riding 
See Sanitation: Solid Waste Disposal (Garbage) 

See Sanitation: Insect, Weed, and Rodent Control (Vectox Control) 
See Program Safety: Power Tools 

The grounds of a temporary residence shall be maintained in a clean 
manner, free from litter and refuse, 

A tent, vehicle, or building shall be maintained in a clean, sanitary 
condition. 

A maintenance staff acceptable to the permit issuing official shall 
be provided to assure proper operation of all facilities. 



North Carolina 



The prraises under control of the management shall be kept neat, 
clean and free of litter. 

See Site and Facilities: Facilities Design— Site and Facilities Design 
(continued) 
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SANITATION: Maintenance Supervisor and Casip Maintenance (continued) 



|ort^ Caralina See Site and Facilities: Shelters for Living and Sleeping-Living 

(continued) and Sleeping Quarters Design and Location 

See Site and Facilities: Special Program Areas and Facilities— 
Swiasalng (Pools) 

See Site and Facilities: Special Program Areas and Facilities— 
, Horseback Riding 

See Sanitation: Toilet Facilities 

See Sanitation; Sewage and Liquid Waste Disposal 

See Sanitations Solid Waste Disposal (Garbage) 



All buildings, tents, and platforms shall be kept clean. 

All camp buildings, lots, roadways, walkways, and other facilities 
shall be mintained in a condition satisfactory to the health 
comlssirner at all tiros. Cleaning and maintenance of these 
facilities shall be the responsibility of the operator. 

The operator shall be responsible for the maintenance of the camp: 

(1) insect and rodent control 

(2) keeping campgrounds looking neat at all times 

(3) providing adequate containers for solid waste 

(4) disposing of solid waste at an approved solid waste site 

(5) maintenance of all sewage disposal equipment 

(6) maintenance of all water supplies and equipment 

(7) maintenance of swimming pool equipment 

(8) maintenance of food service equlpi^nt 

(9) maintenance of housing fac.Uties located on the campgrounds 
(10) maintenance of all pluj^lng equipment and systems. 

Provide supervision of the maintenance and sanitary conditions of 
the camp: 

(1) providing a responsible person in charge of the maintenance 

(2) providing maintenance charts and check sheets to outline 
daily maintenance activities 

(3) outline a schedule of preventive maintenance 

(4) provide for daily sanitation checks 

Attempt to prevent and shall abate any nuisance or unsanitary 

condition in the camp: 

(1) the operator should make daily routine tours around the 
cai^ in order to be aware of any nuisance or unsanitary 
condition that may exist on the camp grounds. 

The camp shall be properly drained and kept free from trash and 
debris. 

See Personnel: Director and Operator Responsibilities 

See Site and Facilities: Shelters for Living and Sleeping—Beds, 

Bedding, and Towels 
See Sanitation: Toilet Facilities 
See Sanitation: Solid Wasue Disposal (Garbage) 

See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 



^'^^S^Q General Sanitation: All buildings, other facilities, and the 

premises of organizational caxaps accessible to camp users shall be 
maintained so as to be clean and in good repair. 

See Sanitation: Solid Waste Disposal (Garbage) 
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SANITATION; Maiattt«oc6 Supervisor and Cassp Maintenance (continued) 



Pennaylvania 



See Sanitation: 
See Sanitation: 



Toilet Facilities 

Solid Waste Disposal (Garbage) 



Bfcode Island 



See Site sad Facilities: Facilities Design—Site and Facilities Design 
See Site and Facilities: Shelters for Living and Sleeping—Living 

and Sleeping Quarters Design and Location 
See Sanitation: Solid Waste Disposal (Garbage) 
See Sanitation: Bathing, Handwashing p and sundry 



South Carolina 



All structures shall be maintained in a clean, safe condition and in 
good repair and living and sleeping structures shall provide 
adequate protection from the eleoients. 



See Sanitation: 
See Sanitation: 



Toilet Facilities 

Solid Waste Disposal (Garbage) 



Tennessee 



The premises of each organized cao^ shall be kept free of 
accumulations of refuse snd debris* 

Each organised cas^ when in operation shall maintain at least one 
coiq>etent attendant or caretaker whose duty shall be to maintain the 
facilities and equipment of said camp in a clean » orderly, and sanitary 
condition and in a state of good repair. 

All parts of the establishment and its premises shall be kept neat, 
clean, and free from litter and refuse. Cleaning operations shall 
be conducted in such a smmer as to minimize contamination of food and 
food-contact surfaces. None of the operations connected with a 
food service establishment of any organized camp shall be conducted 
in any room used as living or sleeping quarters. Soiled linen* 
coats, and aprons shall be kept in suitable containers until removed 
for laundering. 



Facilities Design—Site and Facilities Design 
Special Program Areas and Facilities — 



See Site and Facilities: 
See Site and Facilities: 

Horseback Riding 
See Sanitation: Toilet Facilities 
See Sanitation: Solid Waste Disposal (Garbage) 

See Site and Facilities r Shelters for Living and Sleeping— Living 
and Sleeping Quarters Design and Location 



Texas 



Ptah 



The premises of each c^aap shall be kept free of accumulations of 
refiise and debris. 

See Site and Facilities: Shelters for Living and Sleeping- 
Living effid Sleeping Quarters Design and Location 
See Sanitation: Toilet Facilities 

All building, rooms, and equipment and the grounds surrounding 
them shall be maintained in a clean, sanitary and operable condition. 

See Site and Facilities: Facilities Design—Site and Facilities Design 
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SANITATKK^: Maintenance Supervisor and Camp Maintenance (continued) 



All parts of the establishment and its premises shall be kept 

neat, clean, and free of garbage and refuse. Cleaning and maintenance 

equipxnent shall be kept clean and properly stored. 

Itie estabUshaent and all parts of the property used in connection 
with operation of the establishment shall be kept neat, clean, free 
of litter and rubbish, and in good condition. 

Cleaning and maintenance equipment shall be kept clean and shall 
net be stored in any food preparation, storage or serving area. 

All vails and ceilings, including doors, windows, skylights, and 
similar closures, shall be kept clean and in good repair. Vacuum 
cleaning, wet cleaning, or other dustleas methods for cleaning walls 
and ceilings shall be used: and all such cleaning shall be done 
during those periods when the least amount of food is e^osed, such 
as after closing or between meal times. (Construction details as in 
floors) . 

See Site and Facilities: Shelters for Living and Sleeping— Living 

and Sleeping Quarters Design and Location 
See Sanitations Toilet Facilities 
See Sanitation: Solid Waste Disposal (Garbage) 

See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 



y^F&^°i€ All rooms, huts, shacks, teats and other buildings and all furniture 

and equipment therein shall be kept tidy, clean and in a sanitary 
condi tion • 

The immediate vicinity of the camp must be free from stagnate 
pools, manure piles, garbage heaps and other mosquito and fly- 
breeding places. 

See Sanitation: Toilet Facilities 

See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 



Washington The director, or a responsible person reporting to him, shall make or 

have made frequent inspections of the premises and sanitary 
equipment for the purpose of maintaining proper sanitation and 
compliance with these regulations. 

The director shall maintain all sanitary facilities, and other 
equipment of casqjs, in good repair and appearance. 

See Site and Facilities: Shelters for Living and Sleeping-~I.iving 

and Sleeping Quarters Design and Location 
See Sanitation: Solid Waste Disposal (Garoage) 



West VirRiaia Each organized camp when in operation shall maintain at least one 

competent attendant or caretaker whose duty will be to maintain 
the facilities and equipment in a clean and sanitary condition. 

In addition to the requirements set forth in these regulations, all 
buildings and facilities shall be established, conducted, and maintained 
in compliance with all existing state statutes, codes, ordinances, 
and regulations* 

Premises shall be kept free of accumulations of refuse, rubbish and debris, 
(continued) 
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SANITAIXOHs Mainteswice Supervisor and Caop Maintenance (continued) 



West Vlrj^lnia See Site tfid Facilltiess Facilities Deai^— Site and Facilities Design 

(continued) See Site and Facilities: Facilities Design — Fire Design and Materials/ 

Fire Exits and Alarm Systems 
See Site and Facilities: Shelters for Living and Sleeping— Uving 

and Sloping Quarters Design and Location 
See Site and Facilities: Special Program Areas and Facilities — 

Horseback Riding 
See Personal Health, First Aid, and Medical Services: Screening 

(On Site and Exclusion of Coimaunicable Disease) 
See Sanitation: Toilet Facilities 
See Sanitation: Solid Waste Disposal (Garbage) 



tfisconsln The floors, including carpeting, walls, ceilings, light fixtures 

and decorative materials of all rooms shall be maintained in a 
clean and sanitary condition and in good state of repair. 

The pressdses shall be maintained In a clean, neat condition free 
from refiise and vermin* Parking areas shall be treated to minimize 
dust and dirt* The exterior of all building shall be vell-^maintained 
and kept in good repair. 

Dependent upon the contractual arrangement , the camp owner or 
operator shall maintain the facility in a clean, orderly and 
sanitary condition at all tims* 

Exposed ground surfaces shall be so protected as to prevent soil 
erosion and objectionable dust« 

See Sanitation: Solid Waste Disposal (Garbage) 
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VI. FOOD SERVICE 



Food Service Regulations 

Kitchen and Food Preparation Areas 

Food Source 

Food Protection, Handling, Storage, and Refrigeration 
Hilk and Milk Products 

Meal Planning and Nutritional Requirements Including 
Special Diets 
Equipjoent, Dishes, and Utensils . 

Specifications for Equipxaent and Utensils 
Dish Washing and Sanitation 
Single Service Articles 
Food Service Personnel 
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Frao SERVICE: Food Service Regulations-- 
Kitchen and Food Preparation Areas 



Alabaaa Caaps which operate a food service establishsaent shall do so in full 

compliance with the "Regulations of the Alabasa State Board of Health 
and The State Committee of Public Health Governing the >fanufacture, 
preparation. Display, and Service of Foods, Confections and Bevera^s." 

See Site and Facilities: I^velopaent Plan Approval and New 
Construction Approval 

Alaska The premises of all restaurants shall be kept clean and free of 

litter or rubbish. None of the operations connected with a restaurant 
shall be conducted in any room used as living or sleeping quarters* 
Adequate lockers or dressing rooms shall be provided for employees 
clothing and shall be kept clean. Soiled linens , coats, and aprons 
shall be kept in containers provided for this purpose* 

Itinerant restaurants shall be constructed and operated in an approved 
manner. They shall be located in clean surroundings and kept in a 
clean and sanitary condition, and shall be so constructed and arranged 
that food, utensils, and equipment will not be exposed to insects or 
tv dust or other contaminants. 

Any eating and drinking establishment operated in connection with a 
camp shall be constructed, maintained and operated in accordance with 
the rules and regulations of the Department of Health and Social 
Services for eating and drinking establishments* 

Floors * The floors of all rooms in which food or drink is stored, 
prepared, or served, or in which utensils are washed shall be of such 
construction as to be easily cleaned, shall be smooth, and shall be 
kept clean and in good repair. 

All walls and ceilings of rooms in which food or drink is stored 
or prepared shall be finished in light color* The walls of all rooms 
in which food or drink is prepared or utensils are washed shall have 
a smooth, washable surface up to the level reached by splash or spray. 

Light ■ All rooms in which food or drink is stored or prepared or 
in which utensils are washed shall be well-lighted* 

Ventilation . All rooms in which food or drink is stored, prepared, 
or served, or in which utensils are washed, shall be well ventilated. 

See Sanitation: Toilet Facilities 

See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 



California The working surface in all rooms or areas in ^Ich food or beverage 

are prepared or in which utensils are washed shall be provided with 
at least ten (10) footcandles of light as measured at thirty (30) 
inches above floor level. Food and utensil storage rooms, and toilet 
and dressing rooms shall be provided with at least four (4) foot- 
candles of light aa measured thirty (30) inches above the floor. 

See Site and Facilities: Facilities Design — Site and Facilities Design 

See S«mltation: Toilet Facilities 

See Sanitation: Solid Waste Disposal (Garbage 

See Sanitation: Bathings Handwashing, and Laundry 
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FOOD SERVICES Food Strvic« R«suUcloxift~Xlteh«i 
wd Food Prftparation Amas (cotitliiutd) 



Colorado 



Th« kltch«n» food preparation t dlah and utanail uraahing and all 
othar food aarvico araaa ahall ba oparatad in coq^lianca with tha 
raquiraments of thi Colorado Dapartmant of Public Health ragulationa. 



Saa Program Saffjty: Baarganciaa and Evaeuationa — Fira Ragulationa and 

EquipMnt (Mcivaabla) 



Conaactlcut 



Saa Sanitation: 
Saa Sanitations 



Toilat Facilitias 

Safa Watar Supply and Safa Ica Supply 



Dala»ara iU.1 buildingap tanta, or placaa vhara fooda ara atorad, prepared, 

or aarvad, ahall vmrnt the requlreswnta of tha State Board of Health 
ragulationa for food aatabliahmenta. 

See Food Service: Food Service Rag\LLationa-«*Kitchen and Food 
Preparation Areaa 



Florida In campa where cooking facilitiea ara uaad in cwnon, tha kitchen 

ahall be acraened with wire fly screening of not laaa than aixteen 
(16) meah. Stovea, inatallad in accordance with 25.12 (2) of thia 
chapter* and ainka, ai^pliad with hot and cold water under preeeura, 
ahall be provided in a ratio of one (1) to ten (10) peraon or 
fraction thereof or one (1} to two (2) familiaa. Proviaion ahall ba 
made for aafe storage and refrigeration of food. 

In campa where there ia a central laaaa or tnilti^^fasdly feeding 
facility auch aa a dining room or meaa hall, it ahall be operated in 
coiBpllanca with Chapter lOD-13 of thie code except where the type of 
service la limited aa ao described in aub^aection (4) below. 

Caiapa operating field kitchma ahall be inapected and approved by 
the Diviaion of Health and ahall comply with the following minimum 
requirements s 

(a) Food preparation aqtilpment, eating utenaila and service 
facilities shall be so made or constructed aa to be easily 
cleaned and ahall be maintained in a safe and aanltary condition. 

(b) Cleaning and bactericidal treatment of utenaila and 
equlpSBant ahall be perfor^d in accordance with the provlsiona 
of Chapter 10I>*13 of thia code. 

(c) Field kitchens I dining rooma, mass halla and other areaa where 
food la prepared or aerved shall be screened with wire 
screening of not less than sixteen (16) meah. All screen doors 
shall be aelf cloaing and open outward. 

(d) Adequate proviaion shall be made for the sanitary storage and 
protection of food auppllea and adequate refrigeration equipment, 
capable of maintaining temperaturea below forty degreea 
Fahrenheit (40^F) ahall be provided for the storage of meat, 
milk and other perishable foods. 



Illinois All food service establishments shall be constructed and operated In 

accordance with the Sanitary Inspection Law and the Food Service 
Sanitation Rulea and Regulations as promulgated by the Illlnoia Department 
of Public Health. This appllea to all food service c^stabliahs^nts 
whether permanent, temporary or mobile, but does not include individuals 
or groups of individuals preparing their own meals way from any 
permanent, temporary or mobile food service astablishment* 
(continued) 
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POOD SERVKS: Pood Service ReguUtloas—Kitchen 
and Food Preparation Areas (continued) 



IlliUQiS 

(eontiaued) 
Indiana 



See Sanitation: Sewage and Liquid Waste Disposal 

Camps providing a central dining or multi-cai«per food service shall 
provide and maintain the kitchen and dining hall in accordance with 
the applicable regulations of the State Board. 

When central loess facilities are provided, they shall be separated 
froB the sleeping quarters. * 

See Personal Health, First Aid, and Medical Services: First Aid- 
First Aid Supplies 
See Sanitation: Toilet Facilities 
See Sanitation: Animal Regitlations 

See Sanitation: Safe Water Supply and Safe Ice Supply 



Kentucky 



See Site and Facilities: Development Plan Approval and New 
Construction Approval 

See Site «,d Facilities: Facilities Design-Heating. Electricity, 
and Flunking ' 

See Site and Facilities! Special Program Areas and Facilities- 
Horseback Riding 
See Sanitation: Toilet Facilities 



Louisiana 



If a kitchen is provided in any House Court building, it jsust be 
equipped with running water and a sink; and the drainage from 
such sink oust be disposed of in a sanitary manner. 

Ko toilet roon shall be permitted to open directly into a kitchen 
or other room in which food is prepared or stored. 

See Site and Facilities: Shelters for Living and Sleeping— LivinB 
and Sleeping Quarters Design and Location 



Maine 



Where food service la provided In a recreational camp, the food 
service facilities and operations shall comply with the Department's 
rules and regulations regarding an eating place, and lodlng place. 

Screening. The operator shall provide the exterior openings in every 
enclosed building of the recreational camp used for food preparation 
or food service and food storage with screens containing not less than 
16 meshes per inch. Every screen door shall be equipped with a 
self-closing device. 

See Site and Facilities: Facilities Design-Site and Facilities Design 



Maryland 



Equipment and operation of kitchen, dming halls, and storage rooa 
facilities shall comply with th. standards administered by the 
Approving Authority. Refrigeration and storage of food, food haodlina 
msthods, dishwashing and storage of dishes shall be by procedures 
meeting the raqulreoents of the standards of the St^te Department of 
Health and Mental Hygiene 

See Site and Facilities: Facilities Design-Site and Facilities Design 
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F(^D SERVICE: Food Service Regulations— Kitchen 
And Food Preparation Areas (continued) 



Hl^aaachusetta In all casips preparing and/or serving seals the operator shall provide 

and maintain all food service areas and facilities in a sanitary 
manner and in compliance with Chapter X of this Code. There shall 
be a current, valid frad service penait posted in the food service area. 

The operator shall not permit sleeping in kitchens or rooms used for 
food preparation p storage or service. 

See Site and Facilities: Facilities Design—Site and Facilitiea Design 
See Ssniution; Solid Waste Disposal (Garbage) 



Hichiaan A permanent food preparation area» whether on or off the campsite " 

shall comply with the i^plicable provisions of Act Mo. 269 of the 
PiO^lic Acts of 1966» being sections 325.801 to 325.813 of the 
Hichlgan Compiled Laws. £qui{»aent used to transport food and dishes 
shall meet sanitation standards for insuring safe food. 

A camp shall establish written policies for its nutrition and food 
service program. These policies shall include meal patterns » i^ol 
hours, type of food service* staff responsibilities during the time 
food is served t special diets, and administration of the food service 
program. 

See Site and Facilities; Facilities Design—Site and Facilities Design 
See Site and Facilities: Special Program Areas and Facilities-^ 

Hors^ack Riding 
See Sanitation: Solid Waste Disposal (Garbage) 



Minnesota The kitchen shall be separated frc^a the dining room by a partition. 

The walls, ceiling, floor and partitions shall be so constructed as to 
be easily cleaned* The kitchen shall be used for no other purpose 
than the storage or preparation of food and the washing and storage 
of dishes and other food service equipment. No person other than 
kitchen personnel shall be permitted to enter the food preparation 
area. The kitchen shall be well ventilated. Illimiinatlon to afford 
a minimum of twenty foot candles of light at all working surfaces 
and at least ten food candles on other surfaces and equipment diuring 
periods of food preparation and service shall be provided. 

The kitchen shall be kept clean. 

See Site and Facilities: Facilities Deslgn<-*Slte and F&cilitles Design 

See Sanitation: Animal Regulations 

See Sanitation: Safe Water Supply and Safe Ice Supply 



!ti.ssiS8ippl Food Handling establishments which are located on the premises of 

licensed camps shall i^et the Regulations Governing Food Handling 
Establishments of the Mississippi State Board of Health. 

Primitive or Tent Camp areas shall comply with that portion of the 
regulations which are deemed appropriate by the Board. 

Since c^als in camp are considered a part of the program, all camps 
that are serving in the mamer known as "family style" should be 
allowed to continue this means as long as existing guidelines governing 
food preparation and protection are followed. 

(continued) 
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FOOD SERVICE; Food Service Regulations— Kitchen 
and Food Preparation Areas (continued) 



Hlaaiaaippi 

(eoc^ioued) 



SebraBka 



Key Haapghire 



Nev Jersey 



New York. 



North Carolina 



Oreg on 



See Site and Facilities: Develoi^aent Plan Approval and New 
CoostructioQ Approval 

See Personal Health, First Aid, and Medical Services: First Aid- 
First Aid Supplies 

Sea Santtation: Safe Water Supply and Safe Ice Supply 

See Sanitation: Toilet Facilities 

See Sanitation: Animal Regulations 



There shall be a separate kitchen for the preparation of food. 

The walls and ceilings of all ro^as in \rtiich food or drink is prepared 
or stored shall be finished in a way that they can be easily cleaned^ 

See Sanitation: Toilet Facilities 

See Sanitation: Bathing, Handwashing, and Laundry 

See Sanitation: Animal Regulations 

See Site and Facilities: Facilities Design—Site and Facilities Design 

See Sanitation: Toilet Facilities 

See Sanitation: Solid Waste Disposal (Garbage) 

See Sanitation: Safe Water Supply and Safe Ice Supply 



See Fe-sonal Health, Fiist Aid, and Medical Services: Infirmary, 
Eaergency Equipment, and Plan for Isolation 



A kitchen or dining area shall be separate from a toilet area and 
shall be screened against nwsquitoes and houseflies, A kitchen shall 
be separate from a sleeping area and shall not be used as a sleeping 
room. Equips^nt shall be adequate for satisfactory use of the 
kitchen or dining area and shall be kept clean and in good repair and 
operating condition* 

Kitchens, dining areas, food, food service operation, and maintenance 
shall comply with the pertinent provisions of Part 14 of this Chapter 
and other reasonable requirements of the permit issuing official or 
the State Commissioner of Health* 



Food service facilities shall include a kitchen of adequate sis5e 
and of completely enclosed, permanent construction, and a dining 
hall providing reasonable protection from the elements. 

See Site and Facilities: Facilities Design— Site and Facilities Design 
See Sanitation; Animal Regulations 

See Sanitation: Safe Water Supply and Safe Ice Supply 

(1) Floors* The floors of all rooms in which food or drink is 
stored, prepared, or served, or in which utensils are washed 
or stored shall be sraooth, easily cleanable, and shall be kept 
clean and in good repair. 

(2) Walls and Ceilings. Walls and ceilings of all rooms in which 
food or drink is prepared, stored or served shall be kept clean 
and in good repair. All walls and ceilings of rooms in which 
food or drink is prepared or stored shall be finished in a light 
color. The walls of all rooms in which food or drink is prepared 

(continued) 
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VQQD SERVICE: Food Service &guUtion«— *Ritchen 
and Food Preparation Areas (contiaued) 



(coQtlawd) 



Pimaylvaoia 



Bfaoda laland 



or utensils are washed or stored shall have a siaooth, 
vasUable, easily cleanable surface up to the level reached 
hy splash or spray* 

(3) Doors and Windows* During seasons when Insects are prevalent, 
all openings to the outer air shall be effectively screened 
and doors shall be self^^closlngp imless other effective oeans 
are provided to prevent the entrance of insects* 

(4) Lighting. 

(a) All roras In which food or drink is prepared or in whtch 
utenalls are washed shall be uniformly lighted with a 
mini mum of ten (10) foot candles at floor l^vel. 

(b) Lighting equipt^mt shall be kept clean, 

(c) Serving md storage areas shall be provided with lighting 
flsturea capable of providing a miniauiB of four (4) foot 
candles of light at floor level and shall be used during 
cleaning operations* 

(5) Ventilation. All rooms in which food is stored, prepared, or 
served or in which utensils sre washed, shall be adequately 
ventilated to eliminate (Klors, condensation of water vapor 
and the settling of grease residues. 

(6} All means necessary for the elimination of flies, roaches, 
vermin and rodents shall be used. All poisonous compounds 
used shall be plainly labeled and shall be so »lored to be 
easily identified* Poiscmous c<»^unds and faedicstions shall 
be stored and used in a manner precluding food contamination* 
Automatic insecticide dispensers, vaporisers or fusd^gants shall 
not be permlttiNi in foc^ preparation, storage and serving areas. 

See Pood Service: Food Service Regulations— Kitchen and Food 
Preparation Areas 



Where food service is provided in an organised camp or campground, 
the food service facilities and operations shall coinly with the 
provisions of Chapter 151 of this Title (relating to food establishments). 



The operator shall provide and maintain all food service areas snd 
facilities in a sanitary condition and In cotqpllance with Departiaent 
of Health regulation R23-1-F, entitled, "Regulations Pertaining to 
Food Eatablishments*'' 

The operator shall not permit sleeping in kitchens or rooms used for 
food preparation, storage or service. 

Screens~The operator shall provide the exterior openings of every 
food preparation area with screns containing not less than 16 meshes 
per inch. Every door providing access to such an area shall have a 
screen door which opens out and is eqtiipped with a eelf-closlng device. 

See Site and Facilities i Facilities Design—Site and Facilities Design 
See Senitatlons Solid Waste Dleposal (Garbage) 
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FCXffi SESVXCSt Food Sorvico Bft8Ul«tiOQS**-Kltch«n 
and Food Fr«par«tiM Artai (contlQiwd) 



Soy^H Z» caq^s vhor« cttitral food sorvlca faellltlM «ro provldod, tho 

faeilltloo shall ba conatructad and oparatad in accordanca with 
tha S. Rulaa imd RagulatioQa Govaming Food Servlca Eatabllahmetita. 

Saa Slta md Facllltiaai Davalopmant flm Approval and Nav 

Cofiatructioo Approval 
Saa Saaitacion: Solid Vaata Oiapoaal (Garbage) 

I^Qfl— Saa Sita aad Facilitiaas Davalopmnt Flan Approval and New 

Conatruetlon Approval 
Saa Sita and FadUtiaa? Facilitiaa Daaign—Slta and Facilitiaa Daaign 
Saa Food Sarvica? Food Sarviea Kagulation8~Kltchen and Food Preparation 

Araaa 

Saa Sanitations Bathing, B«idvaahing, and Uundry 
Saa Sanitations Animal Ragtilations 

Saa Sanitation: Maint^oanca Suparviaor and Cusssp Maintenance 

2axM Sleeping ahall not be permitted in kitchens or rooms used for food 

preparation, storage or service, 

Screaning—'nie exterior openinga in every building of the camp used 
for food preparation or food service shall have screens, cortaining 
not lass than aixteen (16? meshes per inch, provided, A self-closing 
device shall ba on all screen doora, ihis rule does not apply to araaa 
used for outdoor cooking or to booths, s telle or atanda uaed for 
tha occasional preparation of han*urgers, hot dogs, or similar foods. 

See Sitfc mad Facilitiaa; Special Program Areas and Facilities— 
Horseback Riding 



fi£ah All food atoraga, preparation and aerving facilities except those 

restricted to individual or aingla-family use shall comply with the 
"Coda of Food Service Sanitation Hegulationa,*' as adopted by the 
State Board of Health. 

See Sanitations Inaect, Weed, and Hodent Control (Vector Control) 



Food-contact surfaces, design, construction, maintenance, installation, 
location. (1) Food-contact surfaces of squipMnt and utensils shall be 
staooth and seams shall be closed. There shall be no open seasM, cracks, 
chips, pits, and similar imperfections, and shall ba in good repair 
and easily cleanable. (2) Food-contact surfaces of equipment and 
utensils shell be free of difficult-to-clean internal comers and 
crevices. Threads which routinely contact food shall be of a solitary 
daaign, and no V-type threads shall be used in such a situation. 

(3) Lt^ricatad bearings and geara of equipment shall be so constructed 
that lubricants cannot get into the food or onto food-contact surfaces. 

(4) All food-contact aurfaces shall be accessible for cleaning and for 
inspection, either: (a) without being disaasami: lad; or by disassembling 
without the use of tools; or (c) by easy disassembling witn the use 

of only simple tools kept available near the equipment, such as a mallet; 
screwdriver, or an open-end wrench. (5) Equipment intended for in- 
place cleaning shall ba so designed and constructed that: (a) cleaning 
and sanitizing solutions can be circulated throughout a fixed system, 
(b) Cleaning and sanitising solutions will contact all interior 

(continued) 
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roOD SERVIOE; Food Service Regulations—Kitchen 
and Food Preparation Arp-^s (continued) 



Varaoot surfaces* (c) The system is self-dri^ining or otherwise coi^letely 

(continued) evacuated, (d) Cleaning procedures result in thorough cleaning of 

the equipment. (6) Cutting blocks and boards, and bakers' tables 
may be of hard maple or equivalent i&aterial which is nontoxic » soKsoth, 
and free of cracks » crevices, and open seaos* Cutting boards shall be 
easily reiaovable. 

Food-contact surfaces that have becon^ cracked, chipped, pitted, or badly 
worn must be discarded when they can no longer be properly flashed, 
rinsed and sanitized. 

All food-contact surface equipment shall be so installed and located that 
it and the floor and wall surfaces adjacent to it cnn be cleaned. 

Materials used as food-contact surfaces of equipment and utensils shall, 
under use conditions, be corrosion resistant, relatively non^ 
absorboit and nontoxic. Corrosion-resistant requirements shall not 
preclude the use of cast iron as a food-contact miiterial. 

Non-food-contact surfaces, design, construction, maintenance, installa- 
tion and location. Surfaces of equipment not intended for contact 
with food, but which are exposed to splash, food debris, or otherwise 
require frequent Cleaning, shall be smooth; washable; free of 
unnecessary ledges, projections, or crevices; readily accessible for 
cleaning; and of such material and in such repair as to be easily 
clean able. 

None of the operations connected with a food sea^ice establishment shall 
be conducted in any room used as living, sleeping, or laundry room. 
Soiled linens, coats, and aprons shall be kept in suitable containers 
until removed for laundering. 

No operation of a food service establishment shall be conducted in any 
room used as living or sleeping quarters. A solid self-closing door 
shall separate food operations from any living or sleeping area< 

Laundry operations shall not be conducted in the kitchen. 

Activities that are not related to food preparation shall not be 
performed in an area where foou is prepared. 

Laundered cloths and napkins shall be stored in a clean Insure until 
used. 

Non-absorbent containers or laundry bags shall be provided, and damp 
or soiled linens and cloths shall be kept therein uiuil removed for 
laundering. 

Outdoor dining areas. Restaurants may provide on-^premise outdoor 
dining with prior approval of the Health Department. Unscreened or 
unfauned outdoor dining areas may be provided when: (1) All foods 
served are proper protected. (2) There is no above^-grade open-type 
sewage treatment facility within 0*5 mUes. (3) Roaming animals such 
as cats a«.d dogs are concrolled so as not to inhabit tht^ dining art^a. 

Completely screened or fanned areas providing effective fly control 
may be used for outdoor dining. In such cases, food served by the 
estai>li.>hment personnel need not be covered, as long as the route 
from the kitchen is through a fly-controlled area. 

(continued) 
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FOOD SERVICE: Food Service Regulations—Kitchen 
and Food Preparation Areas (continted) 



Vem^t 
(continued) 



See Site and Facilities: 
See Site and Facilities: 

Plumbing 
See Sanitation: 
See Sanitation: 
See Sanitation: 
See Sanitation: 
See Sanitation: 
See Program Safety 

and Chemicals 



Facilities Design — Site and Facilities Design 
Facilities Design — Heating, Electricity, and 



Toilet Facilities 
Bathing, Handwashing, and Laundry 
Ai;itaal Regulations 

Safe Water Supply and Safe Ice Supply 
hfaintenance Supervisor and Camp Maintenance 

Handling and Storage of Flammable Liquids, Poisons, 



Vir ginia 



See Sanitation: Bathing, Handwashing, and Laundry 

See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 



Washington 



Food service facilities and practices in cassps shall comply with 
WAC 248.84, Rules and Regulations of the State Board of Health 
governing Food Service Sanitation. 



West Virj^inia 



Whenever a restaurant, dining room, or other building at an 
organized camp is provided and operated for the serving of food and/or 
drink, it shall be constructed, maintained, and operated in compliance 
vith the West Virginia State Board of Health Regulations Governing 
the Sanitation of Eating and Drinking Establishments « 

See Site and Facilities: Facilities Design — Fire Design ^nd 

Materials/Fire Exits and Alarm Systems 
See Site and Facilities: Special Program Areas and Facilities — 

Horseback Riding 

See Site and Facilities: Facilities Design — Heating, Electricity, and 
Plumbing 

See Sanitation: Toilet Facilities 



Wisconsin 



Sleeping and/or laundering are prohibited in rocnns in which food is 
prepared or stored or where dishes are washed. 

Additional Requirements. 

(a) The floor surfaces in kitchens, in walk-in refrigerators and in 
all other rooms and areas in which food is stored or prepared and 
in \^ich utensils are washed shall be of stx^oth, non-absorbent 
materials and so constructed as to be easily cleanable. Carpeting 
is prohibited in such rooms or areas and in toilet rooms. 

(b) In areas subject to spilling or dripping of grease or fatty 
substances, the floor coverings shall be of grease-resistant 
material. Note: It is recommended that floor material used 
below dishwashing machines be imprevious to water in all new camps 
and camps extensively remodeled and the floor be sloped to a 
drain* 

(c) All walls and ceilings of rooms or areas in which food is 
prepared or stored or utensils are washed shall be easily washable. 
Coved type joints shall exist between walls and f}^^ . at all new 
installations. Materials which are absorbent or .hv^ perforated 
or sculptured surfaces or have other than sealed butt joints 

are not acceptable for room surfaces in kitchens, food storerooms 
or cooking areas. Note: It is reconsnended that walls ^d ceilings 
in food preparation areas be smooth and light colored. 



(continued) 



roos SERVICE: Food Servica Regul«tioM<"-Kltchftn 
and Food Preparation Areaa (costinuad) 



WiaconalQ (d) All doora and vindowa opaniog to tha outar air ahall ba 

(contiauad) affactlvaly acraanad and doora ahall ba aalf-cloalng. 

(a) All araaa in which food ia praparad or atorad or utanaila 

ara vaahadi hudwaahlng araaa» draaaing or lod^ar rocnaa, toilat 
rooma and garbaga and rafuaa atoraga araaa ahall ba vall-lightad. 

(f) All rooma in which food ia praparad or aarvad or utanaila ara 
waahad, draaalng or lockar rcK»ma, toilat roosoa and garbaga and 
rafuaa atoraga araaa ahall ba wall-^antilatad. An adaquata aisa 
vantllation hood with graaaa filtara ahall ba provldad ovar aach 
cooking araa* Filtaxv ahall ba raadily rastovabla for daaning 
at laaat onca aach waak and mora oftan if nacaaaary. 

Saa Program Safatyf Hmdling and Storaga of Flassiabla Liquida, Poiaona, 

and Chmlcala 
Saa Sanitations Bathing, Handwaahing, and Laundry 
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FOOD SERVICE: Food Source 



Alaska 



All food shall be clean, wholesoiae, free froia spoilage, and so 
prepared as to be safe for hu©an consumption. All milk, fluid milk 
products, ice cream, and other froseen desserts served shall be from 
approved sources. Grade A milk and milk products shall be served when 
available. Milk and fluid milk products shall be served in the 
individual original containers in which they were received from the 
distributor, or from a bulk container equipped with an approved dis- 
pensing device: Provided, that this requiraaent shall not apply to 
cream, %rtiich may be served from the original bottle or from a 
dispenser approved for such service. All oysters, clams, and mussels 
shall be from approved sources, and if shucked shall be kept until used 
in the containers in which they were placed at the shucking plant. 

Only food which is clean, wholesome, and free from adulteration shall 
be sold or served. 

All milk, milk products, seafood, and frozen desserts served in such 
establishments shall meet the sanitary requirements of the Department 
of Health and Social Services. 



Arizona 



See Sanitation: Sewage and Liquid Waste Disposal 



Colorado 
Michigan 



Sec Food Service: Milk and Milk Products 



Food shall be obtained from an approved source. Milk and milk products 
shall be used only when pasteurized. Canned goods shall be used 
only when commercially packed. 



Minnesota 



All food shall be of good quality. No hermetically sealed, non-acid, 
and low-acid food which has been processed in a place other than a 
coiim»rcial food-processing establishment shall be used. Meat shall 
be obtained from officially approved sources. 



Nebraska 



All food shall be clean, wholesome and so prepared as to be safe 
for human consumption. All canned foods used 8hall be comercially 
processed. 



Kew Hasgshire 



Food to be pure, free from adulteration and spoilage. 
Food to be free from misbranding* 



New Jersey 



All food service, milk, and water supply shall comply with Chapter 
XII of the New Jersey State Sanitary Code (N.J.A.C. 8:21-2) 
and (NJSA 26:U-9). 



New York 



(a) Source. (1) Only food that is safe for human consumption and 
obtained from sources that comply with laws relating to food and food 
labeling shall be used or served. 
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roOD SERVICE: Food Source (continued) 



North Carolina All food shall be from approved sources and shal] be clean, wholesome, 

free of spoilage, free from adulteration and misbranding, and safe 
for human consumption* All meat and p^at food products and all 
poultry products shall have been inspected for wholesomeness under 
an official inspection program; and, in all cases, the source shall 
be identifiable from labeling on carcasses, cuts, unit packages, 
bulk packages, or from bills of sale* 

All shellfish and all cooked crustacea meat shall be obtained from 
sources approved by the Department of Human Resources; provided, 
that if the source of claB», oysters, or mussels is outside the State, 
the iihipper*3 nan^ is on the list of certified shellfish shippers 
issued by the United States Public Health Service, and; provided, 
that if the source of cooked crustacea meat is outside the State, the 
establishment in which the crustacea meat was packed is certified 
by the regulatory authority of the State or Territory of origin, 
attested by the presence of an official permit number on the container. 



QreRon All oysters, clams and mussels shall be from sources which meet the 

requirements cf ORS Chapter 622 and the rules thereunder. If shucked, 
they shall be kept until used in the containers in v^ich they were 
placed at the shucking plant* Shellfish sanitation certificate numbers 
and dawes shall not be defaced, obscured, or removed from the container. 

Home'^canned foods or other foods packed in non-compliance with Oregon 
State Department of Agriculture or applicable federal regulations shall 
not be used or stored on the premises. 

All food and drink shall be clean, wholesome, free from spoilage, 
pathogenic organisms, toxic chemicals, and other harmful substances 
or articles and so p^'sp^^^^t stored, handled or displayed as to be 
safe for huAan consumption and shall be manufactured, processed and 
prepared in establishments which comply with Oregon Revised Statutes 
603, 616, 619, 621, 622, 624, 625, 627, 635, and the administrative 
rules written thereunder. 



Rhode Island No camp, bathing resort, or amusement place shall possess with intent 

to sell or make available to its patrons, ariy food or drink which has 
not been processed, transported or sold in compliance with the 
provisions of Diapter 21-^27, General Laws of 1956, as amended, and the 
Rhode Island Department of Health Regulations Relating to the 
Sanitation of Food Businesses adopted in accordance therewith. 



Tennessee The definitions as contained in Part IV, United States Public Health 

Service Food Service Sanitation Ordinance of the 1962 Food Service 
Sanitation Manual, Public Health Service Publication No. 934, with the 
exception of '*Food Service Establishment" and **Health Authority" 
shall apply In the Interpretation of this regulation relative to food 
service. 

Food Supplies: All food in food service establishments of any organi^sed 
camp shall be from sources approved or considered satisfactory by the 
health authority, and shall be clean, wholesome, free from spoilage, 
free from adulteration and misbranding, and safe for humi?n consumption. 
No hern^tically-seaied, non-acid, and low^acid foud which has been 
processed in any place other than a commercial food processing establish- 
ment shall be used. 
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FOOD SERVICE: Food Source (continued) 



Venaont All food shall be clean, free from spoilage, adulteration and mis- 

branding and safe for huioan consumption. All food in food service 
establishn^nts shall be obtained from sources acceptable to the Health 
Department, 

<f 

Food in the food service establishment shall be procured from a source 
regulated by the Vermont or U. S. Department of Agriculture, Food and 
Drug Acfaainistration, or other source approved by the Health Department* 
All hermetically sealed non-acid and lov-acid food shall have been 
processed in a coiomercial food processing establishment and shall be 
free of spoilage and adulteration. In general, fresh fruits and 
vegetables purchased from local farms or homes can be considered and 
representing a satisfactory source, provided they are in wholesome 
condition and thoroughly washed prior to serving. 

Ice shall be made fr<^ water obtained frotn a public water system or 
individual water supply approved by the Health Department (see Section 
5-209 Water System). 

All milk, milk products and imitation dairy products shall meet the 
standards of quality established for such products by the Vermont 
Department of Agriculture laws and regulations. Dry railk may be used 
in the establishment for cooking purposes only. 

All oysters, clams, and mussels sh^ll be from sources approved by the 
Food and Drug Administration Interstate Certified Shellfish Program. 

All meat and meat products shall have been inspected and approved by 
the Vermont Department of Agriculture or the U. S. Department of 
Agriculture. 

Only clean whole eggs, with shell intact and without cracks or checks, 
or pasteurized liquid or pasteurized dry eggs or agg products shall 
be used. 

All poultry and poultry products shall have been inspected and 
approved by the Vermont Departn^nt of Agriculture or the U. S. 
Department of Agriculture. 

All bakery products shall ha/e been prepared in the licensed food 
service establishment, in a Vermont bakery licensed by the Health 
I^partment or an out-^f-state bakery as authorized by 18 VSA (b) . 

All spoiled fruits, vegetables, or other foc ds, refrozen food, or 
frozen perishable foods kept thawed at room temperature, swelled, 
rusty or leaky canned foods, or fdods damaged ^y fire, smoke or water, 
shall be promptly destroyed. 

All food exposed to sewage and other drainage or tu rodent and insect 
excretions or to depredations by any animals and food containing 
insects in any stage, hairs or other filth or foreign material shall 
be destroyed* 

All bottled water served shall be from a source approved by the 
Vermont State Health Department. 




POOD SERVICE: Food Source (continued) 



"Tlie Rules and Regulations of the Board of Health CfCverning 
Restaurants/* Title 35, Chapter 3, Restaurants and Public Eating 
Places applicable sections would apply. 



Wisconsin 



All food shall be from sources approved or considered satisfactory 
by the department and shall be clean, wholesome, free from spoilage, 
free froQ adulteration and misbranding and safe for human consumption. 

No hermetically sealed, non-acid and low-acid food which has been 
processed in a place other than a commercial food processing 
establishment shall be used. 

Canned and prepackaged foods shall be identified vith the manufacturer's, 
processor's or distributor's nan^ and the list of contents or product 
nas^. 

No food shall be served unless it is prepared on the premises or 
In a place licensed, regulated or supervised by the appropriate 
governmental agency « 
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POOD SEWICE5 Food Protiction, Hindliag, Storage, and Refrigeration 



Art tone 



Cellfomie 



Sefrigeretlott facllltlee ehell be of adequate c^ipacity to provide 
proper etorage apace for all readily periahabXe food on hand at any 
tiM. All audi food ahalX be kept at or below 50 degrees Fahrenheit, 
except vhen being prepared or aerved. Waste water from refrigeration 
equipment ahall be properly diepoaed of. 

All food and drink ahall be ao atored, displayed, and aerved aa to be 
protected froo duet, fliea, vermin, depredation and pollution by 
rodenta, unneceaaary handling, droplet infection, overhead leakage 
and other contaaiaatton. No animala or fowla ahall be kept or allowe-' 
in any room in which food or drink ia prepared or etored* All meane 
neceaaary for the elimination of fliea, roachea, and rodenta ahall be 
uaed. 

Adequate provieion ehall be made for refrigeration of periahable food 
and drink* 



All food etorage, preparation and eervice apace and equipment ehall be 
;&aintained cle« and free from duet and inaecta and the equipment ahall 
be dieinfected after each uae. 

Refrigeration equipment ehall be available with provisions for 
preeervlng periahable fooda in a temperature of not over 50°F. 



Except aa provided in Section 30730.4(f), all periehable food or 
beverage, capable of aupporting rapid and progreeaive growth of micro-- 
organiama which can cauae food infectiona or food intosicationa, ahall 
be maintained at or below a temperature of fifty (50) degrees 
Fahrenheit. No euch readily periehable food or beverage which ie to 
be eerved to the caster ehall be held above euch temperature for auch 
perioda of time and under euch conditiona which can cauae food 
intoxication. 

All food atored in refrigeratora ahall be protected from contamination. 
Fooda that require no further preparation before eervice, whan etored 
in refrigeratora, ehall either be covered or eo placed that they are 
not aubject to contamination from containera, unweahed fruits and 
vegetablae, raw meata, or other contamination from above. An accurate 
then&ometer ehall be Inetalled in all refrigeratora eo aa to be readily 
vlalbXe. 

All fr08» fooda shall be kept at a temperature which will keep such 
food in a froaen etate tmtil ready for procaeeing or preparation. No 
food which haa been completely thawed ehall be refrosan. 

All readily periahable food or beveragee, capable of supporting rapid 
and progreeaive growth o? mlcro-organiama which can cauae food infectione 
or food Intoxlcationa, when being maintained hot for serving, or while 
being aerved hot, ehall be kept in devicee which maintain the 
traperature of all portions of the food or beverage above one hundred- 
forty (140) degrees Fahrenheit. An accurate thermometer, euitable for 
meaaurlng temperature of food, ehall be kept readily available* 

Adequate and euitable epace ehall be provided for the storage of food 
and beverage* 

Ko food, or food in a container, ehall be atored directly cn the 
floor* They shall be etored at laaat eix (6) inchae above the floor, 
or under euch other conditions aa approved by the State Department. 

(continued) 
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roOD SERVICE: Food Protection, Handling, 
Storage, and Refrigeration (continued) 



California 
(continued) 



See Food Service: Food Service Regulations/Kitchen and Food 
Preparation Areas 



Connecticut 



See Day Caiaping: Sanitation, Food Supply, and Drinking Water 



Florida 



In each family residential unit there shall be provided a stove 
installed in accordance with provisions of sub-section 10D*-25.12 (2) 
of this chapter, a sink supplied with hot and cold water under 
pressure and a refrigerator capable of maintaining temperatures below 
forty degrees Fahrenheit (40 F). 



Maryland 



See Food Service: Food Service Regulations/Kitchen and Food 
Preparation Areas 



Massachusetts 



All foods shall be stored, prepared and served utilizing methods 
that conserve their nutritive value, flavor and appearance. 

Where casipers and or staff bring their o^als on a daily basis 9 the 
operator shall provide adequate refrigeration to store them prior to 
consun4)tion at a t^perature of not more than 45 degrees Fahrenheit. 
The refrigerator shall contain a working thermometer. 



Michigan See Food Service: Food Service Regulations/Kitchen and Food 

i'tt;i:aration Areas 



Minnesota Perishable food, including milk, shall be stored in clean^ 

refrigerators of adequate capacity at a tenperature of 45 Fahrenheit 
or below. Each refrigerator shall be equipped with an accurate 
thermometer. Non-perishable food shall be stored off the floor in 
clean well ventilated rooms which are reasonably insect-- and rodent- 
proof. Storage areas shall be illuminated at not less than five foot 
candles of light measured at thirty inches from the floor. 

Food-handling procedures which will minimize the possibility of food 
contiKainatlon shall be practiced. 

See Program Safety: Handling and Storage of Flammable Liquids, Poisons, 
and Chemicals 



Nebraska Store rooms shall be clean and well ventilated. All food shall be 

stored at least 8 inches above the floor and the area under such 
storage facilities shall be readily accessible for cleaning. All food 
and drink shall be so stored as to be protected from dust, flies, 
vermin, unnecessary handling, droplet infection, overhead leakage, 
condensation, sewage backflow and any other form of contamination. 

All readily perishable food and drink shall be kept at or below 50°F 
except when being prepared or served. Refrigerators shall be of 
adequate capacity and shall be kept clean and In good repair. All 
prepared food stored in the refrigerator shall be covered. An accurate 
thermometer shall be provided in the refrigerators. 

Drains are not permitted within any type of refrigerating area unless 

an adequate air grap is provided at the drain outlet. 

(continued^ 
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POOD SERVICE: Food Protection, Handling, 
Storage, and Refrigeration (continued) 



(continued) 



See Program Safety: 
and Chemicals 



Handling and Storage of Flatissable Liquids, Poisons » 



Nevada 



Refrigeration equipment in such camps shall be available with 
provisions for preserving perishable foods in a temperature of not 
over 50° F. 



All food storage, preparation and service space and equipment in 
children's camps shall be maintained clean and free from dust and 
insects, and the equipment shall be disinfected after each uSe. 



Hew Hampshire No article of food which is mlsbranded, adulterated, contaminated 

or decomposed within the meaning of the lavs governing shall be 
stored or served. Adequate provision shall be made for the sanitary 
storage, handling, protection and service for all food supplies, 
including refrigeration of perishable products, in accordance with the 
requirements of the Sanitary Food Law and of the regulations thereunder. 
Potentially hazardous food shall be kept at an internal temperature 
of 45 F. or below or at an internal temperature of 140°F. or above 
during display and service, except that rare roast beef shall be held 
for service at a temperature of at least 130 F. 



New York Food is to be protected from contamination at all times including 

storage, preparation and display; during transportation or trips away 
from camp the hot or cold tensperature of paragraph one of this sub- 
division shall be maintained. 

Food protection. (1) The temperature of potentially hazardous 
foods is to be 45 degrees Fahrenheit (7.2 degrees Celsius) or below, 
or 140 degrees Fahrenheit (60 degrees Celsius) or above at all 
tis^s, except during necessary preparation or when holding for a 
maximum two-hour period during service. (2) Potentially hazardous 
food once served shall not be re^-served. (3) Toxic materials shall 
be properly stored, labeled and used. 



Kcrth Carolina All food while being stored, prepared, displayed, and served shall 

be protected from contamination. All perishable foods shall be 
stored at such temperatures as will protect against spoilage. All 
potentially hazardous food shall be maintained at safe temperatures 
(45 F. or below 140°F. or above) except during necessary periods of 
preparation and serving. Raw fruits and vegetables shall be washed 
thoroughly before use. Stuffings, poultry, stuffed meats and 
poultry, and pork and pork products shall be thoroughly cooked before 
being served. Salads made of meat, poultry, potatoes, fish, shellfish, 
or eggs, and other potentially hazardous prepared foods shall be prepared, 
preferably from chilled products, with a minimum of manual contact, 
and surfaces and with utensils which are clean and which, prior to 
use, have been sanitized. Individual portions of food once served 
to a person shall not be served again. Conveniently located refrigeration 
facilities, hot food storage and display facilities and effective 
insulated facilities, shall be provided as needed to assure the 
maintenance of all food at required temperatures during storage, prepara- 
tion, display and serving. Each cold-storage facility used for the 
storage of perishable food in a non-frozen state shall be provided 
with an indicating thermometer of such type and so situated that the 
them»?mater can be easily read, 
(continued) 
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FOOD SEBVlCEs Food Protactlon, Handling, 
Storage, and Rafrigiration (continued) 



Horth Carolina Contalnara of food ahall ba atorad abova tha floor, on claan racka, 

(Matlnuad) dolllaa, alattad ahalvaa, or othar claan aurfacaa in auch a manner aa 

to ba ptotactad froa aplaah ud othar contai&inatlon. 

All ahuckad ahallfiah sad all cookad cruatacaa maat ahall be obtained 
and atorad in tha dean alnglr-aervlca ahipping contalnara In which 
peeked at tha aource. Each unit container ahall be cleerly Identified 
with the naM and eddraee of the pecker, repackar, or dlatributor; 
the certificate nuober of the packer or repacker; and the abbravieted 
n«u of the Stete. The re«uae of aingle-eervlce ahlpping containere 
and the etorage of ahuckad ahallfiah In other containere are not 
permitted. 



Oregon All readily perlehable food ehall be kept et or below 45 degreee 

Fahtttihait except being prepered or actually aervedo Readily 
periahable foode ehall be etored in ehallov containere under 
refrlgeretion until cooled below 45 degreee F^renhelt, when they mey 
be etored In deep coatelnere. Food etored, handled, or otheivlee cared 
for in non**coispliance with thaee reguletlone thall not be aerved. 

Froaen foode ahall be maintained in e froacn atete, and thawed 
immedletely prior to preperetlon In a manner that mlnlmlcae mlcro«- 
bicidal growth. 

A dependable aplrlt atem therMmeter ahall be ef fixed to the door, 

or the front edge of the top ahelf of eech refrigerator. Rafrigeretore 

equipped with a gauge vielble from tha exterior era ecceptable. 

Food edditlvea in form or quantity prohibited under Code of 
FMleral Reguletlone Title 21, Chapter 1, Section 1 to 129 ahall not 
be added to, mia^ with or packed in any food aerved* 

All food and drink ehall be eo etored, dleplayed and aerved aa to ba 
protected from dueti flleet vermin, depredetion and pollution by 
rodenta, unneceaaery handling, overhead leakage, or any other 
con t nine t ion. 

All reedlly periahable food ehell, except when being prepered, be kept 
below 45 degreee Fahmhelt or ebove 40 degreee Fahrenheit* 



Teomaaiee All food while being etored, prepared, dleplayed, aerved, or eold 

et food eervice eetabliahmenta of any organliad cas$, or during 
tranaportatlon between eueh eetebllahaante, ahall be protected from 
contamination. All periahable food ahtll be atomd et auch 
tempereturee ae will protect egalnat apollege. All potentially- 
heaardoui fodd ehall be maintained et eefe tes^eraturee (45 F. or 
below, or 140 F. or ebove) except during neeeeaary perloda of preparation 
and eervice. Raw frulte and vegeteblet ehall ba waehed before uee. 
Stuffing! poultry, etuffed meata and poultry, and pork and pork 
producta ahall be thoroughly cooked before being aerved. Indlvlduel 
portlone of food, once ea£v«d to an c'ccupant of the campt ehall not 
be eerved agalni provided, that wrapped food which haa not been unwrapped 
and Which ie ifholeeoM taay be re^eerved. Only auch polaonoue and 
toxic materiele ae required to ^Intaln eanltery condltione and for 
eanltatlon purpoeea may be v»ed or atorad in food eervice eetabllehmenea. 
Foleonoue and toxic materiele ehell be identified and ehell be.ueed only 
in euch mimner and imder euch condltione aa will not contaminate food 
or eenatltute e heeard to ttnployeea or camp oeeupan&a. 
(eontlnMd) 
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FOOD SERVICE: Food Protection, Handling, 
Storage, and Refrigeration (continued) 



Tennessee See Food Service: Food Service Personnel 

(continued) 



^^^^"^ Potentially hazardous food (shall) meet tei^erature requirements during 

storage, preparation, display, service and transportation. (1) All 
perishable food that is not potentially hazardous shall at least be 
stored in a cgol. dry place. (2) All potentially hazardous food shall 
be kept at 40 F, . or below, or at 140°F. or above except when being 
prepared or served. Tliis period of preparation or service shall not 
exceed one hour. 



Custards, cream fillings, or similar products which are prepared by hot 
or cold processes, and which are used as puddings or pastry fillings, 
shall be kept at temperatures either below 40°F. or above 140^F. , 
except during necessary periods of preparation and service. All 
puddings and completed custard-filled and cream-filled pastries \shall, 
unless served imniediately following filling, be refrigerated at 40°F. 
or below promptly after preparation, and held at that temperature 
pending service. 

Poultry and stuffing in poultry shall be heated throughout to a 
minimum temperature of 165 F. , with no interruption of the initial 
cooking process. 

Pork and pork products shall be thoroughly cooked to heat all parts 
of the meat to at least 170 to destroy Trichinae. 

Hollandaise sauce which /:annot be satisfactorily refrigerated, shall 
be discarded within two hours after preparation. 

All potentially hazardous food, when placed on display for service, 
shall be kept hot or cold as required hereafter: If served hot, the 
temperature of such food shall be kept at 140° or above. If served 
cold, such food shall be displayed in or on a refrigerated facility 
which can maintain the product temperature at 40°Fi or below. 

AH potentially hazardous food shall be kept at 40°F. or below, or 140°F, 
or above, all during transportation. 

Conveniently located and adequate refrigeration facilities, hot food 
storage and display facilities, and effective insulated facilities, 
shall be provided to assure the maintenance of all food at required 
temperatures during storage, preparation, display and service. Food 
and containers of food are so stored as to permit free circulation of 
air and in such a manner as to prevent contamination. 

Each cold and hot storage facility used for the storage of perishable 
food in non-frozen state shall be provided with an Indicating 
thermometer accurate to ±3 F. , located in the vicinity of the highest 
elevation for cold stored food, and of such type and so situated that 
the thermometer can be easily and readily observed for reading. 

Frozen food shall be kept at 0°F. or below so as to remain frozer., 
except when being thawed for preparation or use. Potentially 
hazardous frozen food shall be thawed at refrigerator temperatures of 
40^F. or below; or in a water-prc f bag under potable running water 
70 F. or below; or quick-thawed as part of the cooking process above 
140 or in a microwave oven only when the food will be lma»dlately 
transferred to conventional cooking facilities as part of a continuous 
(continued) 
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FOOD SERVICE: Food Protection, Handling, 
Storage, and E«frigerAtion (continued) 



VgCTaoot cooking process or when the entire uninterrupted cooking process takes 

(continued) place In the aicrovave oven; or by any other n^thod for which specific 

written pemlsslon Is Issued by the Health Department. Thawing at room 

temperature Is prohibited. 

All foods while being transported shayl be protected against spoilage 
and contjuolnatlon. 

Unwrapped and potentially hazardous food ehall not be re-served to a 
customr under any circumstances; Provided » that food wh1.ch Is parkaged 
and sealed, other than potentially hazardous fooc, which is still 
wholesoM and ha& not been unsealed, may be re-served. 

Containers of food shall be stored at least nine (9) inches above the 
floor, on dean racks, dollies, or other clean surfaces, in such a 
manner as to be protected from splash and other contamination. Use 
of a cloth towel as a container cover is prohibited. 

Food not subject to further washing or cooking before serving shall be 
stored in si^h a manner aa to be protected against contamination 
from food requiring washing or cooking. 

Wet storage of packaged food or any food or beverage is prdtiiblted. 
All foods must be properly covered. Raw foods shall not be stored 
above prepared or ready*-to*-eat foods. Foods shall not be stored under 
unprotected drain, waste, or other pipes. 

All raw fruits and vegetables shall be thoroughly washed before 
being cooked or served, with water meeting the requirements of 
Section 5-209, Water Systm. Cooked or ready-to-eat foods shall 
not be placed on the same surfaces as raw food unless the surface has 
been proparly washed, rinsed and sanitized between operations. 
Potentially hazardous foods that were cooked and then refrigerated 
shall be heated rapidly to 140°F. or higher throughout before being 
placed in a hot food storage facility. Steam tables* baimnaries, 
warmers, and other hot food holding facilities are prohibited for the 
rapid heating of potentially hazardous foods. 

All condiments » such as sugar, spices and food dressings, shall be 
served in dlspeners or individually wrapped containers or packages. 

Where unwrapped food to be served is placed on display In food 
service operations, it shall be protected against spoilage and 
contamination. 

Food offered in individual portions obtained by customers through 
self-service openings in counter guards shall be wrapped. 

All food while being stored, prepared, displayed, served or sold at 
food service establishments, or during transportation between such 
establishments, shall be protected from spoilage and contamination 
and shall not be adtilterated in any manner. 

Shell stock shall be identified with an official tag giving the name 
and certificate nua&er of the original shell stock shipper and the 
kind and quantity of shtll stock. 

Fresh and frozen shucked oysters, clams, and mussels shall be packed 

in nonreturnable containers identified with the name and address of 

the packer, repacker, or distributor, and the certificate number 

of the packer or repacker preceded by the abbreviated name of the state. 

{continued) 
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FCK)D SERVICE: Food Protection, Handling, 
Storage, and Refrigeration (continued) 



jteyraont 
(continued) 



Virginia 



Wisconsin 



Shucked shellfish shall be kept in the original container until used. 

(Proper Labeling) applies to food which may be mistaken for non-food 
items that (have) been transferred from an original container to an 
acceptable container for preparation, storage, service, sale or 
transportation. 



All perishable foods or drinks shall be refrigerated at or below a 
traperature of 45 F* except when being prepared or served, 
Refrigerato^ shall be adequate in size, maintain a temperature at 
or below 45 kept clean and sanitary. 

Prepared foods and foods served in the raw state shall be so stored 
as to be protected from dust, flies, vermin and other methods of 
contamination . 

"The rules and regulations of The Board of Health governing Restaurants," 
Title 35, Chapter 3, Restaurants and Public Eating Places applicable 
sections would apply 



All food while being stored, prepared, displayed, served or transported 
shall be protected from contamination by dust, flies, rodents or other 
vermin, and imclean equipment, utensils and work surface. 

All food shall be stored at such temperatures as will protect 
against spoilage. All potentially hazardous food liable to rapid 
food spoilage shall be continvujusly maintained at safe teaperatures 
either below 40° Fahrenheit or above 150° Fahrenheit, except during 
necessary periods of preparation and service. These foods Include, 
but are not limited to, all custard-filled and cream^filled pastries; 
milk and ©ilk products; meat; fish, shellfish; gravy: poultry stuffing; 
and sauces, dressings and salads which contain meat, fish, eggs, milk 
or milk products. 

Each cold storage facility used for the storage of perishable food In 
a nonfrosen state shall be maintained at a tosperature of 40° 
Fahrenheit or lower and shall be provided with an indicating thermometer 
accurate to ^ 2 Fahrenheit. The thermometer shall be located in the 
warmest part of the facility in which food Is stored, and be of such 
type and so situated that the thermometer can be easily read. 

Stuffings, poultry, stuffed meats and pork products shall be thoroughly 
cooked before being served. Individual portions of food once served 
shall not be served again, except those prepackaged foods which have 
not been unwrapped snd which are wholesome mav be re*-served. 

All pot^tlally hazardous food while on display must be kept at 40° 
Fahrenheit or higher, in containers conducive to maintaining such 
temperatures. 

All foods served raw not requiring peeling before consumption shall be 
thoroughly washed in potable water. 

All foods when displayed for service shall be protected from flies, 
insects, rodents, dust, sneeze or cough spray and from handing. 
Where unwrapped food Is placed on display for self-service it shall be 
protected against contamination by effective and easily cleanable 
counter-protector devices, sneese guards, cabinets, display cases, 

(continued) 
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FOOD SERVICE: Food Protection, Handling, 
Storage, and Refrigeration (continued) 



WiscoMiii contaiaera or other similar type of protective equipment. 

(contlnMd) 

See Program Safety: Handling and Storage of Flairaablt' Liquids, Poisons, 
and Ch^icals 
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lOOD SESncS: mik and Kilk Products 



AU Bilk, fluid ollk produeti, ie* «ad oth«r froun dMiarti 

■•rvad ihall b« fsoa ^»^'ov«d aourcM. Grada A silk aad ^Ik products 
sbaU ba aarvad vfaaa avallidbla. Milk aad fluid ollk products shall bs 
ssrvlsd la tfaa lodlvldttal origlaal ^latalaars In vhleb tbay vara 
raealv^ fm Uia distributor, or from a bvdk ccmtal&ar aqulppad vlth 
an spprevad dlapanalag da^eai Provldad, t!iat &la raqulra^t shall 
not apply to craa«, lAlch nay ba sarvad froa tha original bottla or fsoa 
a dUpnaar approvad for sueh sarvlea. AU allk, ollk producta, saafood, 
end frosm daasarta sarvad in auch aatabliabaants shall saat tha 
sanitary ra^ulrauats of tha Dapartnant of Baalth and Social Sarvleaa. 



Kaina 



Only paataurisad nUk froa a sourca lieansad by tha Colorado Dapartaant 
of Public Haaltb ahall ba ussd. 

All Bilk ahall ba pastauris^. KUk dispaasara aad othar allk aarving 
VMsala shall ba of snltary dasiga and kapt la saalury eoaditioa. 
Plpplag of ailk Is prohibitad. 



Saa y^d Sarvieai Food Sourca 



HlOBtofes 



AU Bilk abaU ba paataurisad. t£llk for drinking ahall ba 
raeaivad in ttra-^uart, quart, pint, or half-pint eontainars and 
shall ba sarvad item tha original containar, but Vhara a ailk dlspansar 
of a daaign aeeaptabla to tha Stata Board of Haalth is ussd, cups and 
glaasaa may ba fillMi dirsetly froa tha dlapansar. Pitebara or 
othar noa-drlaklnt vassals shall not ba fill^ froa a dispaassr aad 
Mad for sarvlng ailk. 

Aian eoneantratad or powdarad ailk is ussd, it ahall ba nixad and 
handlad in a sanitary avmar. It shall ba praparad imadiataly prior 
to tha tipa it is to ba oonawad aad only in tha qu^itity naadad for 
that ona paried of sarvlng. 

Oaly paataurisad Grada A ailk and ailk products , as dafinad by tha 
Stata Sapartaant of Agrleultura and Znspaetlon, shall ba usad. Dsiry 
preduees not iaeludad la dafial tiros of Grada A shall aaat staadards 
of quali^ aad astabllshad for sueh products by ^^plieabla stata lad 
local laws aad ragulatloas. 

Milk and fluid ailk products shall ba sarvad ia tha iadividual oriii«al 
eoataiaars la which thay vara raeaivad from tha distributor, or froa a 
bulk eeatalsar aqulppad vith aa approved diapmsiag davles, or froa 
oaa-quart eoataiaars paekat«d at a tAik plant i provided, that this 
raqulraaaat shall aot apply to eran, whipped craea or half aad half 
vhleh is eoasusad oa tha premises, aad triileh aay ba served froa the 
origlaal eoatalaar or frra a dispaassr approved for sueh ssrvica. 

tfilk aad ersaa aad alxed ailk drinka supplied to eaaps shall have bam 
proceed md handled ia aeeerdaaea with the regulations ^varniag, 
aad shaU coafora to tha raqulraaaats nspseting coo^esitioa, li^sling 
sad baeterial content. Only paeteurised ailk and eresa shall be used. 

Xilk aad ailk products for drlaklag purposss shall ba provided to the 
eeasuaar ia (a) aa uaooKiad. eeaaerelallv f^]^ package or (b) drera 

(coatlaued) 
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FOOD SERVICE; Milk and Milk Products (continued) 



frm a c^nnsercially filled container stored in a laerhanicall^ 
refrigerated bulk isilk dispenser. Where a bulk dispenser for sdlk 
and silk products is not available and portions of less than one^^half 
pint are required for mixed drinks, cereal, or dessert service, milk 
and railk products may be poured from a ccnamercially filled container 
Pitchers may be used to serve milk only when filled from (a) or (b) 
above. All milk served but not consumed may be returned to refrigeration 
but used only for cooking, cocoa, etc. 



See Food Service; Food Source 



Only fluid milk and milk products that are pasteurized and obtained 
from sources that cosily with lavs relating to milk processing and 
labeling shall be used or served. 

North Carolina ^nly Grade A pasteurized fluid milk and fluid-milk products shall 

be used or served* Dry milk and milk products may be reconstituted in 
the stM&er camp if used for cooking purposes only* All milk and 
fluid-milk products for drinking purposes shall be served in the 
individual, original container in which they were packaged at the milk 
plant or from a bulk milk dispenser which has been approved by the 
Cosaission for Health Services; provided, that cream, i*hipped cream, 
or half-and-half may be transferred to individual service units from 
the original container of not more than one-half gallon capacity or 
from a dispenser approved for such service* 

Milk and milk products shall be stored in a sanitary manner and shall 
be kept refrigerated at 45°F, or less, except when being served. 
Milk containers shall not be completely submerged in water. Bulk 
milk dispenser containers, as received from the distributor, shall be 
properly sealed, labeled with the name and grade of the contents and 
identity of the distributor, and only the outlet seal shall be broken 
in the summer camp. 

Ore&on All milk, fluid milk products, ice cream, and other frozen desserts 

served shall be from sources which meet the requirements of ORS 
Chapter 621 and the administrative rules thereunder. 

Vermont Fluid milk and fluid milk products used or served in food service 

establishments shall be pasteurised. Dry milk and milk products may 
be reconstituted in the establishment if used for cooking purposes only. 
All milk and fluid-milk products for drinking purposes shall be served 
in the original container in which they packaged at the milk plant, or 
shall be served from a bulk milk dispenser approved by the Vermont 
Department of Agriculture. Milk products for tea or coffee may be 
served in small pitchers of eight fluid ounces or less, but must be 
washed, rinsed and sanitized prior to re-filllng. 



Virginia All milk served at the camp shall be graded, and refrigerated at or 

below a temperature of 45 F. until used. 

If available, only pasteurized milk should be served as a beverage 
and it should be served in the container in which it was originally 
bottled at the dairy plant. 



Suw H ap i pshire 
(continiMHl) 



New Jersey 
New York 
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FOOD SERVICE: Hllk and Milk Products (continued) 



fiaii yig&inia All milk and fluid milk products furnished to the occupants of an 

organised ca»^ shall be in compliance with the West Virginia State 
Board of Health Ililk Regulations. 



Only milk and milk products which are certified by the department 
and meet the Grade "A; milk standards of the Wisconsin Department 
of Agriculture shall be served or used. 

All milk, cream and other milk products shall be kept in the 
original container* In which delivered and under refrigeration 
until served or used. Dipping of milk is not permitted. No surfaces 
of bulk milk dispensers with which milk comes in conUct, other than 
the delivery orifice^ shall be accessible to manual contact, droplets, 
dust, or flies. The product container shall be cleaned, sanitised, 
filled and sealed only at a milk plant ^ich is certified by the 
Department mid meets the Grade "A" milk standards of the Wisconsin 
Department of Agriculture. Cream pitchers, if used, shall be provided 
with covers. 
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FOOD SESVICEt MmI Plaaniag Aad HutritioasI Bcquircsamts 
(Ineludlas Special Slau) 



ERIC 



Colorndg: A bcvftra^ •ball b« ••rvsd vlth uch maI. 

HMM^Mmt op*"tor of c»sv» wh«r« food !• pr«p«r«d «nd/or 0cn^d •hall provide 

suffieirat Bwabari of luUqumtttly tr&iaad parsonnal to pin. praparo 
«nd sorvs aucrltloaally adoquato Malt. 

(A) Ca^t Sarvidg Tm or Iton Mtala Par 1i§y 

Tha oparator of all caapa providlag two or mora saala 

par day vltb a daily ea&aua of aora than timty eaapara and 

oparatlng for a pariod graatar than tvo ifaaki thalls 

(1) «apioy a quallflad dlatloian to dlract and •uptrvis* tha 
food oarvicaBS or 

(2) cwitract in writing with a qualifiad diaticitt on a 
conaultant baaia for a minimum of ai|^t hourt for tha fint 
fouzMvaak pariod of oparation or part tharaof par calandar 
yaar» and for aaeh additional four-'waak pariod or part 
tharaof thara ahall ba a minimum of four additional houra 

of conaxiltation. Viaita of tha Qualifiad Siatician ahall ba 
of aufficiant duration and fraquaney to provida conaultation, 
avaluation and ^vica ragarding food aarvica paraoxmal* manu 
planning t tharapautic diata* food aarvica production* 
maintananca of rararda, food aarvica asployaa training and 
aanitation, A writ tan racord ahall ba leapt on fila at tha 
camp including dataa» timaa* aarvicaa nndai^d and 
rara^andation mada by tha conaultant « 

(B) Campa Sarving Ono or Horii Haala a Say 

All caspa with an an^ra^ daily canaua of tiNmty campara or mora 
oparating for a pariod graatar than two waaka md aarving ona 
or mora maala daily » ahall 

(1) Rava all Mnua appravad and aignad by a qualifiad diatieianf 

(2) Hava mMua plannad and vrittan at laaat two waaka in advanca; 

(3) Poat eurrant manua and kaap on fila copiaa of all manua 
uaad during tha aaaamii 

(4) Inaura that daily manua provida for a aufficiant variaty 
of fooda and that no daily manu ahall ba rapaatad twici in 
ona waafc* 

Hinimw Baily Food Saouiramanta fox Caaga Providing Thraa Maala> 
All campa with tha axcaption of / cai^a ahall provida at laaat 
thraa maala par day that: ara nut£ ioua and auitad to tha apaeial 
naada of tha campara* 

(A) Fooda ahall ba aarvad that maat tha moat racmtly raviaad 
**ltecoMiandad Diatary AUowancaa" of tha Food and Nutrition 
Board, National Aeadasiy of Seiancaa, National Raaaarch Council, 
adjuatad for aga, aax and activity. Tha only axcaption ahall ba 
by writtan Mdical diraetlon< 

(B) Tha minimimi daily f^d allowmca of farad to aach campar ahall 
ba baaad on tha following: 

(1) Kilfc~24 fluid Gimcaa aa a bavaraga or in food praparation« 

(2) Pro tain-*-* two or mora two-ounca adibla portiona or ita 
aqulvalant • 

(3) Vagatablaa and Fniit--four or mora aarvinga par day including 
at laaat ona aarving of a fruit or vagatabla high in aacorbie 
acid and a vagatabla or fruit high in vitamin A at laaat 
avary othar day. Evary affort ahould ba mada to incorporata 

(eontinuad) 
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KWD SERVICE! K..1 Plmalag „d Nutritional Requirw«nt. 
(lodudiog Special Diets) (continued) 



fttee»«chu«ett« 
(coatlnued) 



(A) 



the uee of freeh fruit, and vegetables whenever possible. 
Fruit flavored beverages with or without vitanins added 
shall not be considered a fulfilliwnt of these requirements 
and the use thereof diseoureged. 

Bread or cereal— four or more servings of whole grain, 
enriched or restored. 



Feeding . 

W Adequate Staff and Equifncnt 

All casips that accept physically, mentally, visually or 
eaotlonally handicapped campers shall provide sufficient numbers 
of adequately trained personnel and proper cHjuipawnt to inr«re 
the caapera are eating nutritionally adequate oeals. 

(B) Meals Shall Not Be Denied 

No c«¥er shall be denied a iseal for any reason other than by 
written oedical direcUon. ^ 

(C) Meals Shall Not Be Forced 

Caapera shall be encouraged to eat a well balanced diet, but no 
canper ahall be forced or otheivise coerced to eat against his will. 

Therapeutic Diets 

CMp. which serve seals and accept Caspars \Ato are on aedlcally 
prescribed diets. Including but not limited to wei^t reduction, shall 
provide for such diets. All therapeutic diets shall j 
(A) Be prescrlb«i, deted (no earlier than two sontha before arrival 
at canp), and signed by a licensed physician; 
Be predee as to specific dietary requiraoents or linitations; 
Be planned, prepared and served with the consultation frc« a 
Qualified Dietician; and 

Jteet, if possible, the "&icossMnded Dietsry Allowances" of the 
Food and Nutrition Board, National Academy of Sciences, National 
Research Council. 



(B) 
(C) 

(D) 



Hichiaan 



Pood provided by the cssp shall be of sufficient quantity and 
nutritional quality to provide for the dietary needs of each child. 

**!°!^ ^'^«»««* « i***' « in advance aid shall be dated 

ee the week in use. The current week's menu should be posted in the 
< l.?r?^*'"f-° eubstitutes shall bs noted on the menus 

in writing. After use, the menus shall be kept on file for the 
period of the cashing season. 

°f,f«iP«»»^«PP'^opriate for the size of the camp and the age 
of Che children, shall be maintained and used by personnel for the 
preparation of foods listed on the menus. 

Mealtimes shall be scheduled to meat the children's needs and 
spaced so there are no excessively long periods without food. At 
least 3 meals shall be served eacy day in a resident, troop or 
travel eaap. 



See Food Service: 
Preparation 



Food Service Regulations /Kitchen and Food 
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FOOD SB&VZCEs Vfrnml Plasmlsig and Nutritional R«quir«Mnts 
(laeludiJig SptdaX Diets) (continued) 



All food service penwnnel ihall weer deen outer germente end ehell 
keep their hende clean et ell tlMS vtiile engeged in handling food, 
drink p uttteiii or equiinawat. Pood service personnel ehell veer heir 
nets or head co wring* 

Food ssrvice personnel shall i»t eaqsectorete or use tobacco in any 
form in rooaai in which food is stored p prepared » or served. 

Adi^uete lockers or drsssing room shall be provided for personnel in 
food service vork* 



Nfv Hf^^ehire 



See Personal Health, First Aid, and Medical Services; K^ical 
Becords— Treatawmt Log, Regieter, and Reports (Including 
Reporting Outbreeks of tosounicable Disease)~Accident and 
Illness Trestment end Prevention 



New Jersey 



Food provided by the caoip shall be of suf ficiMt quantity and 
nutritional quality to provide for the dietary needs of each child. 

The current week's menu shall be posted in the food preparation area. 
Food etd»stitutss shall be noted on the menus in writing* After 
usst the menus shall bs kept on file for the period of the camping 
eeason* 

Mealtimes shall be scheduled to Met the children's needs and spaced so 
there era no excessively long periods without food. At least three 
meals shall be provided each dtif in a reeident camp. 

Meals shall be prepared and served in an appetising and sanitaiy 
manner. Meals shall be prepared as close to serving time as possible. 



New Tork 



Food of sufficient quantity and quality for the nutritional needs 
of each child shall bs provided* 



3.9i 
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FK)D SERVICE: Equipxaeot, Dishes and Utaaslls— 
SpacificAtions for j^ulpmeot mnd Utensils 



All oulti-uss utensils end all show nod dispUy ceses or windows 
counters, shelvee, tebles, refrigereting equipamt, sinks, end other 
equipment or uteneils used In connection with the operation of a 
resuurant ehall he so constructed as to be easily cleans and shall 
be kept in good repair. Utensils containing or plated with cadmiusa or 
lei^ ehall not be used: Provided, thet solder containing lead aav be 
used for Jointing. 

All equii»ient including display cases or \^ndowe, countere, ehelves, 
t^les« rafrigerators, stoves, bo^s, and sinks, shall be kept clean 
and free froa duet, dirt, insectt, and other contaminating material. 



Coanecticut 



Fadlitiee for dispensing foods or 
of eection 19-1>B42, 



beverages shall taeet the requirements 



Michiyui 



See Pood Service: 
Preparation 



Food Service Regulations/Kitches and Food 



All food service equi^ent and utensils shall be so designed and of 
such material and workmanship to be smooth, easily cleanable, 
and durable, and ehall be in good repair. The food contact surfaces 
of such equipi^t and utensile fihall be non-toxic, corrosion-reeistantp 
relatively non-absorbent, and s.asily acceeaible for cleaning. Equipment 
which seeta the National Sanitation Foundation standarde will comply 
with these provisions. All equlftaent shall be so Installed and 
maintained as to facilitate the cleaning thereof, and of all adjacent 
areaa. 



All Bulti-use uteaeils, counters, shelves, tables, refrigerating 
equipment, einks, dishwashing machines, stoves, hoods, mixers, meat 
grinders, and other equipment and utensils used in food operations 
shall be so constructed aa to be easily cleaned and shall be maintained 
in good repair, and free of breake, corroelons, open eeams, cracked 
and chipped places. All surfaces of multi-use utensils with which 
food or drink comee into contsct ehall coneist of smooth, non-toxic 
material which is not readily corrodible. Utensils containing or 
plat^ with ca^um oi lead shall not be ussd, provided that aolder 
containing lead ©ay be used for Jointing. New equipment shall 
conform to applic^le National Sanitation Foundation Standards. 



New Haapshirs Where running water is available, the camp shall be provided with 

an ample supply of ruiming hot water. 

Following the last preceding use, all csting and drinking utensils, 
including cups, glaeses, dishes, spoons, forks and knives, shall be 
cleansed by washing with use of a cleaneing preparation in water of not 
less than 130 F. and then be exposed to live steam, dry steriliration, 
or be ecalded by thorough drenching with water of not less than 170^f • 
(77^c.) at point of contact with djshes. Uhere hot wstsr is used 
as the sanitising agent for waahing diehes, the temperature of the wash 
snd rinse wster shall be checked sad recorded before and during washing. 
A proper thermraeter shall be provided for this purpoee in a convenient 
location. 

In lieu of the foregoing, final disinfection may be effected by 
complete Immere^on of the article for not lese than two minutes in 
(continued) 
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POOD SERVICE: Equipment, Dishes and Utensils- 
Specifications for Equipaent and Utensils (continued) 



Htw H*»»hir« • cold chlorina solution which is renewed with such frequency that such 

&^Sd>~ disinfecting solution shall at all times contain not less than 100 

' p.rts per million of available chlorine. This treatment shall in all 

cases, follow the cleansing proceiis and shall in no case be in lieu 
thereof or in combination therewith. Such other method of disinfecting 
may be employed as mey approved by the Department. 

Following disinfection, the article should be set on a sanitary 
drain rack to drain. Draining en towels, cloth or flat surfaces is 
not permiesible. The wiping of glasses with towels la deemed 
objectionable. ^ 

•Bia bacteriologic content of such cleanued and disinfected 

shall not exceed 100 organlMis, as determined by tlie method of the 

American Public Health Association. 

ItaH York (■) <1) All utensils and all show and display cases or windows, counters, 

— — shelves, tables, chairs, refrigerating equipment, sinks and 

other equipment or utensils shall be so constructed -as to be 
cleaned easily, durable and shall be kep- in good repair. 
(2) Food-contact surfaces of such equipment and utensils shall 
be easily accessible for cleaning, non-toxic, corrosion- 
resistant and relatively non-absorbent. 

(b) All equipment shall be designed, installed and operated in 
accordance with the criteria set forth by the National Sanitation 
Foundation, Automatic Merchandising Health-Industry Council, 
Baking Industry Sanitation Standards Co^ttee, and the Cwamittee 
for 3-A Sanitary Standards for Dairy Equipo^nt or other nationally 
recognized testing laboratory or agency. 

(c) Utensils containing or plated with cadmium, lead or zinc shall 

not be used, althou^ solder containing lead may be used for jointing. 

(d) All glassware, china, crockery, pottery and utensils or 
aqulpmrat of a similar character or coating shall be free from 
breaks, cracks and chipped places. 

north Carolina All equlpaant and utansils shall be so designed »«f °^ "jf 

materUl and workmanship as to be smooth, easily cleanable and 

durable, and shall be kept clean and in good repair; and the food- 
contact surfaces of eucb equlpaant and utensils, shsll. In addition, 
be easily accessible for cleaning, non-toxic, corrosion-resistant, 
relatively non-idjsorbent, and free of open crevices; provided, that 
hard maple or equivalent may be used for bakers' tables and cutting 
blocks esd boards. 

All single service articles shall be stored, handled, and dispensed 
in a sanitsry manner, and shall be used only once. 

All cloths used by chefs and other «Bployees in the kitchen sl-^ll 
be clean. 

Interpretation J Food Service equipment westing National Sanitation 
Foundation Standards or equal coa^illes with the design and 
construction requirements oS this Item. All equipment should be so 
installed end located as to permit easy access for cleaning. 
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CoMtsuetioo and ClMtnlat of DtKwlIt ud Equtnarae. 

(•) All aulti-w utKuilt ud diaplay cmm or viadon, eouatort. 
■holvM, t«l>lM, rofrttOMtlon oqulpMse, olnka, draiabo.rdo , 
diohublM, euctlog boards «ad othw cqul^mrat or ueatwilo 
iMod in eonooetiea with thm oporaeioa of m orioalMtioaal eu» 
■hall bo of tMilf elMnablo MUrUl and ahall ba km cla« 
■od la good rapair. 

(b) Otaaalla eonealnlng or plaecd with cadaiua or load ahall not 

ba uaad, provldsd, hotmr. that aiXvar ao.lar or aoldar coatainl&s 
loaa than 50 parent laad aay ba usad for jointing. 

(c) Contalnara with aaaas which ara not aaalad flush with tha 
iurfaea shall tat ba ra-usad. Slngla aarvlca eontalnars or 
utanslls shall not ba rs-usad. 

(d) aippad, eraek«i, or eracad granltawars or enaoalwara shall 
not bs usad. 



TfM^saa All aqulpsant and ut«ialla ahall ba ao daalgnad and of such matarlal 

and worlcaanshlp as to ba smooth, elaanabla and durabla, and ahall ba In 
^d rapair; and tha fo(Kl-contacC aurfacas of auch aqulrawnt and 
utanaila ahall, In addition, ba aaslly aeeasslbls for ela^ng. non- 
toxic, eorroslon-raalatant, and raUtlvaly non»sbsorbantt provldad. 
that whan approvad by tha Pvfcllc Haalth Offlcar, aiteaptions nay ba 
aada to ths abova matarlal raqulr«>anta for aqulptaaot auch as cutting 
boards, blocks, baksrs* tablas, dining tablas, and similar aqulpmant. 

All aqulpmant should ba iostallad and maintalnad as to fadlltata 
daanlng thar^f and of all adjacMt araaa. 

Equlpsant in usa at ths tlma thasa ragulatlous bscoma affaetiva which 
doas not fully maat tha abova raqulrtBsants may ba continuad in usa 
if it is in good rapair, eapabla of balng maintalnad In a sanitary 
condition, and food-contact surfacas ara non-toidci provldsd, that it 
maats with tha approval of tha Public Rsslth Offlcsr. 

SSSSm. Convanient and sultabls ut»ails, such as forks, knivas, tonga, 

spoons, scoops, or singla-ssrvica plastic glovas, shall bs usad by tha 
amployaas to ainimlcs handling of all food. For sslf-sarviea customars, 
similar isqilasnnts shall ba provldsd. 

Dispansing scoops, spoons, and dippsrs, ussd in serving frosan dairy 
products shall bs storsd bstweaa usaa althar in an approvad running- 
watar dippar wall or thoroughly washsd, rinsed and sanitisad aftar 
aach usa. Scoops, tongs or dippars for lea shall ba proparly storad 
to protact against contamination of tha ica and tha utansil. Othar 
dispansing scnops or spoons usad for sarving food shall be stored in 
the food being cooked or washsd, rinsed and sanitissd bstween uses. 

All equipment aad utanaila shall be ao designed, of such material, 
and installed as to be smooth, easily cleansbls, and durable and 
shall be in good repair. The food-contact surfaces of such equipment 
and uteneils shall, in addition, be easily accessible for cleaning, 
non-tojdc, cerroeion resistant and relatively noo-absorbent. 
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FOOD SERVICE: Equi|»mt» DishM and UtenMlls-* 
SptdflcAtions for Bquii^mt and Uteniills (continued) 



tfiseopito EquipMtit and utensil approval. 

(a) All aquipaant or utenaila ahall met applicable criteria of the 
departsaat vhich include those of the National Sanitation Foundation 
and Qnited Statea' Public Health Service* 

(b) All equipMnt and vtenaila shall be so designed and be of such 
material and vorkaanship aa to be sa^K^th, easily cleanabla and 
durable; and the focni^-CQntact eurfaces of equipmnt and utenaila 
shall be non-toxlc» corrosion tasiatant, relati'^ly non-abaorbent 
and eaaily acceaaible for cleaning. 

(c) Equi{»^t or utmsils in use at the time of adoption of these 
reulgationa vhich do not fully oeet the above requimenta nay be 
(^ntlnued in use if they are in good repair, if capable of being 
maintained in a sanitary condition and if the food-contact 
surfacea are non-toxic. 

(d) Equipment not suitable for iwe or not capable of being maintained 
in a sanitary condition shall be remved from the premises. 

Equipment installation. All equipment shall be so installed as to 
facilitate the repair and the cleaning thereof and of all adjacent 
areaa. 

Utenail and equipment maintenance* 

<a) All utenails and food-contact surfaces of equipit^tp excluaivc of 
cooking surfaces of equipmnt, used in the preparation or aerving 
of food or drliUc shall be thoroughly cleaned after each use. 

(b) Cookii^ surfaces of equipment shall be cleaned at least once a day* 

(c) All utensils and food-contact surfaces of equipment used in the 
preparation, service, display or storage of potentially hazardoua 
food shall be thoroughly cleaned and sanitized prior to such use. 

(d) Non*food-*contact surfaces of equipment ahall be cleaned at auch 
intervals as to keep thea In a clean and sanitary condition* 

(e) All multi-use utensils shall be maintained in a clean and sanitary 
condition and shall be cleaned and sanitized after each usage. 
Cracker , chipped or porous utensils or those with open seams shall 
be discarded* 

Equipment and utensil storage. 

(a) After cleaning and utensil use, all food-contact surfaces of 
equipment and all utensils shall be handled and stor^^d so as to 
protect them from contamination. 

(b) Utenails shall be stored on a clean, smooth and impervious surface 
in a clean dry place and, wherever practicable, utensils shall be 
covered or Inverted. 

Furniahings* 

(a) All fumishings shall be designed for easy cleaning and shall 
be maintained In a clean and sanitary manner* 

Cb) Soiled linens shall be kept in containers used cxclu.^ively 
for at»ch purpose. 

Self-*service openings in counter guarda shall be ao designed ai;d 
arranged as to protect food from manual contact* All dlapenalng 
utenails shall be of auffldent length to prevent thaa from falling 
completely into the container of food* 

Tongs, scoopa or diapensers shall be used for handling and serving 
Ice* 
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FOOD SE&VICEs Equipsaent, Dishes and UtensilB--* 
Dishwashing and Sanitation 



Alaska 



If s^lti-use utensils are used in tha serving of food or drink, they 
shall be cleasised and disinfected in accordance with the provisions 
of this chapter* 

All Qultl-use eating and drinking utensils shall be thoroughly cleaned 
and effectively subjected to an approved bactericidal process after 
each usage. All Bulti«-use utensils tiaed in the preparation or serving 
of food «id drink shall be thoroughly cleaned and effectively subjected 
to an a|/proved bactericidal process ias^diately following the day's 
operation* Drying clotha» if used» shall be clean and shall be used 
for no other purpose. 

No articlet polish, or other substance containing any cyanide 
preparation or other polaonous material shall be used for the clcening 
or polishing of ut^iails. 

After bactericidal treatment utensils shall be stored iu a clean, dry 
place protected fros flies, dust, and other contamination, and shall 
be handled in such a oanner as to prevent contaoination as far as 
practicable. Single**servlce utensils shall be purchased only in 
sanitary condition, shall be stored therein in a clean, dry plac«= 
until used, and shall be handled in a sanitary i&anner* 



See Food Service: Food Service Regulations/Kitchen and Food 
Preparation Areas 



All caaps shall have adequate facilities for the cleaning and 
sanitizing of all multi-use utensils* 

Where «ulti-use kitchen utensils are washed by hand, there shall be 
provided at least a two-compartment metal sink, with metal drainboards, 
and such sink shall be provided with hot and cold running water. 

All multi**U8e kitchen utensils used in the preparation or serving of 
food or beverage shall be thoroughly cleaned after each usage or 
following each dsy^s operations or as circumstances require. 

Where single-service eating and drinking ut^isils are used exclusively, 
no facilities for dishwashing are required, except that if multi-^use 
kitchen utensils are used, then at least, a two-con^arttrent metal sink, 
equipped with hot and cold ruztning water, and metal drainboards shall 
be required. 

All multi-use eating and drinking utensils shall be thoroughly cleaned 
and subjected to an effective bactericidal process after each usage* 

Where multi-use eating and drinking utensils are wn^hed by hand, 

one (1) of the following facilities shall be provided for washing and 

sanitl^atlon: 

(1) A three^compartment metal sink with metal drainboards, where 
chemicals are used for sanitisatlon. 

(2) A two-compartment metal sink with metal drainboards, where hot 
water is used for eanitization. The rinse compartment shall be 
equipped with heacing facilities, so insulated or separated from 
the wesh sink as to maintain the rinse water at not less than one 
hundred-eighty (180) degrees Fahrenheit, 

(continued) 
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FOOD S£SVXC£$ EqulpsMmt» DishM and Uttulls— 
DishVAShins and SaoitAtior (continued) 



California 
(raatiauad) 



All mlti-use eating and drinking utensils, when vaahed by hand in a 
three-cca^ar^aent aink, shall be washed in hot water with an effective 
detergent until thoroughly clean. l%ey shall then he rinsed in clear 
water before being ioaersed in a solution containing a bactericidal 
chemical for such tim and in such concentration M shall be first 
approved and prescribed by the State Department; provided » that 
such process produces results equivalent to those p^uduced by 
contact with a hypochlorite solution containing one hundred (100) parts 
per million of available chlorine for thirty (30) eeconds. 

All snilti-use eating and drinkisig utmeilSi whra washed by hand in a 
tvo-compartiaent sink, shall be washed in hot water with an effective 
detergent until Uxoroug^ly doan and then imersed for at least one*- 
half (1/2) minute in hot water, at a temperature of at least one 
hundred-eighty (180) degrees Fahrenheit, as measured by a thermometer. 

Other methods of bactericidal treatment may be used if approved by 
the State Itopartment. 

Where multi-uae eating and drinking utensils are waehid by machine, 
the machine shall be eo deaifped, installed, and operated as to 
thoroughly clean mid to provide an effective bactericidal rinse for all 
such ut^isils. All ^ew spray-type machines which are designed for a 
hot-^ater bactericidal rinse shall conform to the Stradard Mot 3 of the 
National Sanitation Foundation, aa amended April 1, 196S and ahall be 
installed and operated in accordance with euch standard; or such 
machines shall be of a type, and shall be installed and operated, as 
approved by the State Department* 

In all dishwashing operations, dishes shall be scraped or rinsed 
prior to dishwashing, Dif f erwit methods or meterials for washing 
or bactericidal rinsing of utensils may be used if approved by the State 
tepartment as providing results equivalent to those produced by the 
methods required by this article. 

The local enforcing agency may teat the adequacy of the bactericidal 
proceat by performing rim counts in accordance with Mthods approved 
by the State Department, and the average of such counta on eating 
and drinking utensils at all timea after washing and before serving 
shall not exceed onc^ hundred (100) ^loniea per utensil. 

See Sanitation: Safe Water pply and Safe Ice Supply 
See Food Services Food Service Segulations/Kitchim and Food 
Preparation Areas 



Colofado 



The kitchen, food preparation, dish and utensil washing and all 
other food service areaa ahall be operated in compliance with the 
requirements of the Colorado Department of Public Health regulationa. 



See Food Servieei Pood Service Segulat lone /Kitchen and Food 
Preparation Areaa 



One of the following Mthoda shall be ea^loyed in dishwaahings 

(1) Manual. A three^eosvartment aink or equivalent ehall be 

provided, with compartments of adequate length, width and depth to 



(continued) 
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POOD SERVICES EquipMut, Diahei «nd DtcMlls— 
Di«hifA«hiag and SanlUtion (continue) 



ptrait the coaplste IsaBsraion of the Urg«st utensils to be washed 
and wire basketa or racks of dishes , and eech cos^artj^nt shall be 
supplied with hot and wld running watar. Thare shall be a sufficient 
QUfiber of baskets to hold the dishes and utensils used during the 
peak lofid. The utanslls and dishes shall be thoroughly washed In 
hot water containing a suitable soi^ or detergent in the first 
coflQ>arti&ent» rinsed in clean water in the second ccuapartment and 
ianersed completely in clean water at a tei^rature of not lower 
than 170 F. for at least two minutes in the third coapartj&ent. 
The third crapartaent shall be properly equipped with a heating 
tmit or other means to maintain the specified t«aperatura lAile in 
usa. A thence ter which will accus^ately uaaure the tfisperature 
of the water in the third ccsapartMnt shall also be provided. 
Drain racks shall be a part of the three-co^artment sink and 
ad^uate specs shall be available for drainage. Dishss and utmells 
shall be alr-driad. 

(2) Hachanical. Water pressure in the lines supplying the wash and 
rinse sections of the dishwashing machine shall be maintained at 

a flow pressure of not less than 15 potmds psr square indi, but not 
to exceed 25 po\sds per square inch and the water shall be at a 
manifold temperature not lower than IK) Fahr«ihelt. The machinea 
shall be ^ulppad with thermometers which will accurately indicate 
the tesparature of the wash and rinse water. New dishwaahlng 
machines shall conform to Standard Himiber 3 of the National 
Sanitation Fcimdatlon dated Septi^er 1956. Dishes and utensils 
shall be air-dried. 

(3) Uhere equi^ent or utensils must bs clsaned in place or where for 
othar reasons the c»thods described in (1) and (2) are not 
fMsibls, other procedures that will provide ^uivalent cleaning 
and aanit icing shall be used. 

In order to protect the clean dishes and utensils from contamixutioni 
at&raga space shall be provided. 



All equipment* Including counters, shelves, tables, cutting boards 
aaat blocks, refrigerators, stoves, hoods » sinks, dishwashing machines, 
and similar equipment shall be kept clean and free from dust, dirt, 
insscts and othsr contaminating material. 

All multi-use eating and drinking utensils shall be thoroughly cleaned 
and effectively subjsctsd to an approved bactericidal process after 
each ussge. 

All multi-use utensils used in the prsparatlen md serving of food shall 
bs thoroughly cleaned and affectively subjected to an approved 
bactericidal process iaa^diataly following the day^s operation. 

Drying cloths shall not be used. 

No srtide, polish, or other substance containing any cyanide 
preparation or other poisonous material shall be used for the cleaning 
and polishing of utensils. 

Aftsr bactsrieidal traatmant utensils shall be stored in a clean, 
dry place protected from Insects, dust, splash, ovsrhsad leakage, and 
other contamination. All utanslls shall be storsd at Isast 8 Inchss 
above the floor. Surfaces of container and utensils which corns into 
contact wl& food shall not be touched by hand. 
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FOOD SLJ^nCEt EquipnenC, Dlshei and UtenBils— 
DiBta?A8blng and Sanitatloo (contintied) 



HevJuiA 



Food Service: Food Protection^ Handlittgt Storage, and 
Refrigeration 



N«v York 



General • 



(a) All eating or drinking utensils shall be thoroughly cleaned, 
rinsed and sanitized after each usage. 

(b) All kitchen ware and food-contact surfaces of equipment used in 
the preparation or serving of food or drink and all iaulti*-use 
food storage utensils • exclusive of cooking surfaces of equipment, 
shall be thorou^ly cleaned after each use. Cooking surfaces of 
equipment shall be cleaned at least once a day. 

(c) All utensils and food-contact surfaces of equip^nt used in the 
preparation or storage of potentially hasardous food shall be 
thoroughly cleaned, rinsed and sanitized prior to such uset except 
that food-contact surfaces of equipiaent or utensils which will be 
heated in the baking or cc^king process of food preparation to 
above 140^F, shall not be required to be sanitised prior to 
usage. Non-food contact surfaces of equipment shall be cleaned 

at such intervals as to keep them in a clean and sanitary condition. 
After cleaning and until use« all food-contact surfaces of 
equipment and utensils shall be so stored and handled as to be 
protected from contamination. 

Dishes and food utensils shall be cleansed, washed and sanitized 

after each use and shall be handled and stored to prevent contamination^ 

Manual dishwashing. 

(a) When manual dishwashing is employed, equipment and utensils shall 
be thoroughly washed in a warm detergent solution which is kept 
reasonably clean, and then shall be rinsed free of such 
solution. All eating and drinking utensils and, where required, 
the food-contact surfaces of all other equipment and utensils 
shall be sanitized by one of the following methods: 

(1) (i) Imersion for at least one-half minute in clean hot 

water at a temperature of at least 170 F. 
(ii) Thermc^ters accurate to 4^3^F. shall be provided 
convenient to the sink to permit frequent checks 
of the water temperature. 

(2) Immersion for a period of at least one minute in a sanitizing 
solution containing one of the following: 

(i) At least 50 ppm of available chlorine at a temperature 

not less than 75 F. 
(ii) At least 12.5 ppm of available iodine in a solution 

having a pH higher than 5.0 and a tetiq>erature of not less 
than 75°F. 

(iii) Any other chemical-^'sanltising agent ^ich has been 

demonstrated to the satisfaction of the Department to be 
effective and nontoxic under use conditions • and for 
which a suitable field test is available. Such 
sanitizing agents # in use solutions » shall provide the 
equivalent bactericidal effect of a solution containing 
at least 50 p^ of available chlorine at a teoperatture 
not less than 75 F. 

(3) Equipment too large or in^ractical to treat by the methods 
in paragraphs (1) or (2) of this stdJsection may be treated: 
(i) with live steam frcso a hose. In the case of equipment 

in which steam can be confined; 
(ii) by rinsing with boiling water; or 

(continued) 
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FOOD SERVICE; Equipment, Dishes and Utensils 
Dishwashing and Sanitation (continiied) 



New York 
(coatlttued) 

(b) 



(d) 



(iii) b> spraying or swabbing with a chemical sanitising 

soluticm of at least twice the oinicms) strength required 
for the particular sanitizing solution when used for 
ima^rsion sanitization. 
Pid^lic eating or drinking places shall conduct manual washing and 
sanitication of utensils only in three-comparttnent sinks, with 
the following exceptions and conditions: 

(1) Licensing jurisdictions in which greater than 50Z of the 
establishiaents are esgploylng laanual seans of washing and 
sanitization of utensils and ^uips^t do not have 
thrce-ccHspartioent sinks, shall submit for approval to the 
Department a plan for the orderly transition to effect 
compliance with the provisions of this Bisection. 

(2) Establishments where the only utensils to be washed are 
limited to spatulas, tongs and similar devices, and when the 
only equipment to be cleaned is stationary and does not 
require disassembly for proper cleaning, a one-comparts^nt 
sink may be approved by the licensor for such purpose. 

(3) At least a two-compartment sink shall be provided and used 
for washing kitchenware and equipment which does not require 
sanitization. 

Sinks used for manual washing and sanitizing operations shall be 
of adequate length, width and depth to permit the coc^lete 
icmiersion of the equipment and utensils, and each compartment of 
such sinks shall be supplied with hot and cold running water* 
Where there is a need for a slop sink or device to discard 
liquid waste, such sink or device shall be provided in addition 
to the three**comparts^t sink. Clewing wastes shall not be 
emptied into sinks tised for the p^-eparation of food or the 
cleaning and sanitizing of utensils* 

When hot water is used as the sanitizing agent in manual 
operations, dish baskets shall be of such design as to permit 
complete immersion of the utensils and equipment con^onents being 
sanitized therein. The sink compartment used for the sanitization 
process shall be equipped with heating facilities which are 
capable of maintaining the temperature of the water at not less 
than 170^F, 

ne dishwashing* 

Dishwashing machines, including prewashing units, shall be 
designed, constructed » installed, maintained and operated so as to 
coii^ly with the following criteria, where applicable: 

(1) When chemicals are relied upon for sanitization, they shall 
be of a class or type approved by the Department, and shall 
be applied in such concentration and for such a period of 
time as to provide effective bactericidal treatment of 

the equipment and utensils. 

(2) An easily readable thermometer shall be provided in each tank 
of the dishwashing machine which will indicate to an accuracy 
of ±3 F. the temperature of the water or solution therein* 

In addition, a thermoiaeter of equal accuracy shall be 
provided which will Indicate the temperature of the final 
rinse as it enters the manifold. All thermometers shall be 
so placed as to be easily read by the operator, and so 
located as not to be unduly exposed to breakage* 

(3) The wash and final rinse cycles of all machines shall be 
automatically timed* 

(4) The flow pressure of the final rinse water shall not be 
less than 15 or more than 25 pounds per square inch in the 
line at the machine* 



(continued) 
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FOCSLi SERVICE: EqulpseaC, Dlthu end Utuslls— 
DlshvAihing and Sanitation (contlnt^d) 



(5) Approprlata coxmactlona ahall ba provldad to anabla tha 
taatlng of the teoparatura and preaaura of the final rlnaa 
water, and pluasblng connectlona ahall be located Issedlately 
adjacent to the at^ply aide of the valve control in the 
line carrying the final rlnaa water to the dlahwaahing 
oachine. 

(6) Whan autoiaetic cold water glaee waahera are eisployed for 
waahing and aanltising glaaaea the following proviaiona ahall 
be Mts 

(i) The waeher ahall be aelf-cleaning and aanitizing. 
(ii) All uaed water ahall flow out of the waeber is^diately 
following uee« 

(iii) The waaher ahall contain bruahea or employ other effective 
i&aana which will adequately clean both the inaide and 
outaide of the glaee. 
(iv) The detergant-aanitiaar uaed ahall be one that ia expreeely 
for use in cold water glaae waahera and ie effective, 
(b) Any other type of machine, device, or facilltiea and proceduree 
may be epproved by the Departsmt for cleaning or eenitising 
equips^t and utenaila, if it can be readily eatabliehed that euch 
machine, device, or facilltiea and procedure will routinely 
render aquipo^nt and utenaila clean to ei^t and touch and provide 
effective bactericidal treatsiant. 



North CaTOlina Facilitiea and methods for the cleaning and sanitizing of utenaila 

and equipment shall comply with Item 13 of Section 6 of the Coxsmiseion 
for Health Services Rules and Regulations Governing the Sanitation 
of Raatauranta and Other Foodhandling Establishments* 

All multi-use eating and drinking utensils shall be thoroughly 
cleaned and sanitised after each usage. 

All kitchenwara and food*-contact surfacea of equipment, exclusive of 
cooking surfaces of equipment, used in preparation or serving of food 
or drink, and all f^d storage utensils, shall be thoroughly cleaned 
after eech use. Cooking surfaces of equipment shall be cleaned et leaat 
once each dsy. All utensils and food^contact aur faces of equipment 
uaed in the preparation, service, display, or storage of potmtielly 
haaerdoua foods shmll be cleaned and aanitised prior to each uae« 
Hon-food-eontact aurfacea of equlpmmit ahall be cleaned st euch 
intervale as to keep them in e clean and aanitary condition* 

Necessary facilitiea ahall be provided and used for the cleaning end 
senitielng of uteneila and equipmrat. All siich utensils end 
equips^t shall then be atored ao aa to drain dry, and be protected 
from splash, duet or cont«&ination* In^^lace cleaning of fixed 
equipMit shall be eccepteble when found effective. 



O ff yon Cleaning end Microbicidal Treato^nt of Utensils. 

(a) All utenails ahall be effectively cleaned end sanitised by an 
approved fsicrobicidel treatment eftex s^eh uaage* 
(i) If hand waahing of utensils is precticed, e three-^eompertsent 
eink with each con^Artment of aufficiant else to allow total 
immersion of the largest multi'*use utensil in each coo^artment 
is required* The first con^arts^nt ahall ba used for washing 
with e hot detergent solution; the second compartment shall b# 
uaed for ismreion in clean^ 120 to 160 degree Fahrenheit 

(continued) 
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roOO SERVICES Squipmit, DlahftS «nd Utmislls 
DiahvuhiAg «nd S«ait«tiosi (continuad) 



WAtw; and thm third cMpartsfiot shall contain a warm 
( eo n rtim td) aolutim of aaaltisar eonalating of on« of tbs lolloving, in 

parta par million by waight aa a minlmuDi concantration 
datansiaad m auitable fiald teat kit: 

A chlorine aolution of SO parta par million; or 

A diloramine aolution of 100 parta par million; or 

An Improved quatamary asoaonium chloride folution of 100 

parta per ailli<m; or 
An loddUM type aanitiaer of 12 parta per million; or 
An approved phoaphoric-aulfonic acid sanitisar aolution 
of 100 parta per aillion. Freah aolutiona ahall be 
prepared at do\fl>le the ainimua permlaelble concentration! 
(ii) Uteneile ehall be totelly iai&eraed in each of the three 
vata and ehall remain loseraed for a minimum of tm (2) 
ffilnutea in the final aanitising rinaa. Sanitised dlshea ahall 
not be rinead following the aanitlsins proeeaa» wt 
tovel dried* All aolutiona ahall be changed aa neeeaaary 
to maintain deanlineaa, temperature and chemical 
coneeatratlona required by thla aeetion. 

(b) In machine dlabwaahlng, diahea ahall s 

(i) Be atacked in racka, traya, or conveyora ao aa to avoid 
ovarc^mdlng and eo aa to permit the wash and rinae waters 
to reach all aurfacea of each article, 
(il) Have all food acrapa removed from the surface by pre-rlnaing 
or other laechanical Mana prior to washing, 
(iii) Be subject to a spray of hot water reaching a minimum of 140 
degrees Fahrenheit and containing eufficient detergent to 
effectively remove the soil, except that single tes^erature 
m ac hin ea mu»t reach a minimum wash temperature of 165 degreea 
Fahrenheit and chemical sanitising machinee must reach a 
minimum wash temperature of 140 degrees Fahrenheit, 
(iv) The final aani tiding rinae shall be accosaplished by: 

An effective hot water spray at 15^20 p«8.i. pressure and a 
t^sperature of at leaat 170 degrees Fahrenheit as 
meaaured at the dish rack; or 

Ad approved aanitizer of the approved concentration for that 
specific type of eanitiser for a minimum of ten (10) seconds, 
(v) Towel drying is prohibited. A chemical drying agent is to be 
used in the final rinse if it is a U. S. Food and Drug 
Administration approved food additive and used at the approved 
concentration in cosq>liance with Title 20 Code of Federal 
Hegulation» CSiapter 1, Section 1 to 129* 
(vi) The mechine shall be designed, fabricated, installed and 
maintalnsd ao as to be easily cleanable and capable of: 
Effectively removing soil, sanitizing the utanails; 
Melntalning water tes^eraturea as required in subsection (iii) 
and (iv); 

Skimming, atralnit^ and changing water frequently enough to 
maintain the water in a clean condition, accurately indicating 
both the weah and rinae water tes^eraturea and praaaure< 

(c) No Bii&stance, article or chemical coi^ound containing a highly 
toxic material or inserting a toxic of harmful nature to a utcnail 
ahall be uaed for poliahing or cleaning of equipment or uteneils. 

Storage and Handling of Dtensila and Equipment. After microbicidal 
treatment, uteneils ahall be stored in a clean, dry place, protected 
from inaacte, dust and other contamination, and ahall be handled in 
euch a way to prevKit contamination. 




FOOD SSRVIOEs £quiiHBeat» Dishes and Utensilfi— 
Dlshvuhiog ftxxd SaaitAtion (continued) 



TenpMsee All eating and drinking utsnsila ahtfll be thoroughly cleaned and 

sanitised after each use as outlined In the 1962 edition of the U. S. 
fx^U.c Health Service Food Service Sanitation Manual » or by such 
other aethcKi that may be approved by the Public Health Officer. 

All kitchenvare and food*contact surfaces of equif^nt used in the 
preparatic»i or serving of food drink and all food storage utensils 
shall be thoroughly cleaned after each \ise. Ck>oklng surfaces of 
equipment shall be cleaned at least once a day. All utensils and food* 
contact surfaces of equipment used in the preparation ^ service, display, 
or storage of potentially-'haeardous food shall be thoroughly cleaned 
and sanitised prior to each use. Kon-food^'contact surfaces shall 
be cleaned at such Intervals as to keep them in a clean and sanitary 
condition. 

All equipment wd utensils shall be cleaned, sanitised, handled, and 
stored as outlined In the 1962 edition of the U. S, Public Health Service 
Food Service Sanitation Manual or by such other method as may be 
approved by the Public Health Officer. 

See Food Service: Food Service Personnel 



Utah All multiple use eating or drilling utensils provided for use by 

guests shall be washed and sanitized as prescribed by the Director. 

Vermont A three-coiapartment sink or acceptable automatic dishwasher shall be 

required for washing of tableware. 

Manual Dishwashing Facilities. (1) A three-compartment sink shall be 
provided and used wherever washing and sanltlsatlon of tableware are 
conducted manually; Provided, that establishments where the only 
utensils to be washed sre limited to spatulas, tongs, and similar 
devices, at least a two-^compartment sink shsll be provided end used 
for washing kitchenware and utensils which do not require sanltisatlon. 
(2) Sinks used for manual dishwashing and sanitising operations shall 
be of adequate length, width, and depth to permit at least one half 
immersion of the largest utensils used in preparing and serving food, 
and each compartment of such sinks shall be supplied with hot and cold 
running water. (3) Dish tables and draid^oards, of adequate else 
for proper handling of soiled utensils prior to washing and for cleaned 
utensils following rinsing or sanltlssatlon, shall be provided, and shall 
be so located or constructed as not tc Interfere with the proper use 
of the dishwashing facilities. (4) Sinks, dish tsbles, and dralnboards 
shall be constructed of galvanised o^tal or better, suitably reinforced, 
of such thickness and design as to resist denting and buckling, and 
sloped so as to be self^draiuing. 

Automatic Dishwashing Facilities. (1) Dishwashing machines shall be 
of such materials and so designed and constructed as to be easily 
cleanable, and shall be capable of rendering all strfaces of equipment 
and utensils clean to sight and touch, and sanitised. (2) When 
spray** type dishwashing machines are used, the following additional require- 
ments shall be met: (a) Wash water shall be kept reasonably clean, 
(b) The flow pressure shall be not less than 15 or more than 23 pounds 
per square inch on the rinse-wster line at the machine. A suitsbie 
gauge shall be provided on the upstream aide of the final rinse sprays 
to permit checking the operating flow pressure of the final rinse water. 

(continued) 
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FOOD SERVICE: Equipment » Dishes and Utensils- 
Dishwashing and Sanitation (continued) 



V«t»oat If the above water pressure requirements cannot be met with existing 

(continued) line pressure, a pressure regulator or pump, whichever is necessary, 

shall be Installed on the rinse-water line. (3) Jets, nozzles, and 
all other parts of each machine shall be maintained free of cheaical 
deposits, debris, and other soil* (4) Automatic detergent dispensers. 
If used, shall be kept in proper operating condition. (S) Conveyors 
shall be accurately regulated in accordance with the manufacturer's 
operating recoroendations to assure proper exposure of utensils 
and equlpi^nt during washing, rinsing, and sanitizing procedures. 

Cool water drinking glass washing devices must receive Health Department 
approval prior to use in the state. 

Thermometers and chemical kits provided* Manual dishwashing: (1) 
When hot water is used as the sanitizing agent in manual opisrations, 
thermoi^ters accurate to j^3^F. shall be provided convenient to the sink 
to permit frequent checks'lof the water t^perature. (2) Ch^ical 
test kits or other suitable detection devices that accurately measure 
the parts per million concentration of the sanitizing solution shall 
be provided and used. (3) Dish baskets shall be of such design as 
to permit complete immersion of the utensils and equipis^nt components 
being sanitized therein. 

Automatic dishwashing: (1) An easily readable thermometer shall be 
provided in each tank of the dishwashing machine which will indicate 
to an accuracy of +3^^* ^® temperature of the water or solution 
therein. (2) In addition, a thermometer of equal accuracy shall be 
provided which will indicate the temperature of the sanitizing rinse 
water as it enters the manifold. 

All eating and drinking utensils, kitchenware and food-contact surfaces 
of equipment, used in the preparation or serving of food or drink and 
all food-storage utensils, shall be thoroughly washed, rinsed and 
sanitized after each use. Non-food-contact surfaces of equipis^at sh£^ll 
be cleaned at such intervals as to keep them in a clean and sanitary 
condition. 

After cleaning and until use, all food-contact surfaces of equipment 
and utensils shall be so stored and handled as to be protected from 
contamination • 

Prior to washing, all equipment and utensils shall be preflushed or 
prescraped and, when necessary, presoaked to remove gross food 
particles and soil. 

Manual dishwashing: (1) Wash water temperature must be at least llO^F. 
and clean. (2) Rinse water t^perature must be at least 110 and 
clean. (3) Effective concentration of washing detergent must be 
maintained in accordance with the manufacturer's recossmendatlons. 

Automatic dishwashing: (1) Wash water temperature must be maintained 
for the various types of machines as described below and shall be kept 
clean. (2) Intermediate rinse water must be maintained at a minimum 
of 100°F. and kept clean. (3) Effective concentration of washing 
detergent muist be maintained in accordance with the manufacturer's 
recoQB&endations. (4) Whe^i imaersion-type dishwashing machine is 
es^loyed for equipment and utensil washing and sanitizing, the 
applicable requirements pertaining to manual dishwashing shall be met; 
Provided , that a two-compartment syst^ shall be deemed adequate when 
the tea^erature of the wash water is maintained at or above 140 F. 
(5) tn a single tank conveyor machine » the wash^ater temperature 
shall be at least 140°F. (6) In all other types of automatic dishwashers 
(continued) 
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FOOD SESVICS; Equipmtnt, Clahts find Uten«ll«- 
QiBhwuihiag and Saalution (eontlSMd) 



VtttBont tht wash wtmr trap«r«ture ahAll b« at Xaast 140^F. 

(eootlQutid) 

Th« aanltisiag rixuie shall ba clean. Hot water, if uaed for eanltislng, 
ehall be of the proper t^erature. 

Cheadcal eanltisera. In uee sclutione, ehall provide the equivalent 
bactericidal effect of a eolution containing at least 50 ppia of 
available chlorine at a teiaperature of not Icee thw 75 F« 

Cheaicale utilized for eanitisation ahall be ueed in accordance with the 
unufaetur«r*g reecMnendAtiona . 

Any chraical-eaniticing agent i^ch hae bMn desaonetrated to the 
eatiafaction of the Health Department to be effective and non-*toxic 
under use conditions, and for which a eui table field teet ie 
available, ehall be per^tted. 

A teat kit auet be used to aseure that cheoical ssnitizers are being 
applied at proper atrengthe* 

Bffectivenese of diehwashlng and sanitising tsay be determined by the 
Health Department by the laboratory analysis of sample awsbe. The 
average bacteria plate count per dish, glsss or utensil shall not exceed 
100. 

Manual. Imaereion for at leaat one-half minute in clean hot water 
maintained at a temperature of at least ISO^F. Immersion for a period 
of at leaat one minute in a sanitizing solution containing: (a) At 
least 50 ppm of available chlorine at a tempsrature of not r.eee than 
75 or (b) At least 12.5 ppm of availsble iodine in a solution 
having a pH not higher than 5*0 and a temperature of not less than 7S^F. 

All tableware should be air dried. 

Sanitization— ^tomatic: 
Hot Water 

(a) Single-tasik, stationary*-rack, dual-^tsmpsrature machine: 
Wash Tsapersturs minimum of 140^F. 
Final Hinae Tea^erature minimum of 180^F» 

(b) Slngle^taxxk, conveyor machines 

Wash T«8perature minimum of 140^F* 

Final Hlnss T«nperature minimum of ISO^F. 

(c) ^&iltipla-tank, conveyor machine: 

Wash Temperature minimum of 140^F. 

Pumped Slnse Temperature minimum of 160 F« 

Final Rinse Temperature miniimnn of ISO^F* 

(d) Single-tank, pot, pan, and utenail waaher (either atstionary 

or moving- rack) s 
Waah Temperature minimum of 140^F. 

Final Rinse Tss^erature minimum of ISO^F. 

Chemical 

Sprsy for a period of at least one minute in a aanitising solution 
coatalningt At iMat 50 ppm of available chlorine at a temperature of 
not lass than 75 or at least 12.5 pina of available iodine in a 
eolution having a pH not higher than 5.0 end a temperature of not 
laae than 75®F* 

Cloths used by food service personnel, shall be clean, and any aueh 
cloths usi^ for vlping kitch«»#are surfacss shall be uaed for no other 
purpose, 
(continued) 
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RKffl SS&VXatt Equi]Mie&t, SithM and at«uiXa~ 
filslsvashliis m&d Saxiitatlon (cootiniuid) 



^Mfacmt l^ulpsMt and UttosU Cluiaiiiust (1) Aft«r Mcb uaage, all t«blc- 

(raotlnwd) wvm^ klt^imsirAra «nd fc^d-^ntact surfACM of tquipstnt, •xclu0iv« 

of cooklof surfacM, M«d ia tbm prspmratioQi ••rving, displa; or 
•tonfft of food> shall bo thoroughly clou to oighl nd touoh. (2) 
Tho OMd&lsii •ttrfoe<ui of grills, griddloo» and tlsilor cooking dovicM 
irtiall bo eloos^ at loaat oaco a day, aod shall bo fras of ancruatsd 
groaaa daposits and othar aoil. (3) Saearganta and ^raaivas shall 
ba rlna^ off food«^cimtact aurfacas. 

All tablavara, kitehmrara a&d fo^-cootact aurfacsa shall, aftar baing 
rlM^, ba aaniUMd. A spo<m or othar uta&all> ooea uaad for taatlng 
food, ahall not ba rausad until it haa ba« daanad asid aaoltlsad. 

Nwfood*-«mtact aurfaeaa of all aqtiipaant uaad in tha oparation of a 
fo^ aarvlea aatabliahMat. i&dudisig tdiilaat coimtara, ahalvas. , 
siMrs» grladarot alicara, hooda. ai^ faoa, ahall ba claanad at a'uch 
fraquaacy as ia naeassary to ba fraa of accu&ulatiooa of dust, dirt* 
fMd partidas mod othar dabria. 

Food«*co4taet aurfacM of all claaaad aod saaiticad aquipMnt and 
utaaaila shall ba handlad in auch a oannar ao as to ba protactad from 
coataalnaticm. 

Baadllng Tablcvaras (1) Clata apooaa, knivas aad forks ahall ba 
touehad only by thair haadlaa. (2) Claaa ct^s, glasses, platas aad 
boirla ahall ba handlad ao that handa do not maka contact with iaaide 
or llp-cMtact aurfaeaa. 

Fortabla aquipmaat and utaaalls: (1) Claaaad sad aanltisad portable 
aquil»mt and utensils shall be atorad in a clean, dry location, end 
aultabla apace aad facilitiea shall ba provided for euch storage 
60 that food-contact aurfaeaa are protected frota eplaeh, dust, aad 
other rantealnants. (2) The food-contact eurfaces of fixed 
equlj^&ent ehall alao be protected frra splaah, duet, and other 
coatasiaants. (3) All tablavara not in use ehall ba properly stored. 
C&ipe, aaucare, drinking glasaef , dinner platas, bovla, dissert 
diehes, kaivast forka aad spoons may be etored on tha tablee, but not 
during eleaaiag operationa, and tha glasses, cups and dinaer platee 
saxat be inverted unless food vill be served within two hours. (4) 
Utmisils shall ba air dried btfoi^ being etored, or ahall be stored 
in a self«^rainlng poaition on suitably located hooke or racka 
eonatruct«l of corrosioa-reeistaat material. (5) Wherever practicable, 
stored conteiners and utensils shall be covered and inverted. (6) 
F4«cilities for storage of tableware ehall be provided and shall be 
deaigned «d mai nt ained to present the hMdla to tha «aployee or customer. 

See Sita and Facilities: Facilitiea Design—Site and Facilities Deeign 
See Food Services Food Service Bagulations/Kitchan and Food Freparation 



Vli^iBia Adequate facilities shall be provided end maintained for the washing, 

rinsing aad bactericidal treatment of all eating 'and drinking utensils , 
each to ba a eeparate end diatinct operation. Adequate fadlitias for 
heating water for cleaning amst be provided. An approved detergent 
suiat be uaad. 

One of the following methoda of bacteriddal treatment umst be used. 
After waahing and rinaiag utaasils muat be siibmerged in hot water et 

(continued) 
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FOOD SERVICE: EqulpMnt, Dl«hei «nd DtenBlle— 
DlshwMhing mnd Sao 1 tat ion (continuad) 



Vlri^inla 170°F« or taora, for at luat tm alnutaa, or subtaerged in an approved 

(continued) solution of proper strength for at least tw minutes. 

All utensils used in the preparation, cooking or serving of food or 
drink shall be thoroughly cleaned after each use and stored so as to 
be kept clean and free from dust, dirt. Insects, and other contami 
natlng agents. 



Wisconsin Prevash. Prewashlng shall be an Integral part of unual and mechanical 

utensil washing operations* All eating and drinking utensils shall be 
washed and sanitized Ismdlately after use* 

Manual cleaning. An existing 2-cospartment sink for oanual dishwashing 
in use at the tine of adoption of this regulation Is permitted. Three 
sinks for washing, rinsing and sanitising utensils, with adequate drain- 
boarda are required at all new installations and at the tine of 
replacing sinks at existing cas^s. In addition, a slngle-^oi^arttaent 
sink say also be used for liquid waste disposal, counter cloth washing 
and as an es^^loyeee* handwashing facility If the utensil washing area 
' is In the food preparation or serving room. The else of each sink 
covpartsient shall be adequate to pemit iss^rsion of at least SOX of 
the largest utensil used. The utensils shall be washed in water having 
a ainiiRSBi tes^erature of 110^ Fahrenheit, containing an adequate amount 
of an effective soap or detergent. Water shall be kept clean by 
changing It frequently. Following washing, all utensils shsll be 
rinsed in clean water to remove soap or detergent. 

Note; Persons with heat sensitive hands should use protective gloves. 

Following manual dishwashing and rinsing, all utensils shall be 
sanitized by either of the following two methods: (1) Submerge for 
30 seconds in clean water contintK>usly maintained at a temperature of 
170^ Fahrenheit or more. A thermometer with an accuracy of -¥1^ 
Fahrenheit must be installed in the final rinse compartment. (2) 
Submerge for at least 2 minutes in a hypochlorite solution, with a 
chlorine concentration of at least 100 parts per million, or other 
approved sanitising solutions if used at the concentration at which 
tested and approved by the department. 

All sanitising solutions shall be prepared fresh after each maal 
period and changed as often as necessary to keep sanitising solutions 
clean. Sosps, water softeners, vmshing compounds and detergents shall 
not be added to sanitizing solutions. Utensils shall be racked in 
baskets so that all surfaces will be reached by the sanitising 
aolutlon while submerged, and after sanitising be placed on a rack or 
drainboard to air dry. 

techanlcal cleaning* Utensils shall be stacked in racks or trays so 
as to avoid overcrowding and in such manner as to assure complete 
washing contact of all surfaces of esch article. The wash water 
temperature shall be held at from 130^ to 150^ Fahrenheit. The utensils 
shall be in the washing section for at least 20 seconds. A detergent 
shall be used in all utensil washing machines. All new mechanical 
washing machines ahall have an automatic detergent dispenser except 
if of such design that the installation is physical impossible. 
Sanitising ahall be accomplished by either of the following 2 methods: 
(1> For sanitising in a spray type machine, dlahes shall be subjected 
to a rinse period of at least 10 seconds at a temperature in the supply 
(continued) 
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FtK)D SERVICES Equlpaent, Dishes and Utensili-- 
Dlshwuhliig and Sanitation (continud) 



l^acoaaio itna at the machina of at leaat 180^ Fahrenheit. (2) For sanitising 

(cmitiiiuad) in an ismraion tank*- type ^chine, dishes shall be submerged for at least 

30 sac^ds with the water continuously maintained at a mlnifflum temperature 
of 170 Fahrenheit, lliere shall be a constant change of water through 
the Inlet and overflow. 

On all new installations » a Baooth*-end type sampling tap shall be 
provided in the sanitizing rinse line of all spray type dishwashing 
aaehlnaa. 

On all new Installations of spray type mechanical dishwasher, a pressure 
gauge shall be installed in the rinse line on the machine side of the 
final rinse valve or any other plumbing fitting in the line. The 
pressure sh^ll be oalntalned batween 8 to 12 pounds per square inch. 
Tessperature gauges shall be located in the wash coapartaent of all 
mechanical dishwashers rnd in the rinse water line of a spray type 
mechanical dishwasher or in the rinse tank of an lissersion type 
dishwasher. The temperature gauges shall be readily visible, fast 
acting and accurate to Fahrenheit. 

Drying of utensils. All utensils shall be air dried in racks, baskets, 
or on drainboards, except large cooking vessels may be dried in 
another manner providing con t initiation does not occur. 

Washing Aids. All dishwashing aids such as brushes, dish wps and 
dish cloths shall be maintained in a clean and sanitary condition. 
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ftXffl SERVICES Equipasat, Diihu aad Utnsilt — 
SlogU Sarvlcfi 4stlelM 



Mpaka Siiifla-Mrvlc« Mtlng ^ drioklag utmslls •h«ll b« used vhara it it 

Qot fMaibla to proparly elaMSt ud us« oulti^ua* utensil* • 
SiQgI«-»a«rvie« ^leainan shall %% uaad cmly oaea. 

itoiioaa Saa Saaltatiout Safa Watar Supply and Safe Xca Supply 



Habraaka Sisigla*-sarvica utmaila ahall ba purchaaad only ia aanitary cmitaiiiara« 

ahall ba stored tbarain a claw, dry place uatil uaed, asid aball 
be basUUed is a aaaitary mnner. Individually mrappad atraM ahall 
be ^m^• 

Single-service containers ahall be uaad only cmea. 



Oragon Pi^ar eupa» plataat forks, spoons, straws, end o^r aingle^atTvica 

containers and utsnsila shall be purchased in sanitary eartona and 
a cored therein in a clean dry place until uaad. Aaae artldae ahall 
be h«adled in a aanitary sanner. Imlividually vrappad atrawa ^all be 
required unleee a emcary diapenaer ie uaad. 



Tanneesee All aingle-aarvice artidoa ahall be etored, himlled, and dispsnsad 

in a ssnitsry sanner and ahall be uaad only once. Food aervioe 
estsbliahsMta ^ieh do not have adi^uata and effective facilitiaa 
for eleanlns aad aanitisins ut«iaila ahall uaa aingla*-aarvlce artielM* 

Slngla»aervice artidee ahall be Mda from non-toxic matariala* 



Vatgont Food aerviM Mt^liahmante nhi^ do not have adequate and effective 

facilities for cleaning and aanitising utenaile ahall uaa eingle- 
aerviee articles. 

Single-service artidea ahdl be etored in dosed eartona or 
containare irhicb protect thea froa cratanination. Such artidea 
ibdl ba handled and diapenaed in each a nannar aa to prevent 
contamination of eurfacaa ifhich niqr coe» into eoatact vitb food or 
vitb the south of the ussr« Single-ssrvice ertldes shall ba uaad 
only once* 

Wisconsin Singls-serviee iteas* 

(n) Single-service utensils such as paper plates, aipe and atrim 

ahall ba etored in the origind iirapper uatil uaad. 
(b) Uhn atram era uaad they ahall be fumiabad in the origind 

individud unopened trri^per or, if uwr^ped, aerved by aaana 

of an approved diapasiaing device, 
(e) Single-service utensils and food containare ahdl fiot ba 

reueed and ahall be made froa non-toxic aetarialat 
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FOOD SEgviCE: Food S«rviea Panoaa*! 



Adaqutt* and eoovMicat hwdwMhlog f«cilltl«« •hall b« provldad, 
Iseludftd hot tad eoXd water, loap, aad approved aanltary toirali. 
Tha ma of a eosRon tewal la prohlbltad. No aaqploFce ahall rasuM /ork 
•ftar ualag tiia toilat ro<»» without flrat waahiog hla hands. 

All ai^loyaas ahall wear elaas outer garm&ta and ahall keep their 
handa clean et all time while engaged In handling food, drink, 
utanalls, or equlf»Mnt. Esqiloyaea ahall not expectorete or uae tobacco 
in any form In rooM In iHULch food la prepared. 

So paraon auffaring fnm anjr dlaease tranaalealble by contact or 
through food or drink or who la a carrier of the gem of euch die ease 
ehall ba eaployed In any capacity. 

Adequate and eatlifactory toilet and handwashing facilitlea ahall 
be readily acceaeible to toqiloyeaa. So peraon engaged in the handling 
or aarvlng of food or drink ehall return to hla work, after using the 
toilet, wl^ut flrat thorou^y washing hie hands. 

All doth uaed by waiters, ehcfe, and other e^loyeea shall be clean. 

See Peraonal Health, pirat Aid, and Medical Servlceet Medical Records— 
Treataent Log, Crap Baglater and Baporu (Including Reporting 
Outbraaka of Qsounieabla Dlaease) 

Sea Sanltatlost Toilet FeelUtlas 

Sea Food Servlcei Fe^ Service Segulations/Kltehcn and Food Preparation 
Areas 



Art 10^ 



Peraonnal and childrte should wash their hands after going to 

the toilet and befora handling food. Coibb»o drinking eupa and tcnrclo 

can traaaalt dieeass and are prcAlblted by State Law. 

See Peraonal Health, First Aid, and Medical Services: Infinaary, 
Burganey Equlpnent, and Flan for Isolation 



All aaploycas shall wear clean outer garmanta, nalntaln a hi^ degree 
of personal eleanlinass, and confora to good byginic practices whlls 

on duty. 



Caifomla 



All food ssrvles peraoanal preparing, esrvlog, or handling food 
ahall wear clean, waahable outer gan^nte or other eleu laiifonBS and 
ehall keep their handa clean at all tisaa while engaged in handling 
food, beverage, or utenalls. 

Food ssrviee personnel ehall wear hair sets, cape, headbands 
or other coverings which eonfins ths hair. Wherever practical, personnel 
serving food shall uae tonga or o^er IspleBanta ratbsr than their hsnda. 
The uae of tobacco in any fom by any person while handling or serving 
food, beverage, or utenslle ie pnhlbl-^ad. 

A Tom or sndosurs, separated fros toilets or any food storage or 
f^d preparation area, ehall be provided where es^loyees chsngs 
and store thalr outsr gamants. (No aiaployee shall dress or undress 
or store his clothing in any Food Service Area.) 



See Sanltationt 
See Sanitation I 

(continued) 



Toilet Faeilltiee 

Bathing, Handwashing, and Latmdry 
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FOOD SERVICE: Food Service Personnel (continued) 



(continued) 



See Personal Health, First Aid, and ^tedlcal Services: Screening 

(Cte Site and Exclusion of Cornaunicable Disease) 
See Enforcement: Conditions Warranting Imaiediate Closure or License 

Saaoval 



Colorado 



See Personnel: Counselor's Qualifications and Training 



Michigan 



See Food Service; Food Service Regulations/Kitchen and Food 
Preparation Areas 



KlnneaotB 



All persons shall wear clean outer ganaents and shall kwp their 
hands clean at all tines vhlle engaged in handling food^ drink, 
utensils or equiptaent. No person shall resume work after visiting the 
toilet without first thoroughly washing his hands. Separate hand- 
washing facilitiea with hot and cold water, soap, and approved sanitary 
towels or other approved hand-drying devices shall be provided for use 
of the kitchen and food service personnel in the food service area* 
Ho person shall expectorate or use tobacco in any form in rooms in which 
food is prepared. Ho person who hfrs, or is a carrier of, a communicable 
disease, or who has infected sores or woimds, shall engage in the 
handling, preparation or serving of food and drink, nor shall any 
person so affected be delegated duties that could cause his disease 
to be communicated to other camp occupants or visitors. 

See Sanitation: Bathing, Handwashing, and Laundry 
See Food Service; Food Service Regulations/Kitchen and Food 
Preparation Areas 



New l^ampshire 



No person concerning whom there is ground for suspecting the harboring 
of a ccnaaunicable disease shall engage in food handling unless and 
until a competent examination shall have demonstrated the absence of 
such disease. While such an examination is not required by the 
Cojaaission as a pr requisite for employment, camp managements will 
exercise their own discretion in this respect. 



New York 



Employees with diseases. 

(a) Ho employee with any disease in a communicable form or who is a 
carrier of such disease, shall work in any public eating or drinking 
place in any capacity which brings him into contact with the 
production, handling, storage or trsnsportation of food or 
equipment used in pi;^lic eating or drinking places. 

(b) No proprietor shall employ in any such capacity any such person, 
or any person suspected of having any disease in a communicable 
form, or of being a carrier of such disease. 

(c) Any employee who has a discharging or infected wound, sore or 
lesion on hands, arms or any exposed portion of the body, shall be 
excluded from those operations which will bring him into contact 
with food, beverages, utensils or equipment used in public 
eating or drinking places* 

Cleanliness* 

(a) All eoQJloyees shall wear clean outer ganaents, maintain a high 
degree of personal cleanliness and confonn to hygienic practices 
while on duty. They shall wash their hands thoroughly in an 
approved handwashing facility before starting work, and as often 

(continued) 
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VOOD SEI9I(Xs Food S«rvictt Penoxmcl (contlimed) 



^ork AS mmj bo nocosMry to romvo soil and contjaaiiuitlon. No 

(continued) oaplofoo whmXl resum work aftor visiting the toilet rora without 

ly—hlng bio hands with sosp and van vstor. 
(b) Hair nata^ eapa or other affactiva hair covtring shall be used by 
mtfleffmn engaged in tba pra^aticm ai^ aervice of food or washing 
of a taaaila ai^ equipment to keep hair frcm f^d and food-contact 

(e) Faraima a^a^ in the preparation, handling or service of food 
aball not usa tcri»acco in any form vhlle in equip&ent and utensil 
vaahlog» food preparation or food eerving araaa. However » 
deal gna tad locationa in auch araaa may be approved by the 
licansor for smoking, who re no contaadnation hazards will result. 

(d) HaniWashIng fadlitiaa for food handlara shall include tospered 
vatar» Map and towela* 



North Carolina Ho paracm who haa a contagious or infectious disease shall be allowed 

to work in th« eatabUahMnt. It shall be the responsibility of the 
caap dlractor to n^inira aueh inapactiona end testa aa often as 
nacMaaxy to aaf^uard thm health of ea^ra and other ^loyees* All 
aaployMa ahaU vaar dean clothing, and shall keep their hands clean 
at all tlaea lAlla hmdling food, drink, utenails or equipment. iCitchen 
employees wimll not smoke or usa tobacco in any form while engaged 
in food- hand l in g operations . Kitchen employees shall wear caps, hair 
nata or haadbanda in order to prevent hair fron getting into the food* 



Oregon Faraooal Bygi«ia« 

(a) All foe. \ mdlara iriiall wear clean outer gan^nts and shall 
conform i a higjh degrM of paraonal cleanliness, grooming and 
hygianic practices at all times while migaged in preparing or 
Barring food and drink, or washing sod storing utensils and 

(b) All food handlers aha 11 vssh their hands thoroughly before 
a tar ting work, af tor using tba toilet, and as often as 
necaaaary to nmova aoil and contamination. 

(c) Food handlara ahall not apit or uae tobacco in any form 

bahind the aarving counter or in rooms in t^icb food is prepared. 

(d) Ko paraoQ who ia affected with or is a carrier of a comunlcable 
dlBmmmn trasMdaaibla via food shall work in any organisational 
camp food aarvice oparati<m. 

Lavatory F^litiaa* 

(a) Adequate, ^mvanient, clean handwashing facilities for all 
fo<Hl handlara ahall be provided, including hot and cold running 
water, aoap, and appro^md unitary towels. 

(b) Iba uae of a tnmmnn towel is prohibited. 

(c) Ho amployae ahall resume work after using the toilet room without 
fir^^; waahing hia/her handa. 



Tmnessaa Ad^puita fadlitiaa ahall be provided for the orderly storage of 

asqployae^a clothing and personal belongings. Where employees routinely 
diani^ clothM within the eatablishment, one or more dressing rocnas or 
dMignatad araaa ahall be provided for thia purpose. Such designated 
araaa aball b# located outaida of the food preparation, storage, and 
sarving areas and the utensil washing and storage areas ; provided, that 
whan approved by the P^lie Health Officer, such an area may be 
locatad in a atoraga room where only packaged food is stored* Dresaing 
rooms ahall ba kept clean and orderly at all times. 

(continued) 
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FMU) SERVICE: food Service Persofmel (contlni^d) 



raammsee No pewon while affected with any disease In a cossaunicable form, or 

(continued) ^ile a carrier of such disease, of while affected with boila, infected 

wounds, acne, sores, or an acuta respiratory infection shall work 
In any area of a food service est^Alishaent in any capacity in which there 
is a likelihood of such person contaiainating food or food-contact 
surfaces with pathogenic organisms or transmitting disease to other 
individuals; and no person known to or suspected of being affected with 
any such diseaae or <^ndition shall be essployed in such an area or 
capacity. If the manager or person in charge of the establishment has 
reaaon to suspect that any eaployee has contracted any disease in a 
commlcable fortn or has becoisie a carrier of such diseases, he shall 
notify the Fidilic Health Officer imediately. 

All employees shall wear clean outer garments, maintain a high degree 
of personal cleanliness, and conform to good hygiene practices while 
on duty. 

In each organized cai^ in which food preparation and food service is 
conducted, at least one qualified person shall be designated by the 
camp manager to supervise all food service operations in compliance 
qith recossaended guidelines of the Tennessee Department of Public 
Health and authority shall be given to said person to execute or have 
executed any and all corrections of deficiencies in the kitchen operation 
as directed by the Public Health Officer. 



Vermont 



No person who is infected with any disease in a communicable form that 
can be transmitted by foods, or who is a carrier of organisms that 
cause such a disease, or who has gastrointestinal syiaptoms, sore throat, 
or an infected wound, boil or lesion of the arm, hand or other exposed 
part of the body, sball hmdle food, drink, utensils or equipr^t. 
The placard entitled, "Sanitation Guide," as provided by the Health 
Department, or equlvalen* . shall be posted in each food preparation 
area. Employees shall maintain a high degree of personal cleanliness 
and shall conform to acceptable hygienic practices during all work 
periods. 

Any person who is knowingly infected with a crammmicable disease, or who 
is a carrier of a comaamicable disease, or who shows outward signs 
of an Infection shall not be permitted to handle food, drink, utensils 
or equipMmt or serve food. It shall be the responsibility of the food 
service meager to remove such sick or infected persona from food 
service eo^loy until that person is free of the cownunlcable disease 
or infection* 

All food service ei^loyees shall thoroughly wash their hands and arms 

with soap and warm water before starting work, and shall wash 

hands during work hours as often as may be required to remove soil and 

contmaination, as well as after visiting the toilet room and shall 

maintain clean hands while preparing food and handling food contact 

surfaces. 

Employees shall consim^ food only in designated dining areas* An area 
shall not be designated as a dining area if consuming food there might 
result in amtamination of other food, equipment, utensils, or other 
items needing protection. 

Eijqjloyees shall not smoke while engaged In food preparation or service, 
or while in food preparation or equipment and utensil washing areas. 
Designated smoking locations near such areas may be approved by the 
Health Department, 
(continued) 
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VfXm SERVICE: Food Service Personnel (continued) 



Veraont All food service en^loyese who primarily wrk in the Utchen shall wear 

(continued) dean unifonss or clean bib-type aprons. Estployees shall use effective 

hair restrnlnts where necessary to prevent contasdnation of food, 
food contact surfaces, to reduce hand-to-halr contact, and keeping hair 
out of the field of vision* 



Adequate facilities shall be provided for the orderly storage of employees 
clothing and personal belongings. (1) A storage area shall be 
provided for the orderly storage of es^loyees clothing and personal 
belcm^jxgs. (2) Sreaalng rooms or doaignated areas shall be provided 
when, as a routine procedure, e^loyeas change clothing within the 
eatablisluaent* Such designated areas shall be located outside of food- 
preparation atorage, serving, utensil-vashing and food-^storage areas: 
Provided , lliat the Health Departaent may approve euch an area in a 
storage n>oa where only coopletely packaged food is stored. Dressing 
roosBB* when provided^ or areas designated for employee belongings, 
shall be kept in a clean and neat condition. 

Powers and Duties of State Board of Health. The board may require 

a person proposing to work or working in an establishment subject 

to the provisions of this subchapter, to undergo a physical examination 

for the purpose of ascertaining whether such person is affected with 

any contagious, infectious or other disease or physical ailment, which 

may render his ea^jloyment detrimental to the public health. Hie 

examination shall be made at the time and pursuant to conditions which 

shall be prescribed by the board. A person who refuses to si&mit 

to such examination shall not work or be required, permitted or suffered 

to work in any such establishment. 



Viritlnia See Sanitation: Bathing, Handwashing, and Laundry 



Wisconsin See Personal Health, First Aid, and Medical Services: Screening (On 

Site and Exclusion of Communicable Disease) 

See Personal Health, jpirst Aid, and Medical Services: Physical 
Examination and Required Inoculations 

See Sanitation: Bathing, Handwashing, and Laundry 
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VXI. TRANSPO&TATXC» 



Conditimi of Caaqp VehicleCs) and Trailers 
Fire, First Aid, and Emergency Equipment 
Cm^r and Staff Transportation 
Supervision 

Qualifications of Driver 

liability Insurance 

Cas^ Parking and Traffic Control 



Us 



TSANSFOBXAXXQNs Oondltioxi of Caq> V^cUCs) ad TrmiUn 



VahlelM usad for thm truBport of cu^n both on and off the 
MspiaS pmdMA shAll have a aotor v«hlclu Mf«ty « ticker for the 
eurreat year end shall be liceneed laeludiogt if neceasary, licrasure 
for their specific use. 



All tras^iiortatira e^pawnt shall be aalntained in safe operatic 
Maditloo aad ahaU nMt all aafety teata raquirad by the lai^ 
of the State of Maine and the ordinances of the aunicipality in which 
the easv operatea. Every caap ahall carry <m a coatlnuoua program of 
•afety tranaportatlos education for ita coimra and staff. 



Vehidea to be M a intain ed. Any anstor v^de having paraMmont seating 
aceoRBodatlooa for, and carrying nine or oore persona in addition to 
the operator uaed for the transportation of children enrolled in a 
CMo^ or racreation prograa ahall be daaaified aa a acbool biia. All 
v^des daasified aa ''School Sua" and used for the tranaporUtion 
of ciders mni ataff shall s 

(A) Oraply vith the insurance requirenents as stated in Chapter 40, 
Secticm 4 of the Gencrd Lws, 

(B) Diapli^ a curnmt valid icapec^ion a ticker. 

(C) Uapli^ a currmt valid sci^odl bus inspection aticker. 

CD) Haintain dl appropriate schi>ol bus equipront, aa set forth in 
the Eulea aad Begdatlona of the Maasachusetts Ragiatry of 
Motor Vehldes. 

Requirexttttita for Use of Trailer. 

(A) AuxilUry Brakea 

Trailen whose loaded weight i^ian added to the GW of the towing 
^icle exceeda nor^ braking ability of that vehicle, shall be 
equipped with auxiliary brakes* 

(B) DeaigQ RequireMnta 

Trailera ahdl be deaigned and equipped to prevent away or other 
influence (s) that significantly affect the control of the towing 
vehicle. 

(C) Groaa Vehide Weight 

The CVW of towed trailera shdl exceed by at least 10 percent 
the load being carried. 

(D) Periodic Inapectiona 

Periodic inapeetion scheddea for trailer underpinnings, brakes, 
and hitchea ahdl be docuaentgd and mintained. 



A vehide in good running condition shall be available at all times 
for uae in emergency situations* 

A vehicle uaed for tranaportlng children shall be capable of passing 
the depertoent of state police vehicle inapeetion. 



All cas9 vabiclaa shall be maintained in safe operating condition. 

A state inspection sticker ahall be esdiibited on vehicles transporting 
caviars. 

Trailers whose loaded weight when added to the GW of the towing 
vehicle exceed the normal braking ability of that vehicle, shall be 
equipped with auxiliary brakea. 

(continued) 
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TSi^SPORTATIO^ : Condition of Camp Vehicle (0) 
and Trailers (coatinued) 



MlscisgiPPl 
(continued) 



Trailers shall be designed and equipped to prevw^ sway or other 
influence (s) that significantly affect the contro of the towing 
vehicle. 

The CVW of towed trailers shall eaiceed by at least 10 percent the 
load being carried. 

Periodic inspection schedules for trailer under-pinnings , brakes, 
and hitches shall be documented and maintained. 

See Transportation: Qualifications of Driver 



Hew Haapshlre 
New Jersey 



See Prograffl Safety: Special Progron Areas—Swinaaing 

See Sanitation: Maintenance Supervisor and Caiap Maintenance 



A vehicle in good running condition shall be available at all 
times for use in emergency situations * 

A vehicle used for the transportation of children shall be capable 
of passing a New Jersey Division of Motor Vehicle Inspection 



New York 



Every vehicle used for transporting etaff or c«anpers shall comply 
with the regulations of the Motor Vehicle Department and Department 
of Transportation and be equipped with at least a first aid kit, 
tools, fire extinguishers and flares. 



Texas 



A vehicle used for transporting childrtn shall be capable of passing 
the Departsient of Public Safet/ vehicle inspections. 
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TBANSFORTATKSIs Fire, First Aid and Emergency Equipaent 



Colorado 



One adult in th« v^des in %Atich nine or more children are trans- 
ported shall have succesefully passed the Standard {^d Cross First Aid 
Course nd have access in the vehicle to an equipped First Aid Kit* 

See Prograja Safety: E&ergencies and Evacuations—Fire Regulations 
and Equiiaient (Moveable) 



Indiaua 



See Personal Health, First Aid, and Medical Services: First Aid- 
First Aid Supplies 



Maine 



First aid equiiment shall be placed in all transportation equlpaent 
for caaspers and staff. 



Mississipp i 



All vehicles used for transporting campers shall be equipped with 
a first aid kit» fire extinguisher, flares, and reflectors. 

See Personal Health, First Aid, and Wtedical Services: First Aid- 
First Aid Supplies 



Nev York 



Every vehicle used for transporting staff or cas^era shall be 
equipped vith a freahly stocked first aid ki^^ and emergency 
accessories such as tools, fire extingui •^r^, and flares or 
reflectors. 



Texas 



Every vehicle used for transporting staff or campers shall be 
equipped vith a first aid kit and such ^aergency equipi&ent as 
deened necesaary and as required by lav (fire< extingt^shers, tools, 
flares, etc.)- 
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TSAIiSFOSXAXIW: Cap«r and Staff Traiuiportation 



Colorado Xf • cop providoa trAnsportatioa for childmt it shall us wo 

roo^oolblllty for m dblld bocvaen tho ploco iihorr bo is calli^ for 
and tfao c«p» oad frM tbo tlM bo loovoa the cmp until ho is 
dolivor^ to hit poronts or to a roaponaible poraon dooignatad by hia 
paraata. Bio child ahall ba poraittad to raawin uaattaadad in any 
vohiela. 

Only that a^at of childm and adulta for vhmi thara ia coafort^la 
aaating apaca ahaU ba tranaportad by tha cantar in oaa vahida* 
Studing ia prohlbitadj Ukavlaa projaction of haad or lioba. No ona 
ahall ait on tha fl(H>ra or in aialaa. No sore ^lan thraa paraona 
including tha drivar ahall ba parmittad to occupy tha front aaat of a 
v^iida. Childran ahall iK>t ba pasnitt^ to ride in Uia front aaat 
imlaaa aach audi child ba aacurad vith autot&obila aaat bait. Zf trucka 
ara ua^t individual aaating arranga&anta ahall ba provided. 

Side boarda ahall be provided and tail gatea^ cloaed at all tlaiea when 
tha ^ihicla ia in notion* Thara ahall be an* adult riding with the 
caiVera in the badi of the truck* (The uae of trucks in transportation 
of childran ia not rea>aoaadad.) 



ttoaaachusetta Only that number of children or adults for %rtiosi tiiera is seating space 

^ shall ba tranaportad in a vehicle i however t <*«n loaded with paaaengers» 

gear* and traller-tcmgue weight, tha groaa weight of the vehicle should 
not exceed the manufacturer 'a GVW regardleaa of whether or not the 
nu^er of paaaengera is within the apecified nuaber of aeata. 

Standing ^ila in transit and projection of head or lisd>s outaide the 
vehicle ia prohibited. 

No one shall ait on the floors or in the aisles. 

Trucka shall not be used as a ©cans of transporting caispers outside 
of the confines of the caspgroifflds provided, however, that the truck 
cab can be so used. 

All persons shall be required to use aeat belts in vahiclea used 

for tha transportation of cas^era whenever the vehicle is ao equipped. 



Mtebigsn A truck shall not be used as a means of transporting children from 

their hosMm to caxop and vlcfr-v^jcaa except in the cab. 

Childran ahall not be tranaported on a pid^lic highway ins a trailer} 
a vehicle when an object or peraon obacuroa the driver* a view ahead, to 
the aidea and rear» or interferes with his free end easy movant to 
accesaorlas required for emergenciea; a truck tmleas aitting on the 
floor or on aaats or benches securely fastened to the truck floor; a 
truck with aidea or tailgate lower than 36 inchea* 

maaiaaiPPi A aaximua of 10 houra travel time in any 24-hour period shall be 

peraltted. 

Uhan two or 9ore vehicles are traveling to the aame distant point, 
there ahall be a prearranged method of comaamication with each other. 

Only that nua^ar of children or adulta for whoa there is seating 
space shall be tranaported in a vehicle. Adequate apace for luggage 
and other aquipfsent ahall alao be provided. 

(continued) 
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TKAM^SZAXXON: Copar iad Staff Trauportfttlcm (ccmtlnutd) 



Mpyialppi Bi« gro.. wmlgjit of vahiclu (CTW), vfa«ti loaded with pusngtts. 

(ccmtinucd) gmmt. nd tMlUr-^eoogM i^ght s^uld i»t wecad th« muufacturcr's 

CW Mgardlua of iA«th«r or not tha nunbar of paaaangart la within tha 

apacifiad ntt«d»ar of laata. 

Stashing lAila in tranait and proj action of head or lii^i outtida 
tha vahiela la prohibitad. 

In all v^elaa i^ad^ aMta or banchaa auat ba aacuraly faatinad 
to tha floor* Op«i-body or ataka-^«i vahicles ahall not ba 
parmitti^ for tranaportation of paaaangara outaida tha eoafinaa of 
tha eaapgrous^. 

Paraona ahall not ba pamlttad to ait In tha fxwit aaat unlaaa aach 
auch Individual la aactn^ with a aaat bait, 

Caspara ahall m»t ba allovad to rapair, or aaiiat in tha rapair 
of, my irahida whara dragara ara involvad aithar by tha procaaa 
of rapair or frcm tha anvironmnt in which tha rapair la to ba 
conduct 



Saa Frlttitiva Capping and Out-^f^Cas? Tripa; General 



SSL IS!^ Tranaportatira: Only tha truck cab shall ba occi^iad whan 

tranaporting dilldran a truck. 

IBSE Open bad trucka or trailara ahall not ba uaad to transport caapars 

on public roads* 
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TBASSPQRXATION : Sup«rvl«ioxi 



Ckilorado 



Th«r« »h«ll b« at least om adult suparvlsor la addition to the driver 
iriitt nlsi« or iBora children are being tr^isported at one tliae. 

See Traaaportation: Casper and Staff Transportation 



MeaaachMatta 



In addition to the driver, there shall be at all times at least one 
adttlt or counaelor in * vAide on a public thoroughfare when 9 or 
note Caspars a'^e being transported where the driver and the campers 
are not physlcaUy separated. Wien physically separated, an adult 
or counselor taist ride in the c<^artsent with the casters* At least 
one adult or counaelor shall have current Standard American Red-Cross 
First Aid Certification or its equivalent- 



tUchiaaa 
Miasissippi 



Hew Jersey 



At least 1 adult in addition to the driver shall ride with the 
children from their homea to cbw^ and vice-verss except in the cab. 

In wldition to the driver, there shall be at all times at least one 
adult or counselor in a vehicle on a public thoroughfare when 9 or 
■ore campers are being tranaported i^ere the driver and the campers 
are not phyaically separated. When physically separated, an adult 
or coimaelor must ride in the co^artment with the campers. 

When a caap provides transportation for a camper, it shall provide 
adult supervision between the pickup site, camp, and delivery site. 

At least one (1) adult or counselor, in addition to the driver, shall 
ride with the child reoi being transported when more than 20 children 
are transported in any one vehicle. 



New York 



There shall be at least one adult counselor in any vehicle transporting 
children who may also be the driver. 
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TBAHSPOHXATIOSs QualiflcatioM of Drlwr 



All dri'WM «nd vehicles traneportlng children shell cc^aply with 
applicable reaulationa of the Colorado State Departoeot of Revenue, 
Motor Vehicle Departunt, and ordinancee of the ©unicipality in 
vhidi the vehicle ie operated. 

A chauffer's license shall be obtained whra required by the Itotor 
Vehicle Department. 

Each autcxaoblle driver » boat operator and/or airplane pilot shall have 
the appropriate state and/or federal llcmse* 



Massachusetts The driver of a vehicle traasportli>, cai^ers and staff shall be an 

adult, shall have at least one year's driving experience as a 
llcmsed driver p and shall possess the required license for the 
type of vriiicle. Any person operating a school bus uiuat possess 
a school bus operstor^s license issued by the Kassachusetts Registry 
of Motor V^cles or the Departoent of Public Safety. 



Michigan 



Ffllssissippi 



The driver of s cms^ vehicle carrying childrra shall be an adult. 

A person hired specifically to drive a vehicle to transport children 
or if operating a vehicle carrying soore than 12 children shall possess 
a valid chauffeur's licoise. 

All drivers and vehicles shall be in compliance with applicable regulations 
of the MissiS8iiH»i Highway Safety Patrol and ordinances of the munici- 
pality in which the vehicle is operated. 

The driver of a camp vehicle shall be an adult, shall have at least 
1 year's experience as a licensed driver, and shall possess the 
required license. 



Sew Jersey 
New York 



Operators of motor vehicles shall be licensed. 



The driver of any caxap vehicle shall be at least 18 years old and 
possess a current driver's license* 



Texas 



All drivers must be a'ults and hold the appropriate driver's license 
as required by the State of Texas. 
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TSttiSFOSXIfflONi Liibillty Xiuiurasict 



FacilltiM opantlns th«lr oim transportation unita of undar t«n (10) 
paM«ng«rs thall carry ^Uxlrai l^ts of $25,000 for injury to any 
oao poma and $100»000 in may ona accidant^ In imlta of 10 to 25 
paaaangara* niniaw Ualta ahall ba $50*000 and $300,000* 




Utility Inauranea. Liability covaraga ahall ba carriad by tba caqp. 

Adaquata inanranca co^raga ahall ba 9aintain«l during tha eaaiping 
aaaaon and ahall ineluda vorkaan*a cooqpanaation for tha caap ataff » 
coa^irmhanaiva liability, and aotor vahicla inauranca on caap vahlclaa. 
All vahidaa uaad for caap tranaportation ahall ba covarad by vlnisvm 
liability laawanca of $100i(KX) for any paraon imd $S(»»000 for tm or 



Tha applieant ahall provida avldanea of public liability and property 
dwaga inaurmM in au^ fora and aaount aa ahall ba datamlnad by tha 
parsit iaatiixm official to ba raaaonabla in ralation to tha riaka 
and haaar^ involve and in ralation to or in ax^ way ariaing out of 
tha propoaad activity togathar with a vrittan hold hanftlaaa agrattMmt 
to tha public at larga for ai^ loaa or daaaga above and beyond inauranca 
covaraga. 
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TBANSPOUAXIONt Cas^ Parking and Traffic Cdatrol 



Iii41aoa 



All parkisig araaa ahalX ba provided with a«fc ud convaniaot v«hicular 
aecua fr<» abutting public atreata or roada to each racraational vehicle 
apaca. Aligma&t and gradient of the parking areae shall be properly 
adapted to topography. 



Loulaina 



See Site and Facilitiea: Site I^cation^-^-Acceat 



Maaaa<dmaetta 



A plan relating to the control of the oovaMnt of vehicular traffic 
through the cmp ahall be on file. 



maaiaaippi 



A plan relating to the control of the aovMent of vehicular traffic 
through the caa^ ehall be on file. 

Speed limita shall ba poated on the caapgrcunds and observed by all 
v^iele operatore. 



Sew York 



Provision shall be oade for traffic control «eaaures that will preclude 
hazards to vehicular and pedestrian traffic. 



See Prograa Safety: 
and Training 



Urgencies and Evacuationa^EBcrgeocy Procedurea 



South Carolina 



The roada through a caapgrouad ahall be graded all-weather with proper 
drainage, or surfaced. Where poesible, one-^ay traffic abould be main- 
tained to reduce traffic haaerda. All traffic into or out of the ca»p 
ahall be throu^ deaignat^ entraneea at^ exits. Internal roads ahall 
ba of adequate width to aecoaaa^date anticipated traffic. The following 
sAiniauB aisea are auggeateds 

(a) one-way-TXo-pariang, eleven (11) feet acceptable only if less than 
500 feet total length or serving leaa than 25 caopiapacea; 

(b) one-way, parallel parking one side or two-way, no parking 18 feet 
(acceptable for 50 or leaa apacea); 

(c) ti^^-way, m parking, 20 feet; 

(d) two-way, parallel parking on one eide only, 27 feet; 

(e) two*-way» parallel parking on both sides, 34 feet. 
Spaed lisdt eigne should be potted. 
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VIII. PRIMITIVE CAMPING AND OUT-OP-CAMP TRIPS 
General 

Staff Qualifications and Ratios (Trip Leaders) 

Parental Consent 

Cai^sites 

Health, First Aid, and Safety 

Sanitation, Food Supply, and Drinking Water 



PRIHITIVE CAMPING Ai«) OUT-OF-CAMP TRIPS s General 



California 
Colora do 



Illinois 
Mas8adms6tt8 



Michigan 



See Site and Facilities: Site Location-^Access 



The aiaimua standards pertaining to physical facilities set forth in 
this siAchapter shall not apply to camping activities carried out 
away frcwa a central casapsite and where pritaitive living conditions 
are an inherent part of the planned activity. 



For any trip out of camp (one mile or xooto (r<m the center of camp) 
the following shall be required: (a) a st ^ ratio of one adult 
to ten children shall be maintained on tr. but at no time shall there 
be less than two idults accos^anying the group; (b) the leader(8) shall 
bs well acquainted with the area. 

The leader (s) " ••^^f-caop trips shall know the location of the 
nearest and na. jt .ily available telephone or other means of 
communication • 

Whwever responsible staff mes&ers are not present at the base camp 
to prwide emergency information if needed, such information shall be 
filed with a responsible party (neighbor , U. S. Forest Service* etc.). 
or siibmitted to the Department of Social Services, Licensing Unit, 

An itinerary shall ba filed at the camp prior to departure and shall 
be strictly followed. 



See Program Safety: Emergencies and Evacuations — Emergency Telephone 



The operator shall obtain a license from the board of health for every 
temporary camp. 

Where campers are escorted on hikes or on trips, the operator shall 
provide adequate adult supervision and shall exercise due vigilance in 
seeing to it that the caoq^ers are properly accomodated, are not unduly 
fatigued, and that no water or food of questionable character is 
consumed. All soixrces of drinking water other than those approved 
under Regulation 7*1 shall be regarded as unsafe. When resort co a 
water supply of this character becomes unavoidable, such water shall 
be suitably disinfected by addition of a preparation of chlorine or 
iodine, to be carried in the party. First aid equiptsent shall be 
carried. 



Tent used more than two weeks is to have smooth floor, easily cleaned 
and in good repair* 

Health staff— SN, LPN, ACA camp health director, or currently 
cercified ARC first Aider. 

(For possible troop or day cac^) — 

Regular volunteer~TB test with 12 months. 

Swimming at other than permanent waterfront prohibited unless prior 
approval by camp mana gemen t. Aquatics supervisor and one guard for 
every 10 or fraction. Buddy system and checks every five (5) minutes. 



431 




428 



PRIMITIVE CAMPING AND ODT-OF-CAHP TRIPS: Geaeral (continued) 



MiaalsgiPPi For «p«ci«liMd trips from c«ap, each caiapcr shall have evidence of 

previous eieperience and ability with each method of transportation 
to be i^ed such as horseback riding, backpacking, and canoeing. 

See Prograa Safety: Special Program Areas— Boating, Csmoeing, and 
Fishing 

lletf Hampshire Where the patrons of cai^s are escorted on hikes or on trips which 

may involve a stop-over night or longer, the managements shall exercise 
dw vigilance in seeing to it that their charges are properly 
accoomdated, are not unduly fatigued, and that no water or food of 
question^ le character is constased. If the trip extends over night, 
first aid equipti^nt shall be carried. All stream sources of drinking 
water » alao wells and springs in close pioximity to dwellings or 
stables, are to be x^garded as of dubious safety* When resort to a 
water supply of this character becomes unavoidable, such water shall 
be suitably disinfected by addition of a preparation of chlorine or 
iodine, to be carried in the party. 

New Jersey See Program Safety: Special Program Areas— Swii»ing 

New York Trip leaders on trips away from the camp property shall have 

qtialifications at least equal to that of adult counselors and possess 

experience in wilderness travel, counseling, leadership and the 
fundamentals of first aid. A trip leader on overnight trips shall 
also have participated in at least three such overnight trips in a 
counseling capacity. A minimum of one trip leader and at least one 
other staff member shall accompany any out-of-camp trip. A minimum 
staff ratio of 1:8 shall be maintained. Activity trips such as golf, 
bowling, and the like, may be lead by one adult counselor with a counselor- 
camper ratio of 1:8 being maintained. 

Oreson Where organizational camp programs involve overnight travels 

— (a) A day-by-day itinerary shall be established before departure 

and shall be filed with a designated person before departure, 
(b) Sources of emergency care and methods of communicating with 

such sources shall be identified for each stop on the itinerary 

prior to departure. 

Rhode Island Basic standards of sanitation relative to waste and sewage disposal, 

^ water supply, lavatory and bathing facilities and food sanitation 

shall apply to all "Rustic" (primitive) camping, and shall include 

but not be limited to the folloiriiig; 

1. Cnunselors shall be trained in "Rustic" (primitive) camping 
and a list of trained personnel certified by the Director of 
Caching for the particular organisatxon, shall be available 
whenever camp is in use. 

2, Each individual shall be furnished approved, clean fresh water 
for lavatory needs. 

3. Lavatory basins must be furnished and roust be of an easily 
cleanable material such as metal or china. 

4, Warm water shall be available for hamh^ashing, in camps 
with ovemi^t programs. 



(continued) 
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PUMITXVE CAKPIIU AND OUT-OF^KIA^ff TRIPS: General (continued) 



(c^tintsed) 



5. 



6* 



7. 



Wan water and adequate facilities shall be available for showers 
or *'8ponge*' batha at least once every tw> days in can^s with 
overnight prograafi. 

Adequate facilities shall be provided for approved methods of 
•anitising eating and drinking utensils. 

Slit trenches or "cat hole" disposal of human excreta or other 
recognized Mtbods of sewage disposal shall be followed. 



Where caapers are escorted on hikes or on trips, the operator shall 
provide adequate adult s^ervision and shall exerciae due vigilance in 
seeing to it that the cai^ers are properly acccsaaodated, are not unduly 
fatigu^^ axul tiiat no water or food of questionable character is 
constat. All sources of drinking water other than those approved 
under Regulation 7.1 shall be regarded as unsafe* When resort to a 
water supply of this character becos^s unavoidable, such water shall 
be suitably disinfected by addition of a preparation of chlorine 
or iodine, to be carri^ in the party. First aid equipment shall be 
carried* 



South Carolina 



See Site and Facilities: Facilities Design— Site and Facilities Design 



Tennessee 



See Personal Health, First Aid, and Medical Services: Medical Records — 
Treatment Log, Caa^ Register, and Reports (Including Reporting 
Outbreaks of Cossmnicable Disease) 

See Site and Facilities: Site Location-^Access 



Texas 



Primitive caapsites shall be maintained and operated in a safe and 
healthful manner* 



Wisconsin 



Primitive type facilities in association with a camp shall be operated 
so as to meet basic safety and public health requirements. 

Drinking water used on hikes and trips away frc^ cas^ shall be known 
to be safe or made safe before using. Any of the following methods 
may be used for water purification: hala^ne tablets or equivalent, 
chlorinated lime, any hypochlorite preparation, or boiling for 20 
minutes* Water purified by any of these methods shall stand for 
at least 30 minutes before being used. 

Primitive campgrounds not provided with privies or other acceptable 
type toilet units meeting the requirements of section H 75«05 <4) 
shall have separate designated areas for each sex for toilet use* As 
a minimum toilet usage in these campsites shall comprise a slit- 
trench with eartli backfill. Such toilet areas shall be located at 
least 50 feet from a stream, lake, or well and at least 75 feet from 
a camp, tent or other sleeping or housing arrangement* 

At primitive camps, garbage and refuse shall be disposed of each day 
by burial and covering or burning. It is preferable to compact 
the material buried as well as the covering soil. The soil cover 
shall be at least 12 inches. The burial site shall not be subject 
to inundation by flooding and from which such garbage or refuse is 
likely to be washed by flood waters into a watercourse* It is 
preferred that garbage and refuse be returned to the point of 
departure for proper disposal. 

(continued) 
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PKIMXTIVE CMFXMC AHD OUT-OF-CA.!? TRIPS: Ganaral (cootidued) 



Wi^c^mgip 0»ly tiwse food« cmpable of being Mlntain«! In a wholMMe condition 

(eimtlnuttd) with the equlpawsnt available ahall be uaed at prialtiva caj^s. Aa far 

aa ftaaible the r^uiremanU of aactlon B 75.06 ahall be met. 

Hot water for utenaiX and eqt&ipsaant washing shall be loade available. 
Aa «- minimis the utenails and ^uipment shall be washed, rinsed > and 
sanitise. 

Adequate instruct ions and supervision shall be provided for those 
casBi>ers «ing the priadltive facilitiea. Parsons mentally or 
physically tmfit for such experience should net be so subjected 
and the limitations of each camper must be recognized. 
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PRIMITIVE CAMPING AND OUT-OF-CAMP TRIPS: Staff Qualification^ 
and Ratios (Trip Leaders) 



Colorado 



For any trip out of ca^ (one mile or more from the center of caop), 
the following ehall be required: a) Staff ratio of one adult to ten 
children shall be maintained on trips but at no tlss shall there be 
less than tvo adults accompanying the group; b) The leader(s) shall be 
veil acquainted vlth the area. 

The leadar(s) of out**of-cai|} trips shall know the location of the nearest 
and wst readily available telephone or other means of communication. 



Connecticut 



Trip director to ba an adult with es^erlence or certification In specific 
activity for which trips are conducted • such as Maine Guide License, 
VSIy etc. 



Maine 



Massachitfetts 



Trip camping leader atu>uld be at least 21 years of age, but in no event 
shall be leas than 18 ye«s of age. He should possess expert skills 
in all areas~trlpping, ei^erience as a trip counselor, Judgment and 
le«!ership. 

A minimaa ratio of me staff laember to six (6) campers shall accompany 
campers on trip camping. 

See Program Safety: Supervision of Activities 

Each primitive, short-term groispt travel and trip camp shall have a 
director accompany the casters who shall: 

(1) Possess docxsmited proof of previous experience supervising 
a jrouth group, in similar calling activities; and 

(2) Be at least twenty*-t^ree years old. 

Each primitive, short-term group, travel and trip camp shall have one 
counselor to 10 cai^rs, with a minimum of two counselors. 

See Primitive Cashing and Out-of^-Caiap Trips : General 



New York 



Trip leaders shall accompany all camper groups on trips away from the 
camp; they shall be adult counselors and have participated in at least 
three out-of**camp trips as counselors. Trip leaders on wilderness, 
equestrian, boating and similar specialized activity shall competent 
in the activity. All trip lexers shall be certified by the American 
Red Cross or its equivalent acceptable to the State CoWssloner of 
Health in at least Standard First Aid and Personal Safety or be assisted 
by a certified staff meiaber. A minimum counselor-camper ratio of 1;8 
shall be maintained for all trips; however, golf, bowling and similar 
activities for 15 or less casters may be led by one adult counselor. 



Rhode Island 



See Primitive Cas^sing and Out-^f«*^amp Trips: General 



Texas 



Youth utilizing primitive camps shall be adequate supervised at all times 
by a rssponsible adult \Aio is knowledgeable concerning proper wilderness 
camping techniques. A minlimim of one (1) such supervising adult for each 
ten (10) cacopers shall be maintained. 
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PRIMITIVE CMffING AND OUT-OF-CAIff TRIPS s Parental Conacnt 



ConMctleut Itinerary on fila with nanea of casters , trip director, staff, and signed 

parmisaion for campers. 
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PRIMITIVE CAMPING AND OUT-OF-*CAHP TRIPS: Cttspsites 



D>lay»g< Sm Site «ad F«ellltlM: Shelten for Living and Sleeping — Cancer 

C^e€it7: Cubic Air Space, Floor Space, and Storage Space 

Illioola Shelten— tente or other tea^orary shelters may be accepted at the 

depar^nt's discretion. 



Wisconsin See Primitive Gasping avid Out-of-^asip Trips: General 
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PanttTlVE C4MPINC AND OUT-OF-CAiff TRIPS: Health, First Aid, and Safety 



Tbart ehall be a definite ayetaa of health eqperviaioo of the casspera 
incluaive of such tiae whea caiopers aaay be away from camp on an organized 
outpoat-caa^ing activity. 



See Paraonal Haalth, First Aid, and Medical Services s 
Si^ervision find Qualified Health Supervisor 



Health 



Colorado 



Each caap shall have the following minlBaia First Aid Supplies for 
out-of-caav trips: soap, bandaids. sterile gauze squares, adhesive 
tape, absortent cotton, cotton tipped applicators, tongue depressors, 
bandage scissors, tweezers • 



Connecticut 



Itinerary on file with names of campers, trip director, staff, and 
signed permission for casters. 



See Personal Health, First, and Medical Services: 
Supervision and Qualified Health Supervisor 



Health 



Illxnois 



A primitive camp may have a minimum of one person with a current 
American Red Cross Standard First Aid Certificate, or equivalent, 
present on the preiaises during the operation of the camp. 

Primitive. . a 

CofflBunications— phone and emergency numbers not needed when approved 

by department* 



Indiana 



See Personal Health, First Aid, and Medical Services: First Aid- 
First Aid Supplies 



Maine 



The trip staff merfjers shall know the location of access to medical 
assistance or shall check with forest rangers or other qualified personnel 
in order to ascertain the location of same. 

Caa^ers and staff menijers shall be protected from the elements with 
proper shelters and wear appropriate clothing while trip camping. 

The itinerary for trip camping shall be filed with the Camp Director 
and State Forestry Department. 

First aid supplies shall be taken on all out-of-camp trips. 

Primitive type facilities in association with a camp shall be operated 
so as to fl^ct basic safety and public health requirements. 

Adequate instructions and supervision shall be provided for those 
casters using the prioitive facilities. Persons mentally or physically 
unfit for such experience should not be so subjected and the limitations 
of each cassper imsat be recognized. 



M fssachusetts 



Primltiva, Travel, and Trip Camps shall have at least one individual in 
addition to the health supervisor accompanying the caa^ who is 
adequately trained to render first aid. Said individual shall possess 
at least a certificate of conflation of the Standard First Aid Course 
as presented by the Aatrlcan Red Cross or its equivalent. 

• 
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FRZHITIVB CAMPING AND OCT-OF'-GAIS' TRIPS: Health, 
First Aid, and Safety (contini^d) 



Haaaad3m>€tta 

(ecQtiouad^ 



Eaargancy Procadurea—Prialtlva, Traval mad Trip Caiopst 

(A) Day-to^Day Itinerary 

A day^to«-day itinerary ahall ba aatabXlabad before departure. Each 
parent shall have a copy of the itinerary before departure of 
the camp. 

(B) Sources of Baergeacy Care 

The sources of ^aergency care such as hoipitals , police and park 
patrol, and the nethod of cOMunlcatlng vith them shell be 
identified for each point on the itinerary before departure. 

(C) Contingency Plans 

Contingmey plana for natural dlsastere. loet cashiers, loit svlmoiers, 
lllneseea and injuries ehall be estiri^llsbed and accoopany the 
caop. Staff shall have the ability to carry out these plane. 

See Primitive Caisping and Out-of«-Caiap Trips; General 



Mississipp i 



See Program Safety: Special Progr^n Areas-^-Boating, Canoeing, and 
Fishing 

See Personal Bealth, First Aid, and Medical Services: First Aid~ 
First Aid Supplies 



ffliode Island 



See Primltiw Caisping and Out-of--Camp Trips; General 



Tennessee 



See Personal Health, First Aid, and Medical Services; Health Supervision 

and Qualified Bealth Si^ervisor 

See Personal Health, First Aid, and Medical Services: Arrangements 

for Energency Care (Hospitals, Clinics . » .) 

See Personal Health, First Aid, and Medical Services; Infirmary, 

Emergency Equipment, and Plan for Isolation 

See Personal Bealth, First Aid, and Medical Services: Accident 

and Illness Treatment and Prevention 



Texas 



First aid kits shall be taken on all out-*of'*camp trips. 



Was c Viridnia 



There shall be a definite system of health supervision of the 
campers, including such times when campers are away from casp on 
out-**of^camp activity. 

Sae Personal Health, First Aid, and Medical Services; First Aid- 
First Aid Training and Certification 



Wisconsin 



First aid supplies shall be taken on all out-of^^camp trips. 
See Primitive Camping and Out^of^^Camp Trips : General 
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PRIMITIVE CAMPING iU9D OUT-OF-CAMP TRIPS: Sanitation, Food Supply, 

and Drinking Water 

l"'l l"t. ■■ I - ■ ■■■ 1 1 1.1. I I I ■ ., I ■ ■ P II . lU... , I 

Connecticut Exceptions to subsection 2 at discretion of cotsoissioner of health 

for water supply, toilet facilities, and washing facilities. 



Illinois Primitive casaps to provide for disposal of human excreta in a 

sanitary oanner. 

Washing facilities — 1:10 wash basins, water, and drain* 

Vector control — tents and permanent shelters, such as adirondack shelters, 
pavilions » privies, etc. not si;^ject to screening requireisent. 

Food'-- food service regulations do not apply if individual (s) preparing 
meals away froa permanent, teisporary, or oobile food sarvice- 

See Food Service: Food Service Regulations/Kitchen and Food 
Preparation Areas 



Indiana See Sanitation: Safe Water Supply and Safe Ice Supply 



Maine Primitive campgrounds not provided with privies or other acceptable 

type toilets shall have separate designated areas for each sex for toilet 
use* As a minimum, toilet usage in these campsites shall comprise a 
slit trench with earth backfill. Such toilet areas shall be located 
at least 100 feet from a stream, lake, well, spring, or other water 
supply and at least 50 feet from a camp, tent, or other sleeping or 
housing arrangement. 

Drinking water used on trips away from caasp, shall be known to be safe, 
or made safe before using. Any of the following may be used for water 
purification. Water purified by any of these methods shall stand for 
at least 30 minutes before being used: 

(1) halazone tablets, or equivalent; 

(2) any hypochlorite preparation; 

(3) boiling water for 20 minutes. 

At primitive cmpBf rubbish which is combustible shall be disposed 
of each day by burning. All non- combustible refuse shall be brought 
back to point of departure. 

Hot water for utensil and equipment washing must be made available. 
As a minimum, the utensils and equipment shall be washed, rinsed, 
and sanitised in boiling water. 

Only those foods capable of being maintained in a wholesoc^ condition 
with the equipment available shall be used at a primitive camp. 



Massachusetts Special Provisions for Primitive, Travel and Trip Camps. 

"""" (A) All food taken with the camp, or purchased, or prepared en route 

by campers and/or staff, shall be appropriate to the length and 
type of trip, taking into consideration the lack of refrigeration 
and problems of sanitation that may be eitcotmtared. 
(B) Commercially packaged dry milk products, dry egg products may 
be utilized but consimsed within one hour after being 
reconstituted or shall be discarded. 

See Primitive Camping and Out-of-Camp Trips: General 
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PRIMITIVE CAMPII© AND OUT-OP-CAMP TRIPSj Sanitation, Food Supply, 
and Drinking Water (continued) 



Miaaiasippi 



Sec Sanitation: Bathing » Hondvaahing, and Laundry 
Saa Food Service: Food Service Regulations/Kitchen and Food 
Preparation Areaa 



Ohio 



See Sanitation: Toilet Facilitiee 

See Sanitation: Bathing. Handwashing, and LAundry 

See Sanitation: Safe Water Supply and Safe Ice Supply 



Oreg on 

miode la land 
South Carolina 



See Sanitation: Toilet Facilities 

See Sanitation? Bathing, Handwashing, and Laundry 
See Primitive Caaping and Out-of-Caiap Trips; General 

See Sanitation: Toilet Facilities 

See Sanitations Sewage and Liquid Waste Disposal 



Tennessee 



See Sanitation: 
See Sanitation: 



Toilet Facilitiea 

Safe Water Supply and Safe Ice Supply 



Texas 



Only the foods which can be laaintained in a wholeson^ condition 
with the equipment available shall be used at primitive caaps. 

Hot water and detergent shall be used to wash all food utensils 
after each a^al at primitive can^sites. 

Drinking water used at primitive camps and on hikes and trips away from 
penaanent campsites shall be from a source known to be safe or shall be 
rendered safe before used in a manner approved by the Texas Department 
of Health Resources. 

Primitive campsites which are not provided with approved toilet 
facilities shall have a separate toilet area designated for each sex. 
Slit trenches or cat holes with a readily available supply of clean 
earth backfill or other disposal methods approved in writing by the 
Texas Department of Health Resources shall be utilized for the disposal 
of hman excreta in these areas. Toilet areas shall be located at 
least one hundred and fifty (150) feet from a stream, lake or well, 
and at least seventy-five (75) feet from a campsite, tent, or other 
sleeping or housing facility. 

Solid wastes which are generated in primitive caa^s should be disposed 
of at an approved sanitary landfill or similar disposal facility. 
Where such facilities are not available, solid waste shall be disposed 
of daily by burial under at least two feet of compacted earth cover 
in a location which is not subject to inundation by flooding. 

See Food Service? Food Service Regulations/Kitchen and Food 
Preparation Areas 



Wisconsin 



See Primitive Camping and Out-of-Camp Trips: General 
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Geoeral 

Staff QuAlifications «nd Ratios 

Health, First Aid, and Safety 

Sanitation, Food Supply, and Drinking Water 
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DAY CAMPING: Gcntrml 



Colorado 



ConMctlcttt 



Maing 



MaaaachusettB 



Key Jersey 



Smm Fanoaal HaaXth, First Aid, and Madlcal Sarvicss: Madical Racords~ 
Traatmnt Log, Cas&p Raglater, and Reports (Including Reporting 
Outbraaka of Comunicabla Disaaaa) 



All day caa^s shall cosaply with the preceding casp regulations with 
the following exceptions and/or additiona. There shall be at least one 
adult on duty with evary 15 or fewer children eight years of age and 
over, and one adult on duty with every 12 or fewer children younger 
than ei^t yeara of age. A telephone shall, be available for use 
in tiisa of eaergency. Shelter shall be available at all tiaea. Day 
cmpera shall not be r^uired to praaent a doctor's statement; however « 
a ^noplete aocial and s^cal history including allergies, health 
conditiona and current inoculationa shall be required and kept on file 
at the cas^ite. Staff is^ical ate tenants shall not be required. 

Exceptions to physical exertion where it would create a hardship at 
the discretion of the cossiissioner* Applications to be made in writing 
by caap director 30 days before caa^* 



See Personnel: Counselor's Qualifications and Training 
See Prograa Safety s Special Program Areas-^Swisamlng 
See Sxte and Facilitiea; Shelters for Living and Sleeping-'-Bede » 
Bedding t and Towels 



Special Contingency Flans for Day Cascps. Day cas^ operators shall set 
forth procedures to be followed in dealing with the following contingencies; 

(A) Children who are registered and on the c«np roll but fail 
to arrive for a given day's activities. 

(B) Children who fail to arrive at the point of pickup following 
a given day's activities* 

(C) Children ^o appear at caa^ without having registered 
and without prior notification. 

The operator of a day cac$ shall provide shelter, on-or-of f-site, 
sufficisntly large to house and provide for on-going camp activities. 
The local building inspector shall determine the allowable occupany 
in these buildings* 

See Program Safety: Emergencies and Evacuations — Emergency 

Procedures and Training 
See Program Safety; Emergencies and Evacuations — Emergency 

Communication SysteoM 
See Program Safety: Emergencies and Evacuations-^ Emergency Drills 
See Personal Health, First Aid, and Medical Services J Physical 

Examination and Required Inoculations 
See Sanitation: Insect, Weed, and Rodent Control (Vector Control) 



Unless otherwise specified, all regulations apply to both resident 
and day cat^s. 



Day cae^s shall set forth procedures to be followed in dealing with 
the following contingencies: 

(a) Campers irtu) are registered and on the camp roll but fail to 
arrive for a given day's activities. 

(contlniiNN!) 
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DAY CA!>fiPXNG; General (costinued) 



(ccmtTnued) 



(b) C2iildren who fail to arrive at the point of pickup following a 
given day^s activities. 

(c) Childreu who appear at caop without having regiatered and 
without pt'ior notification* 



Tenneasee 



See Personal Health, First Aid, and Medical Services: Medical Records- 
Treatment Log, Caiap Register, and Reports (Including Reporting 
Outbreaks of Cossnuni cable Disease) 



Virginia 



Day Cajaps— Section 35-54 thrbugh 35-60, Code of Virginia, for Tourist 
Cas^s would apply (copy enclosed)* 



3 
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DAV CAMPING: Staff Qualifications an<« Ratios 



Colcrado 



There shall be at least one adult on duty with every 15 or fever children 
eight years of age and over, and one adult on duty with every 12 or 
fewer childr^i younger than ei^t years of age* 



Connecticut 



One 16 year old to each 9 children, six and under. 
One 16 year old to each 12 children, six and over. 



Maine 



Waterfront director for Day Caosps should be at least 21 years of age, 
but in no event shall be less than 18 years of age. 

See Personnel t Director's Qualifications and Training 



MASsachusettsi 



Each D&y Casnp shall have a camp director on the premises who shall meet 
the following criteria: 

(1) Be at least twenty*^three y&ats of age 

(2) Have had at least 24 weeks of previous experience as part 
of the administrative staff of a recreational cassp for 
children. 

Each day camp shall have: 

<1) One counselor to six campers under age 6. 

(2) One <^unselor to nine ci>^pers ages 6-7. 

(3) One cconselor to twelve campers^ ages eight and over. 

For the purpose of this section, age shall be determined at the start 
of the cas^ session. 



Michigan 
Kew York 



See Primitive Camping and Out-of-Camp Trips 



At a stmaaer day or travel summer day camp, the ratio of adult 
counselors to children eight ^ears of age and over shall be 1:12. 
For children younger than eight, the ratio shall be 1:9 except that 
when children are less than six years of age, the ratio shall be 
1:6; a maximum of 20 percent of the total required counselors may be 
16 years or older* 
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DAY CAKPIKG: (UBspsitu 



Shelter shell be aveilable at all times. 
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ms CAMPING: Health, First Aid, and Safety 



Colorado 



A tel^hone shall be available for use in tiro of emergency. Day 
caapara shall »ot be required to present a doctor*© stat^aent; however, 
a caiq>lete social and medical history including allergies, health 
conditions and current inoculations shall be required and kept on file 
at the caispsite. Staff xoadical statements shall not be required. 



Connecticut 
Indiana 



See Personal Health, First Aid, and Medical Services: Doctor on Call 



Toilet Facilities 
per # of Individuals 
Served 



>!ales 
1/60 



Females 
1/35 



Urinals 
per # of 
Males 



1/60 



Day cas^s shall not be required to provide bathing facilities except 
when such camps utilize a bathing beach, in i^ich case at least one 
operating shower head per sex shall be made available. 



See Personal Health, First Aid, and Medi-al Services: 

and Qualified Health Supervisor 
See Personal Health, First Aid, and Medical Services: 



Health Supervision 



lector on Call 



Kentucky 



See Personal Health, First Aid, and Medical Services: Infirmary, 
Emergency Equipti^t, and Plan for Isolation 

See Personal Health, First Aid, and Medical Services: First Aid- 
First Aid Training and Certification 



Maine 



The on-^site staff for day camps may include a person holding an 
advanced first aid certificate « 



Mtossl:8tiaetts 



See Personal Health, First Aid, and Medical Services: Medical Records — 
Treatment Log, Camp Register, and Reports (Including Reporting 
Outbreaks of Comsiunicable Disease) 

See Personal Health, First Aid, and Medical Services: Physical 
Examination and Required Inoculations 



Michigan 



See Personal Health, First Aid, and Medical Services: Health Supervision 

and Qualified Health Supervisor 
See Personal Health, First Aid, and Medical Services: First Aid — 

First Aid Training and Certification 
See Primitive Casq;>ing and Out-of-Camp Trips: General 



New Jersey 



A camper or staff member at the time of admission to a day camp shall 
submit a written health history which specifies all known physical 
and mental conditions. 



See Personal Health, First Aid, and Medical Services: Infirmary, 
Emergency Equipment, and Plan for Isolation 
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CAY CAMPIHCj Saalt&tion, Food Supply, And Drinking Water 



S«e Sanitation: Toilet Fscllittes 



Connecticut 



Toilet— 1:20. 

I>ay Caops shall collect and store potentially hazardous food in 
appropriate refrigeration facilities 



Illinois 



See Sanitation: Bathing, Handwashing, and Laundry 



Kentucky .; 
Maine 



See SaniUtion: Toilet Facilities 



A ratio of 1 to 25 shall apply to Day Caiaps. Urinals for laales or 
urinals specifically designed for females may be provided in lieu 
of toilet seats but consist of no iwsre than one-third (1/3) of the 



Massachusetts 



See Sanitation: Bathing, Handwashing, and Laundry 

All day caiaps providing one or two meals per day shall serve meals 
that meet one third or two thirds respectively of the ''Recooiaended 
Dietary Allowances" adjusted for age, seK and activity. 

See Sanitation: Bathing, Handwashing, and Laundry 



Michigan 

New Hampshire 

Hew Jersey 



See Sanitation: Toilet Facilities 



See Sanitation: Toilet Facilities 



Day camps shall provide one toilet seat for every 20 persons, or 

if an all male camp, one toilet seat and one urinal or the equivalent 

for every 30 persons. 

See Sanitation: Bathing, Handwashing, and Laundry 



Nev York 



At summer day and traveling suosmer day camps only, the ratio of toilet 
or privy seats per camper may be one for each 30 females and on© 
for each 60 males includitig one urinal for each 60 males. In 
addition, a minimum of one lavatory shall be provided for each 40 
cacQ'ers; showers are not required* 



North Carolina 



One seat is recoiaaended for every 20 occupants except that, in all 
male c«aps with urinals there should be one seat and one urinal 
for every 30 occupants. 



Ohio 



See Sanitation: Safe Water Supply and Safe Ice Supply 



Oregoa 



Day Camps---0ne toilet for every twenty (20) campers or fraction 
thereof. In addition, one urinal shall be provided for every 
thirty (30) male campers. 
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DA¥ CA^£PING: Sanltstion, Food Sl^)plJr, 
and Drinking Water (continued) 



Peanaylvsttia See Sanitation: Toilet Facilities 



South Carelina Toilet facilities for day caops shall be provided in the following ratio: 

Toilets 

Cagpers Men Women Urinals 

1-20 11 1 

21-40 2 2 2 

41-120 3 6 3 

See Sanitation: Toilet racilities 
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TRAVEL CAMPS: General 



Alabama 



Each travel casap shall have each space aad/or site for tents, travel 
tralXera^ truck coach or caisper and tent campers clearly taarked and 
designated. 

In each travel caop, all travel trailers, truck coaches or casapers, 
t«it casters, and tents shall be located at least twenty (20) feet 
apart. 

DoxdJling or allowing swre than one tent, travel trailer, truck coach 
or cmper, and tent caaper per site at the same tiise should be 
prohibited* 



Connecticut 



Delaware 



Nusd)er of 
Spaces or 
Sites 

1-15 
16-30 
31-45 
46-60 
61-80 
81-100 



Toilet 
iiisn Wosaen 



1 
1 

2 
2 
3 
3 



1 
2 
2 
3 
4 
4 



Urinals 
Men 

1 
1 
1 
2 
2 
2 



Lavatories 
Men Won^n 



Bathing 
Facilities 
Men Woisen 



1 
2 
3 
3 
4 
4 



1 

2 
3 
3 
4 
4 



1 
1 
1 
2 
2 
3 



1 
1 
1 
2 
2 
3 



For caape with more than 100 sites or spaces, there shall be provided 
one (1) additional toilet and lavatory for each sex for each additional 
forty (40) sites or spaces. 

See Sanitation: Sewage and Liquid Waste Disposal 

Itinerary on file with names of campers, trip director, staff and 
signed permission for campers by their parents. 

Trip director to be an adult with experience or ceritiflcation in 
specific activity for which trip is conducted, such as Maine Guide 
License, WSI, etc. 

Exceptions to subsectional at discretion of commissioner of health 
for water supply, toilet facilities, and washing facilities. 

The requi resents of Section 10 (Physical examination prior to 
admission) shall not apply to commercial tent camps or travel 
trailer cassps* 

See Site and Facilities; Shelters for Living and Sleeping— 
Camper Capacity: Cubic Air Space, Floor Space, and Storage 
Space 



Indiana 



See Personal Health, First Aid, and Medical Services: First Aid-- 
First Aid Supplies 



Louisiana 



See Sanitation: Toilet Facilities 



IHasaochusetts 



See Primitive Camping and Dut-of-CMp Trips: 
and Safety 

See Primitive Camping and Out^^-^Csarap Trips: 

Supply, and Drilling WAtr^r 
See Primitive CMping and 0ut-x^<4Uii^ Trlpsii Staff Qualifications 

and Rati^# (Trip Leaders) 



Health, First Aid, 

S an i tat ion , Food 
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TB4VEL CAMPS: Gmer«l (continued) 



Michigan 



See Frogrea Safety: Sfieciel Prograa Areas — Swlnsiing 
See Personal Health* First Aid, and Medical Services: 

Su^rvision mxd Qualified Health Supervisor 
See Perscmal Health, First Aid, and Medical Services: 

First Aid Training and Certification 
See Sanitation: Toilet Facilities 



Health 
First Aid- 



New York 



See Day Casping: Staff Qualifications and Hatios 

See Ikiy Caaping: Sanitation, Food Supply, and Drinking Water 



Tennessee 



Bach organised tra^ml cai^ shall have each space snd/or site for 
tents, travel trailers, truck coach or cang>er, and tent campers 
clearly marked and designated. 

In each organised trawl coap, all travel trailers, truck coaches, 
or callers, tent caatpers, and tents shall be located at least 
. fif t'-an (15) feet apart. 

Doubling or allowing laore than one tent, travel trailer, truck coach 

or canper, and tent caaper per site at the same time should be prohibited. 

See Sanitation: Swage and Liquid Waste Disposal 
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LICENSIKC, REGISTRATION, AND PEBMIT REQUIREMENTS 

Following is a list of States which require licenses, permits, 
authorizations or sooe specific approval to operate a camp. 
States that have no cass^ license requiretoents may require 
various licenses or permits under general legislation in the 
areas of sanitation, food service, water supply, etc. Require- 
ments for licensing of medical personnel appears under the 
Personal Health, First Aid and ffedical Services section. 
Requirements for driver licenses appear under Transportation. 
Other licenses and permits, such as boat licenses, should appear 
under related topic categories. 

One state, New York, has registration of out-of-state camps. 

It should be noted that as of December 1978 the law was in court 

on a challenge of validity. 
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LICENSE. REGISTRATIGM, and PERmi REQUIREMENTS: 
Specific to CampB 



Alabama Fr<» and after a date fixed by the State Health Officer, upon official 

notification by said State Health Officer to the probate Judge or other 
licensing official of a county or the officials of a municipal 
corporation that he is in a position to secure the enforceiaent of any 
and all regulations herein adopted, it shall be unalwful for any person 
to operate an organized cas^ in said county less such person possesses 
a valid permit issued by the Health Officer for the operation of such 
camps. 



Arizona The department of health services is authorized and directed to issue 

licenses for the operation of children's camps. No children's camp shall 
be operated without first obtaining such a license. 



California Notice of Intention to Operate. At least thirty (30) days prior to the 

operation of any existing caisp in any calendar year, notice in writing 
shall be sent to the health officer of the city, county, or city and 
county wherein the cainp is located, setting forth the naiae, location 
and mailing address of the person or agency wning the camp, the name 
and address of the person or agency proposing to operate the camp and 
the proposed dates of occupancy during that calendar year. Notice in 
writing shall be sent to the local health officer at least thirty (30) 
days prior to construction of any new camp or of any major expansion 

physical facilities. Heal|:h officers shall acknowledge in writing 
receipt of said notices and shall so notify the State Fire Marshal. 



Colorado Licensing is required for any person caring for one or more unrelated 

children in a location outside that child's or children's home; a 
"icense m^t be obtained for such care in accordance with the provisions 
of Uie Child Care Act (119-8-4, CRS 1963 (1967) Perm. Supp.) as amended). 

Connecticut On and after January 1, 1970, no person shall establish, conduct or 

maintain a youth cmp without a license issued by the state department 
of health* Applications for such license shall be made in writing at 
least thirty days prior to the opening of the youth camp on forms 
provided and in accordance with procedures established by the comaissioner 
of health and shall be accompanied by a fee of one hundred dollars or, 
if the applicant is a nonprofit, nonstock corporation or association, 
twenty-five dollars. All such licenses shall be valid for a period of 
one year from the date of issuance unless surrendered for cancellation 
or suspended or revoked by the commissioner for violation of this 
chapter or any regulations promulgated hereunder and shall be renewable 
upon payment of a one-hundred-dollar license fee or, if the licensee 
is a nonprofit, nonstock corporation or association, a twenty-five- 
dollar license fee. (1969, P. A. 820, S.2.) 



Pcjaware No recreational camp shall be established until legible and detailed 

plans (in duplicate) have been si^smitted to the Division of Sanitary 
Engineering, State Board of Health, Dover, I^laware and have been 
approved in writingt Upon the cotapletion of construction the camp 
shall be inspected by an agent of the State Board of Health to make 
certain that it has been constnicted in accordance with the plans and 
the Rules and Regulations pertaining thereto. No person shall operate 
a recreational caop without a valid permit from the State Board of 
Health. The application for such a permit to operate a recreational 

(continued) 
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LICENSE, REGISTRATION, and PERMIT REqUIREME2^TS 5 
Specific to Casaps (continued) 



Dalwra cas^ ahall be oade dnnually to the State Board of Health on forms 

(continued) provided by the Board. The application shall be made at least thirty 

days prior to the opening date of the cajnp. The permit shall be posted 
conspicuously in the caxap office. Upon violation of any of the Rules 
and Regulations the State Board of Health may revoke such permit following 
reasonable notice to the permit holder. 



Florida Before any person shall either directly or indirectly operate an 

educational or recreational camp, he shall make an application for and 
receive from the Department a valid license for operation of the camp. 



Illinois It shall be unlawful for any person to establish, maintain, conduct 

or operate a youth camp within this State without obtaining a license 
by making application to the Department on a prescribed form. 



No person shall operate a youth camp within the Conmonwealth of Kentucky 
who does not possess a valid permit issued to him without fee by the 
department. Only a person who complies with the requirements of this 
regulation shall be entitled to receive and retain such a permit. 
Permits shall not be transferable from one person to another person or 
place. The permit shall be posted or readily available at every catnp. 
Each permit shall esquire on December 31 next following its date of 
issuance. 



Louisiana Issuance and Revocation of Permit. No person shall operate a can5> in 

Louisiana without a permit to operate. Application must be made 
annually to the State Health Officer for a permit to operate a camp, 
on forms provided for the purpose. Upon receipt of such application, 
inspection shall be made of the catE^j by a duly authorized representative 
of the State Health Officer, and if said inspection indicates 
cou^liance with all of the provisions of these regulations, a permit 
will be issued for the operation of the camp for a period of one year. 
The permit shall be posted conspicuously over the registration desk in 
the office of the camp. 

Should the inspection show failure to maintain the standards of 
sanitation required by this Code or failure to comply with directions 
issi^d by an accredited representative of the State Health Officer 
concerning the improvement of any insanitary condition in connection 
with the camp, the permit may be revoked. 



}i^ixiB No person, corporation, firm or copartnership shall conduct, control, 

manage or operate* for compensation, directly or Indirectly, any 
eating establishment, eating and lodging place, lodging place, 
recreational camp, camping area or mobile home park, unless the sstc 
shall be licensed by the department. Licenses issued must be displayed 
in a place readily visible to customers or other persons using a 
licensed establishtissnt. 



Maryland It shall be unlawful for any person to operate a camp without an 

annual permit issi^d by the Approving Authority- Application for such 
permit shall be i^de in writing on a form and in a manner prescribed 
by the Approving Authority at least thirty (30) days prior to the 
opening of the camp, and in the case of a new camp, or camp to be 
(continued) 
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LICENSE, REGISTRATION, and PEWCT REQUIREMENTS: 
Specific to Cdfiops (contlnu(*d) 



Maryland 
(cOQtinuad) 



naterially altered, enlarged or added to, shall include plans and 
specifications for the proposed caap, alterations, enlargements, or 
additions. Permits shall be non-transferable and shall be posted in a 
conspicuous place. A separate permit shall be required for each camp. 



Massachusetts 



Sanitary Code: Article IV 

No person shall operate a recreational camp for children unless he is 
the holder of a license granted by the board of health in accordance 
with the provisions of Sections 32A and 32B of Chapter 140 of the 
General Lavs. Whoever operates a recreational camp for children without 
such license shall be punished by a fine of not less than ten nor more 
than one hundred dollars in accordance with Section 32E of said Chaprer 
140 of the General Lows. 

Proposed Regulations: 

No person shall operate a recreational camp for children unless he is 
the holder of a license granted by the board of health in accordance 
with the provisions of Section 32A and 32B of Chapter 140 of the 
General Laws. Where several camps may utilize the same campsite each 
camp must have a separate license* 



Michig an 



A person, firm, corporation, association or organisation shall not 
establish a camp unless licensed by the departnient. 



Minnesota 



Requires license to operate* 



Mississip pi 



No person shall establish, promote, conduct, advertise or maintain a 
youth canq) without a license or permit issued by the Board. 

A youth camp as defined in these regulations shall advertise and 
operate only as the type of camp for which it has been licensed. 



Nebraska 



Before any person shall directly or indirectly operate a recreation 
camp he shall make an application to the department and receive a 
valid permit for the operation of such camp. 



Nevada 



The boards of health of health discricts and counties shall issue 
licenses to qualified applicants for the operation of children's 
camps. No children's camp may be operated without first obtaining 
such a license. 



N ew Hampshir e 



Application for annual license shall be made in writing at least 
thirty days prior to the opening of the camp, on the form provided 
by the Commission, and shall be accompanied by the required fee, 
$20.00, payable to the State Treasurer. 



New Jersey 



No youth camp which is now or hereafter shall be established shall be 
operated or conducted, except by authority of a valid certificate of 
approval issued by the comissloner under the rules and regulations 
prescribed by him. Application for the issuance or renewal of 

{continued) 
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LICENSE, REClSTBATIca}, and PEWttT REQUIREMEHTS t 
Specific to Caffips (continued) 



(continued) 



certificate ehell be nede upon a forts prescribed by tht comaiisioner, 
shall set forth the location of the ceap and the operator thereof, and 
shell be accoapanied by a fee to be set in the discretion of the 
cwmissioner but not to exceed $50.00 for day camps and $100,00 for 
resident camps which fee shall be returned if the application is denied, 



New York 



No person shall operate a children's camp, or cause or allow the sane 
to be operated, without a permit frou; the permit issuing official. 



North Carolina 



Ohio 



Oregon 



Pennsylvania 



No person shall operate a sunwer camp within Che State of North Carolina 
who does not possess an unrevoked permit from the Department of Human 
Resources. No permit to operate shall be issued tmtil an inspection 
by a sanitarian shows that the establishment cotaplies with these rules 
and regulations. Permits issued to one person are not transferable to 
others. 

NOTE: If camp food service is pro^^ided by a caterer, the over-all 
responsiblity for food service sanitation remains with the camp 
management. 

No person shall operate or maintain a camp unless the applicable 
provisions of regulations HE-25-01 to HE-2r»-43, inclusive, of the Ohio 
Sanitary Code have been met and unless written authorization for the 
operation of the camp has been received from the board of health having 
Jurisdiction • Such written authorization shall be obtained for each 
calendar year prior to opening the camp for the calendar year for which 
application is made. 

Each operator shall designate on an easily discernible sign at the 
entrance to the camp the type of cats^ operated; i.e., day camp, primitive 
day camp, family camp A, family camp B, primitive family camp, resident 
camp, or cottage complex camp. 

No person shall operate, manage or maintain any organisational camp 
without first: 

(1) Making application for the certificate of sanitation; 

(2) Paying the certificate of sanitation application fee; and 

(3) Securing a certificate of sanitation from the issuing authority. 

Registration; Fees and Terms, (a) No person, organization or political 
subdivision shall conduct, control, manage or operate any camp for 
children, youth or adults in Pennsylvania without first registering the 
camp with the Department of Health. 

(b) The registration fee ehall be ten dollars ($10), annually. Only 
one registration shall be required of persons, organizations 

or political subdivisions, which operate more than one organized 
camp in this CoBisonwealth. 

(c) All fees collected under the provisions of this act shall be paid 
into the State Treasury. 

No person shall operate at any place within the Coiaaonwealth. and no 
person shall permit to be operated on his premises within the 
Cojmaonwealth, any organized caa^ or campground unless the operator 
or owner is in possession of a valid permit from the Department. Such 
permit shall be in addition to the registration requirements of 
Organized Camps under the Act 497. 



ERLC 



462 



LICENSE, REGISTRATION, imd PE8MIT REQUIREMENTS: 
Specific to Camps (continued) 



Itooto Iiland Chapter 2>21, General Laws of 1956, provides that no person shall 

oaintaln within this state any cas^, bathing resort, or amisement 
place imtil such person shall have obtained a license therefor froo 
the Rhode Island Departmnt of Health* Application for a license must 
be made on a fona provided by the departxaent and the completed form 
submitted at least 30 days prior to contemplated opening date. If a 
caap, bathing resort, or asaxsemnt place is found to coc^ily with the 
provisions of Chapter 23-21, General Lws of 1956, as amended, and 
these regulations, the department shall issue a license upon receipc 
of 9 fee of $20.00. All licenses shall expire on Deceiver 31st of the 
year issued unless sooner suspended or revoked for violation of the 
provisions of this chapter or the regulations adopted in accordance 
therewith. 



South Carolina No person shall conduct, operate or maintain a resident camp or camp- 

ground In which spaces are provided, on either a fee or non-^fee basis, 
in South Carolina without first applying for and receiving a valid 
permit from the Board of Health for the operation of a specific type of 
camp* 



Tennessee No place or site within any political subdivision of the state of 

Tennessee shall be established or maintained by any person as an 
organized camp unless he holds a valid permit issued by the commissioner 
or public health officer in the name of such person for the specific 
organized camp. 



Texas Section 2.04. (a) Every person operating a youth camp in Texas on 

the effective date of this Act, shall apply for and obtain a license 
for each youth camp. Such application shall be on a form provided 
by the department and shall be submitted in full not later than 
May 1, 1974. After submission such persons may continue operating tjntil 
and unleaa the application is rejected by the department. 

(b) Any person who, after the effective date of this Act, desires to 
operate a youth can^ required to be licensed under this Act shall 
apply for and obtain a license l)efore commencing operations. 

(c) Upon receiving applications, the department shall conduct an 
inspection of applicant's facilities, operations and premises and 
then shall isst^ serially nun^ered licenses to all applicants 

who operate a youth can^ in accord with the provisions of this Act 
and any rules and regulations promulgated under this Act, 
id) The fee for licensing under this Act shall be five dollars ($5) 
and shall be submitted with the application. 



Vermont No attempt has been made to establish any licensing procedure at State 

level, but local authorities are urged to adopt such a procedure through 
appropriate ordinance and to make these regulations a condition of 
licensure. 

A person shall not operate or maintain a hotel, inn, restaurant, tourist 
camp, or any other place in which food is prepared and served, or lodgings 
provided or furnished to the transient traveling or vacationing public, 
unless he shall have first obtained and holds from the department a 
license authorizing such operation. The secretary may prescribe rules 
or conditions within which he may issue a teo^orary license for a period 
not to exceed 60 days. The license shall state the rules or conditions 
under which it is issued. However, nothing herein shall apply to any 
person who occasionally prepares and serves is^als or provides occasional 
(continued) 
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LICENSE, REGISTRATION, and PEfQ«IT REQUIREMENTS: 
Specific to Caaps (continued) 



V«naont 
(continued) 

Virninia 

Washins^ton 
Wes^t Virginia 

Wisconsin 



lodgings. The license shall be displayed in such a way as to be easily 
viewed by the patrons. 

It shall be unlawful for any person to operate, or to cause or penait 
to be operated on land owned or leased by hiia, any simmer camp on or 
after July fifteenth, nineteen hundred and forty, unless there be 
first obtained by the person who shall operate such camp a permit 
therefor, as hereinafter provided. 

Every owner shall mke an annual application to the health officer for 
the registration of his camp at least 30 days prior to the day it is 
to be opened for uset 

No persons directly or indirectly shall conduct, control, manage, 
operate or maintain an organized camp In the State of West Virginia 
without first making an application for, and receiving, a valid permit 
from the Health Officer for operation of said organized camp. 



Before being opened for public use each recreational and educational 
camp as defined in section H75.02 (2), Wisconsin Administrative Code, 
shall be licensed by the department or a local governmental entity. 
Application for licensure by the department shall be made on forms 
provided by the department. 
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LICENSE^ REGISTRATION, and PERMIT REQUIREMENTS 
Registration of Out-of-State Camps 



SSL2££ii "Children's cajsp" or "caap'* for the purpose of this article means any 

children s overnight ca^^ as defined in section thirteen hundred ninety* 
one of this chapter, children's sujomer day camp as defined in section 
thirteen hundred ninety-six of this chapter and children's travelling 
suxsaer day casip as defined in section thirteen hundred ninety-nine-b 
of this chapter which is located without the state and engages in any 
pi&lic solicitations, for deposits for, or contracts for the purpose 
of enrolli^nts, or accepts or makes any contract of enrollnaent for any 
child residing in the state. 

*T)isclo8ure stateaent" meanL a written statement submitted initially 
and/or amended annually containing such information as the commissioner 
by regulation may require on forms to be prescribed by the commissioner. 
In developing such disclosure statements, the cosamissioner shall require 
any person, firm, corporation, or association operating such camp to 
disclose information including but not be limited to the following: 
(1) name and mailing address of such camp; (2) form of the business 
organization and principal owners, officers or directors; (3) naote, 
address and state of incorporation, if applicable, of the owner of 
such cax^; (4) financial stability statcaaents; (5) the political sub- 
division ^n which such cang> is located and the location of the 
property widiin that subdivision; (6) physical features of the caa^ 
including a map of the cao^ and such photographs as the commissioner 
may require; (7) provisions for sanitary and disposal facilities and 
water supply; (8) staffing ratios; (9) living and sleeping quarters; 
(10) food service facilities; (11) recreational quarters and 
facilities and occupancy limits; (12) insurance coverage including 
names and addresses of carriers; (13) es^rgi^ncy health services; (14) 
medical services; (15) results of inspections by local or state health 
and safety officials within the past eighteen months; and (16) any 
other information which the coamiissioner de^as necessary. 

No children's camp shall engage in any public solicitation for applica- 
tions, for deposits for, or contracts for the purpose of enrollment, 
or advertise or cause to be advertised within the state, or otherwise 
solicit enrollments, or accept or make any contract of enrollment for 
any child residing in the state for any children's cac^ located without 
the state unless prior to such solicitation, advertisement, or 
acceptance of a contract or deposit for the purpose of enrollment 
there shall have been filed annually with the department of health 
a disclosure statement and a short form disclosure statement as 
defined in section fourteen hundred of this article. The commissioner 
may make provisions for anjended disclosure statements. 

Upon filing the disclosure statement with the departimint, the fee shall 
be fifty dollars, except that no fee shall be charged in the case of 
camps operated by a person, firm, corporation or association for 
charitable, philanthropic, or religious purposes. 
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ENFORCEMENT 



Following is a list of the agencies which are responsible for 
adainisteriag the laws and regulations. In most cases these are 
the agencies which have written the regulations. When States 
indicated that there were no Isvb specifically applicable to 
caiaps, an enforcement agency was not indicated, although the 
agency sjost likely concerned with this area can be found in the 
liaison list following this secticm. 

Also in this section following the enforcement agencies' listing 
are listed the conditions warranting ininediate closure or license 
reiBoval . 
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ENFOaCEMENT: Bnforceiaait Agencies 



Alabama 

Alaska 

Arizona 

Arkaaaaa 

California 

Colorado 

Connecticut 

Delaware 

Florida 

IlUnola 

Indiana 



Alabama State Board of Health and County Health Officers 



Oepartiaent of Health and Social Services 



Arizona Departiaent of Health Services 



Arkansas State Board of Health 



State Department of Public Health/California regional water quality 
control boards/State Fire Marshall/State Water Resources Control Board 



Department of Social Services — Division of Public Welfare 



State Department of Health 



Board of Health, State of Delaware 



Department of Health and Rehabilitative Services 



Illinois Departsient of Public Health, Division of Sanitation 



Indiana State Board of Health 



Kentucky 

loulsianj^ 

Maine 

Maryland 

Massachusetts 

Michigan 

Minnesota 

Mississippi 

tfontma 

Nebraska 



Department of Human Resources, Bureau of Health Services 



Louisiana Health and Human Resources Administration, Division of Health 



Department of Health and Welfare 



Maryland State Department of Health and Mental Hygiene 



The Commonwealth of Massachusetts Department of Public Health 



State of Michigan Department of Social Services 



Minnesota Department of Health 



State Board of Health 



Montana State Department of Health and Environmental Sciences 



Department of Health, State of Nebraska 
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SNFORCENQIT: Bnforceoent AgendeB (continued) 



Nevada 



Boards of Health of Health Districts and Counties 



New Haggshire 
New Jersey 
Nev Meacico 
Ney York 
North Carolina 



Water Supply and Pollution Control Comisslon 



State of Nev Jersey Department of Health 



Environment Department, Environmental Improven^nt Division 



State of Nev York Department of Health 



Departiaent of Bumn Resources, Division of Health Services 



Ohio 



Board of Health of the city or general health district, or the authority 
having the duties of a board of health in city as authorized by 
section 3709*05 of The Revised Code. 



Oklahoma 



Departn^nt of Health 



Oregon 

Pennsylvania 
Rhode Island 



Departiaent of Human Resources, Health Division 



Department of Health 



Rhode Island Department of Health 



South Carolina 



South Carolina State Board of Health 



South Dakota 



Department of Health, He&lth Services Division 



Tennessee 



Texas 



Tennessee Department of Public Health 



Texas Department of Health Resources, State Board of Health 



Utah 



Utah State Division of Health 



Veraont 

Virginia 

Washinj^ton 



State Board of Health 



State Health Department, Board of Health, Commonvealth of Virginia 



State of Washington Department of Social and Health Services, Health 
Services Division 



West Virginia 



West Virginia State Board of Health 
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ENFORCEMENT; Baforcement Agencies (continued) 
Departtaent of Health and Social Services, Division of Health 

Department of Health and Social Services, Environmental Surveillance 
and Control Services 
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ENFORCEMENT; C«iditloa» VarrftOting Ijamedlate Closure or Licenie Removal 



In the event of an outbreak of a highly infectious disease in any camp, 

such place or places shall upon the order of the Health Officer be 

IfiMdlately closed to the public. 

^ . When suspicion arises as to the possibility of transmission of infection 

froa any restaurant eoployee the Cowdssioner of Health and Social 

Service is authorised to require any or all of the following oeasuress 

1) the imaediate exclusion of the ejaployee froa all restaurants; 

2) the Iraaediste closing of the restaurant concerned until no further 
dangsr of disease outbreak exists, in the opinion of the Coiroissioner 
of Health «Jid Social Services; 3) adequate aedical examination cf the 
eiaployee and of his associates, with such laboratory exaiainations as 
say be indicated. 



When information as to the possibility of disease transmission is 
presented to the local health officer, he shall investigate conditions 
and take appropriate action* The health officer may, after investigation 
and for reasonable cause, require any or all of the following measures: 

The immediate exclusion of any person by the health officer. 

The immediate closing of the camp, or the cassp kitchen, until no further 
danger of disease out* reak exists in the opinion of the health officer. 

Adequate s^dical examination of person or persons with such i.aboratory 
examinations as may be indicated; or should such examination be 
refused, then the iimaediate exclusion of the refusing person or persons 
from the casnp until an adequate medical or laboratory examination shows 
that he is not affected with or a carrier of any disease in a communicable 
fona. 



Colorado 



When a law enforcement agency reports one charge of child abuse or 
neglect, it shall be deemed a consistent violation of the ninimum rules 
and regulations and this charge shall be grounds for summary suspension 
of the license in accordance with articles IS, 3-^16-3 (4) C.R,S, 1963, 
as asmnded. 



New York 



Control of infectious essployees. When suspicion arises as to the 
possibility of trmismission of infection from any .employee, the licensor 
shall be authorized to require any or all of the following measures: 

(1) The immediate exclusion of the employee from the eating or drinking 

place* * 

(2) The immediate closing of the eating or drinking place concerned 
until, in the opinion of the licensor, no further danger of disease 
outbreaks exists. 

(3) Restriction of the services of the ea^Jloyee to some area ot worR 
where there would be no danger of transmitting disease. 

(4) Adequate medical examinations of the employee and of his associates, 
with such laboratory examinations as may be necessary. 



Tennessee 



In the event of an outbreak of a highly infectious disease in any 
organized camp, such place or places shall upon the order of the 
Public Health Officer be iiaaediately closed to the public. 
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ENFOKCEN^T: Ck>iuiltlons Warranting Igmdiate Closure 
or License Reooval (continued) 



W&ghinjj ^ton Where a condition exists, which in the opinion of the health officer 

is a >riol&tion of these regulations or a menace to health » he may order 
the owner to close such caxap until such tis^ as the health officer may 
direct. 
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LIAISON LIST 



Maury Kslly, S«filtatlAn 
Departmat of Public Health 
Divlaiosi of luapactioa 
329 State Office Building 
MontgoTCry, Alabasa 36104 

PTS OP: 534-77(K) 
COW!: 205—832-3175 



David C. Wiggins, Director 
Environaiental Health Services Division 
State I^partsent of Health 
79 Elm Street 

Hartford, Connecticut 06115 

FTS DIRECT: 641-5646 
com: 203—566-2195 



John R. Kuhn, Chief 
Section of Envlroofflental Health 
Departnent of Health and Social Services 
Juneau, Alaska 99801 

FTS OP: 399-0150 
CXm: 907—586-6371 



John Beck, Chief 
Bureau of Sanitation 
State Health Department 
1740 Vest Adaoa 
Rooa 212 

Phoenix, Arizona 85007 

FTS DIRECT: 765-1160 
(X»1M: 602—255-1160 



Larry Nipper, Director 

Division of Vector Control and Recreation 

Bureau of Consuraer Protection Services 

ArkansAS Departiaent of Health 

4815 Weat Markhata 

Little Rock, Arkansas 72201 

PTS OP: 740-5011 
Omi: 501—378-7518 



Stewrt Richardson, Jr., Chief 
Sanitary Services Section 
State Department of Public Health 
744 P Street 
Room 118 

Sacrasiento, California 95814 

FTS DIRECT: 552-2040 
COMM: 916—322-2040 



Mrs. Elisabeth Kester 
Licensing Actolnistrator 
Department of Social Services 
1575 Sharaian Street 
Denver, Colorado 80203 

FTS OP: 327-0111 
CCm; 303—892-3361 



C. A, Hatfield, Jr., Prograia Director 
Office of Institutional and General 

Sanitation 
Board of Health 
Cooper Building 
Dover, Delaware 19901 

rrt OP: 487-6011 
COMM: 302~678"^731 



A. W« Morrison, Jr., R.S., Administrator 
Depart^nt of Health and Rehabilitative 

Services 
Division of Health 
1323 Winewood Boulevard 
Tallahassee, Florida 32301 

FTS OP: 946-2011 
COMM: 904—488-3153 



Lovett Fletcher 

Environmental Engineer 

General Sanitation Unit 

Georgia Department of Human Resources 

47 Trinity Avenue 

Room 306-H 

Atlanta, Georgia 30334 

FTS OP: 285-0111 
OJMM: 404—656-^871 



George Yuen 
Director of Health 
Hawaii Department of Health 
Box 3378 

Hom)lulu, Hawaii 96801 

FTS OP: 556-0220 
CXDMM: 808--548-6505 
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Mil ton C, Klein, Director 

Depareoecit of Health and Welfare 

Statehouse 

Boise, Idaho 83720 

m direct: 554-2336 
com: 208—384-2336 



Bobert Flygare 

Enviroxuaental Control Engineer 
Diviai<Ki of Sanitation 
State Health Departswnt 
535 V«8t Jefferson Street 
Springfield, Illinois 62761 

FTS OP: 955-42(K) 
corns 217---782-4674 



J. C. Watson, Chief 
Sanitation Services Section 
Health Services and Environn^ntal 

Quality Office 
Eox 60630 

New Orleans, Louisiana 70160 

FTS OP: 682-2611 
COMM: 504—568-5180 



Donald Hoxie, Director 
Division of Health Planning 
Department of Health and Welfare 
State House 
Augusta, Maine 04330 

FTS OP: 833-6171 
COMM: 207—289-3826 



John Satrom, Chief 
General Sanitation Division 
State Board of Health 
1330 West Michigan Street 
Indianapolis. Indiana 47206 

FTS DIRECT: 336-4393 
CWM: 317—633-0175 



Robert Myers 

Health Engineering Division 
General Health Services 
State Departtaent of Health 
Lucas State Office Building 
Des Moines, Iowa 50319 

FTS OP: 862-4000 
COMM: 515—281-4935 



Judith A. Lewis 

Recreational f^anitation Section 
Division of General Sanitation 
a;iviron»ental Health Administration 
Department of Health and Mental Hygiene 
201 West Preston Street 
Baltimore, Maryland 21201 

nS DIRECT: 932-6665 
com: 301—383-6665 



Howard S. Wensley 
Director of Regional Operations 
600 Washington Street 
Boston, Massachusetts 02111 



COMM: 617—727-2660 



C. R. Dennon 

Recreational Sanitation Section 

State Department of Health and Environment 

Forbes Field 

Topeka, Kansas 66620 

FTS OP: 752^2911 
com: 913—862-9360 



James M. Feehery 

Program Manager 

Children's Camps 

Departi^nt of Social Services 

300 South Capital 

Lansing, Michigan 48926 

FTS DP: 374-1910 
COMM: 517—373-0697 



Don Dixon, Branch Manager 
Environmental Sanitation Branch 
Health Services Building 
Room 207 

275 East Main Street 
Frankfort, Kentucky 40601 

FTS DIRECT: 351-4856 
(Xm: 502—564-4856 



Charles Schneider 
Section Chief 

Environmental Field Services 
Minnesota Department of Health 
717 Delaware Street, S.E* 
Minneapolis, Minnesota 5:>440 

FTS DIRECT : 776-5335 
COMM: 612—296-5324 
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Jane C. Stanton 
Health Educator 
Stata Board of Education 
2423 North State Street 
Box 1700 

Jackson* Mississippi 3920S 

FTS OP: 490-4211 
COMM: 601— .154--6680 



Ervin P. Gadd, Director 
Bureau of Coomunlty Sanitation 
Diviaion of Health 
Broadway State Office Building 
Box 570 

Jefferson City, Missouri 65101 

FTS OP: 758-7212 
WMM; 314—751-3696 



Warren Rednor, Director 
Consuoer Health Services 
State Health Department 
1911 Princeton Avenue 
Trenton, Nev Jersey 08648 

FTS DIRECT? 477-6806 
COMM: 609—392-1180 



Steve Borland 

Environmental Program Manager 
Vector Control 

Environmental Improvement Agency 
Box 2348 

Santa Fe, New Mexico 87501 

FTS DIRECT: 476--5271 
a)MM: 505—827-5271 



Janes Peterson 

Consulting Sanitarian 

Food and Consumer Safety Bureau 

Department of Health and Environmental 

Services 
Helena, Montana 59601 

FTS DIRECT: 587-2408 
OXMM: 406-^449^2408 



Fred H. Jolly, Director 

Division of Housing and Environmental Health 

Department of Health 

301 Centennial Mall South, 3rd Floor 

P. 0. Box 95007 

Lincoln, Nebraska 68508 

FTS DIRECT: 867-2541 
COMM: 402—471-2541 



Gene Clock 
Division Director 

Environmental Health — Washoe County 
District Health Department 
560 Mill Street 
Reno, Nevada 89502 

FTS OP: 470-5911 
COMM; 702—785-4227 



Stev^ Leavenwrth, Chief 

Dl^vislon of Water Supply and Distribution 

105 Loudon Road 

Concord, New Hampshire 03301 

FTS DIRECT: 842-2513 
a)HW: 603—271-2513 



Howard B. Gates, III 

New York State Department of Health 

E^lre State Parkway 

Room 438 

Albany, New York 12237 

FTS DIRECT: 564-3765 
a)MM: 518—474-3765 



Stacy Covil, Head 
Sanitation Branch 
Sanitary Engineering Section 
Division of Health Services 
Department of Human Resources 
Box 2091 

Raleigh, North Carolina 27602 

FTS OP: 629-2111 
COMM: 919—733-2261 



T, N. Tangedahl 
Executive Director 
Social Services Board 
State Capital, 5th Floor 
Bismarck, North Dakota 58505 

FTS OP: 783-4011 
COMM: 701—224-2310 



Timothy Horgan 
Sanltarlan-ln-Charge 
Recreation Sanitation Unit 
246 North High Street 
Colua^us, Ohio 43215 

FTS DIRECT: 942-5190 
COMM: 614—466-5190 
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John H. Arttstroog 
M{»arCBiei&t of Sanitation Services 
State i>i{»artMat o£ Haalth 
N.E, 10th "uid Stonewall 
Oklahoaa City, Oklahoma 73105 

FTS OPs 736-4011 
(Xmi 405—271-5217 



JiM F. Adaas 
Program Manager 

Bacraation and touaing Section 
State Haalth Divlaion 
720 State Office Building 
1400 S*V. Sth Avenue 
Portland, Oregon 97201 

FTS OP: 424-5700 
aa«; 503—229-5954 



THoaaa J. Sabatino, Chief 
Recreation Facilities 
Department of Envlronssental Resources 
Box 216;^ 

Harrlsburg, Pennaylvanla 17120 

FTS DIRECT; 637-2450 
ami 717—787-2450 



Hre« Irla Rodrigues 
Ayudante Eapaclal 
Secretarla Auillar da Servicios a la Famll 
Departoent de Servicios Sociales 
Apartado 11398 
Santurce, Puerto Rico 00910 

FTS CPs 967-1221 
aWK: 809—723-212? 



Frederick A. Sllno 
^Assistant Director 
Conauaer Protection Services 
203 Cannon Health Building 
75 Davis Street 

Providence, Rhode Island 02908 

»TS OP; 838-1000 
00»!: 401—227-2834 



P. M. Cooper, Director 

Bureau of EnvirooMntal Sanitation 

Department of Health and Environmental 

Control 
2600 Bull Street 
Colwbla, South Carolina 29201 

FTS OP: 677-5011 
a)MM: 803—758-5417 
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Howard Hutchings, Director 

Sanitation and Safety Program 

Department of Health 

Joe Foes Building 

Pierre, South Dakota 57501 

FTS OP: 782-7000 
OTMM: 605—224-3141 



Jack Crabtree, Supervisor 

Housing Institution and Recreation Section 

360 Capitol Hill Building 

7th Avenue North 

Naahville, Tennessee 37219 

FTS DIRECT: 853-1614 
COMM: 615—741-1614 



Jiimy D. Dickens, Director 
General Sanitation Division 
Enviroisaental and Consumer Health 

Protection 
Texas Department of Health 
1100 West 49th Street 
Austin, Texas 78756 

FTS OP: 734-5011 
COMM: 512—458-7111 



Marvin R. Raid, Chief 
General Sanitation Section 
State Division of Health 
44 Medical Drive 
Salt Lake City, Utah 84113 

FTS DIRECT: 588-5500 
COhW: 801—533-6163 



Joan Haslett Bouffard, Chief 
Food and Lodging 

Division of Environmental Health 
60 Main Street 
Burlington, Vermont 05401 

FTS OP: 832-6501 
COMM: e02— 862-5701 



Eugene T, Goode, Director 
Bureau of Environmental Health 
State Health Department 
Room 522 

109 Governor Street 
Richmond, Virginia 23219 

FT^ DIRECT; 936-3559 
com: 804—786-3559 



Carl Sagerser 

Advisory Saaiurian 

Rouslog and Racreaclon Unit 

Departs^t of Social aad Health Services 

Box 1788. 

Olywpia, Washington 98S04 

FTS DIRECTi 434-5961 
com: 206— -753-5961 



Greg Vander Velden, Chief 

Section of Platting, Recreation and 

Environmental Services 
Division of Health 
Box 309 

Madison, Wisconsin 53701 

FTS DIRECT; 366-1941 
COKM: 608--266--1941 



A. L. Lively, Chief 

General Environmental and Food Control 

Section 
State Health Department 
Oiarleston, West Virginia 25305 

FTS DIRECT: 885-2981 
a»CM: 304—348-2981 



Robert L. Coffman, Chief 
Environmental Surveillance and Control 
Services 

Division of Health and Medical Services 
Hathaway Building 
Cheyenne, Wyoming 82002 

FTS DIRECT: 328-9358 
a?MM: 307—777-7358 
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INDEX OF STATES 



ALABAMA 

ALASKA 

ARIZONA 

ARiCANSAS 

CALIFORNIA 
COLORADO 

CONNECTICUT 

DELAWARE 

FLORIDA 

CEORGIA 
HAWAII 
IDAHO 
ILLINOIS 

INDIANA 

IOWA 

KANSAS 

KENTUCKY 



11,33,38,40,42,44,53,57,58,65,72,77,79,93.96,99,105,110,114,116, 
123, 125, 127, 132, 142, 147, 161, 170, 174, 177, 178,192. 204, 216, 224. 230, 
232, 236, 245, 253, 259, 282, 294, 304, 319. 327, 330, J54, 365, 431, 438, 445, 
459,469,472 

11,33,38,44,53,123,132,161,174,178,192,216,224,232,245,259,282, 
294,304,319,330,354,365,375,379,387,393,397,410,411,469,472 

11,33,38,45,53,61,69,116,121,123,125,127,132,142,147,174,178,204, 
232,260,283,294,304,319,327,331,354,375,379,397,410,411,459,469 

12,33,65,69,105,110,114,116,121,123,127,133,142,147,150,161,174, 
178,192,202,204,216,224,232,236,245,260,283,294,304,319,327,331, 
354,411,469 

12,27,29,31,33,38,39,40,42,44,53,57,64,65,69,72,79,105,110,114, 
116,121,123,127,133,147,161,170,174,177,178,192,202,204,216,224, 
236,245,260,283,294,304,319,332,354,365,379,397,411,431,459,469, 
472 

13,27,29,31,33,38,39,40,42,46,51,53,56,58,61,62,64,65,69,72,77, 

78,79,89,93,96,99,101,105,110,116,123,125,127,133,142,147,150, 

154,157,170,179,192,207,208,224,230,236,245,251,252,261,283,327, 

334,355,366,375,387,390,398,412,421,422,424,425,426,431,435,438, 

445,447,448,449,459,469,472 

13,27,29,31,34,38,39,40,42,45,46,53,61,62,65,69,78,79,89,93,96, 
99, 105, 110, 113, 114, 116, 128, 134, 142, 14;, 150, 154, 174, 179, 193, 209, 
236,245,252,261,283,295,30^,319,335,355,366,380,393,419,435,436, 
438 , 440 , 445 ,447 ,449 ,450 , 455 , 459 , 469 

14,34,42,116,123,128,134,147,150,170,174,209,216,224,236,245,261, 
283 , 295 , 305 , 319 , 335 , 355 , 366 , 437 , 455 , 459 , 469 

14,34,53,61,105,123.128.134,162,170,174,193,209,216,224,230,232, 
261 , 283 , 295 , 305 , 319 , 335 , 355 , 366 , 380 , 460 , 469 



29,40,42,52,53,57,61,62,65,69,72,79,89,105,117,128,135,147,150, 

157,162,170,174,179,193,202,209,217,225,230,232,236,245,253,262, 

284,295,306,320,327,336,355,366,431,437,438,440,450,460,469 

15,34,42,53,58,61,62,66,69,72,77,79,93,97,105,110,128,135,150, 

162,170,174,180,194,209,217,225,240,245,1^3,262,285,296,307,320, 

327,338,356,367,421,427,438,440,449,455,469 



15,34,40,42,54,61,62,66,69,72,79,89,105,110,121,128,135,147,150, 
154,157,163,175,180,194,209,217,233,240,246,253,263,285,296,307, 
332 , 338, 356 ,367 ,449 ,450 ,460 ,469 




LOUISIANA 



16,34,46,66,135,163,171.175,177,180,194,217,233.265,285,296,307, 
32 1 , 327 , 335 , 356 , 367 , 427 , 455 , 460 , 469 



MAINE 

MARYLAND 
MASSACHUSETTS 

MICHIGAN 

MINNESOT A 
MISSISSIPPI 

MISSOURI 
NEBRASKA 
NEVADA 

NEW HAMPSHIRE 
NEW JERSEY 

NEW MEXICO 
NEW YORK 



16,27.29,31.34,38,39,40.42,54,57,62,66,70,72,78,79,89,93.97,99, 
101,105,110,114,121,125,128.135,151,154,157,163,171.175,181,194, 
210,218,226,230,233.240,246,251,252,265,285.296,308,321,339.356, 
36 7 . 387 , 41 9 , 42 1 , 435 , 438 , 440 . 445 , 44 7 , 449 , 450 , 460 , 469 

16,42,66,70.106.110,142,157,175,181,194,218,226,240,246,266.285, 
297.308,321,327,340,356.367,380,398,460,469 

16,27,29,31,35,38,39,40,42,44,51,52,54,56,58,62,64,66,70,72,77, 

78,79,89,93,97,99,101,106,110,113,117,121,123,124,125,128,136, 

142,147,151,154,171,175,177,181,194,202,210,218,226.230,233,240, 

246,251,252,266,286,297,308,321,340,356,368,380,390,419,422,424, 

425,427,431,435,438,440,445,447,449,450,455,461,469 

17,27,29,31,35,38,40,42,45,46,51.54,56,58,66,73,77,78,79,89,94, 
97,99,101,106,110,113,114,117,125,129,137,142,147,151,157,164, 
171,175,182,195,202,210,219,226,230,233,242,246,254,266,286,298, 
309, 322, 328, 3'40, 357, 368, 375. 380, 387, 391, 393, 412, 419, 422, 424, 425, 
431,447,449,450,456,461,469 

18,35,42,54,66,70,73,82,94,106,111,117,121,123,129,137,142,148, 
151,157,164,171,183,195,212,219,226,230,242,246,252,267,286,298, 
309, 328 , 341 , 357 , 368 , 375 , 380 , 387 , 393 , 398, 412 , 461 , 469 

18,27.29,31,35,38,39.40,42.46,52,54,57,58,61,62,64,66,70,73,77, 

78,82,89,94,97,99,101,106,114,117,121,125,137,148,151,154,157, 

164,183,195,202,212,219,226,230,242,246,251,252,254,267,286,298, 

309,322,328,341,357,368,419,421,422,424,425,427,432,439,441,461, 

469 



469 

18, 35, 41, 54, 66, 73, 83, 91,')'., Ill, 124, 129, 137, 142, 151, 155, 157, 165, 
171,175,183,197.214,220,2.6,230,246,252.268.287,298,310,322,328. 
341 , 358 , 369 , 375 , 380, 387 , 392 , 393, 399 , 410, 461 , 469 

18, 70, 175, 197, 268, 28/, 298, 322, 342, 358, 381, 400, 461,471 

18.36.41,42,52,57,62,66,70.83,106,111,113,117,124,12^,1 i8,142, 

148,151,165,171.175,184,197,220,226.242,246,268,287,298,322,328. 

342,358,369,375,381,387,392,393.412,420,432.450,461,470 

19,27.30,31,38,39,41,43,46,51,54,56,59,64.67,70.73,77,78,83,91, 
94,97,100,107,111,113.114,119,121,125,129,138,146,148,152,156, 
157,165,171,175,184,197,202,214,220,227,230,243,247,255,269,287, 
298,310,323,328,343,358,360,375,388,392,420,424,42 3,426,432,445, 
449,450,461,470 

343,470 

19, 27, 30, 32, 36, 38, 39, 'a. 43, 44, 46, 54, 57, 59, 64, 67. 71, 73, 84, 92, 94, 
97,100.108,113,114,119,121,124,125,130,138,146,148,152,155,156, 
165, 171, 175, 184, 198, ?02, 214, 220, 227, 230, 234, 243, 247, 251, 252, 269, 
288,299,310.323,328,344,358,369,375,381,383,392, 394,400,412,420, 
421,423,424,425,426,427,432,435,447,450,456,461,465,470,472 



mwrn CAHOLINA 

NORTH SAKOTA 
OHIO 

0KLAH{»1A 
ORECON 

PENNSYLVANIA 
RHODE ISLAND 

SOOTH CAROLINA 

SOUTH DAKOTA 
TENNESSEE 

TE XAS 

UTAH 
VERMONT 
VIRGINIA 
WASHINGTON 
WEST VIRGINIA 

WISCONSIN 
WYOMING 



19, 36, 71, 78, lOS, 119, 122, 124, 138, 146, 148, 152, 165, 172, 175, 185, 198, 
214,220,227,230,234,243.247,255,269,288,299,310,323,328,345,358, 
369 , 376 , 381 , 388, 394, 402 ,413,450 ,462 ,470 



20,36,44,57,61,62,67,71,74,85,92,95,120,124,130,139,152,166,172, 
176,177,186,198,214,227,234,270,288,299,311,324,328,345,359,441, 
450,462,470 

470 

20,30,41,59,61,62,67,71,74,85,92,95,97,122,124,126,130,152,157, 

186,198,203,214,221,228,248,270,288,299,312,324,329,346,359,369, 

376,382,388,395,402,410,413,427,432,441,445,450,462,470 

21,71,74,152,166,187,198,214,248,270,289,300.312,324,346.360,370, 
451,462.470 

21,36,43,52,55,60,62,68,71,74,85,108,111,113,120,122,124,130,139, 

148,152,155,166,187,199,215,221,228,231,234,243,248,271,289,300, 

312,324,346,360,370,376,432,435,439,441,463,470 

21,30,37,41,43,55,63,71,75,77,86,95,97,108,120,122,130,139,148, 

152,167,172,176,188,199,215,221,228,234,243,248,272,289,300,313, 

324,329,347,360,371,427,433,441,451,463,470 

21,470 

22,37,38,41,44,55,60,63,68,75,77,86,92,95,97,100,108,111,114,124, 
126,130,139,146,148,167,172,176,177,188,199.215,221.229.231,234. 
244 , 248, 255 , 273 , 290 , 301 , 314 , 325 , 329 , 348 , 360 , 371 , 376 , 382 , 395 , 404 , 
410,413,433,439,441,446,456,463,470.472 

22.27,30,32,37,38,39,41,43,45,47,55,60,63,68,75,77,78,86,92,95, 
98,100,108,111,113,114,126,130,140,146,148,152,155,157,168,172, 
189,199,203,215,221,229,231,234,251,252,255,276,315,325.329,349, 
360,371,420,421.423,425,433,435,439,441,463,470 

22, 37, 168, 172, 176, 199, 2 15, 229, 235, 249, 276, 29 1,301A, 315, 325, 349, 
360,371,404,470 

22, 75, 124, 189, 200, 215, 222, 235, 277, 291, 301A, 315, 325, 329, 350, 361, 
371,377,383,388,395,404,410,414,463,470 

23,37,140,168,172,176,191,249,278,292,302,316,325,351,361,373, 
378 , 385 , 388 , 40? . 41 5 , 446 , 464 , 4 70 

23,32,37,38,71,146,172,176,191,200,222,229,235,244,249,255,2 78, 
292,302,316,326,329,351,361,373,464,470,473 

23,37,41,43,44,55,60,63,68,71,75,77,87,95,98,109,111,115,120,124, 
131,140,146,148,153,157,168,173,176,191,200,215,222,229 ?35,244, 
249,255,279,292.302,317,326,329,352,361,373,389,439 70 

23,28,30,37,39,41,43,45,55,57,68,71,76,87,92,95,109,111,115,120, 
122,124,126,131,141,146,149,153,155,157,176,191,201,229,231,235, 
244,250,252,281,293,303,318,326,353,362,373,378,385,389,396,408, 
410,415,433,437,439,441,464,471 

471 



HEGI(^ I 

Donald Hoxie, Director 
Division of Health Engineering 
Departn^nt of Human Services 
State House 
Augusta^ ME 0A333 

FTS: 868-3826 

COMM; (207) 289-3826 

Joan Haslett Bouffard 
Food and Lodging 

Division of Environmental Health 
60 Main Street 
Burlington, VT 05401 

FTS OP: 832-6501 
COMM: (802) 862-5701 

Steve Leavenworth, Chief 
Division of Water Supply 
105 Loudon Road 
Concord, NH 03301 

FTS: 842-3139 

COMM: (003) 271-3139 

Howard Wens ley 

Department of Public Health 

Room 770 

600 Washington Street 
Boston, MA 02111 

COMM: (617) 72 7-2660 

David C. Wiggin», Director 
Environmental Health Services Division 
State Department of Health 
79 Elm Street 
Hartford, CT 06115 

FTS: 641-5646 

COMM: (203) 566-4080 

Frederick A. Siino 
Assistant Director 
Consumer Protection Services 
203 Cannon Health Building 
75 Davis Street 
Providence, RI 02908 

FTS OP: 838-1000 
CCm: (401) 277-2834 
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REGION II 

Howard B. Gates, III 

New York State Department of Health 

Empire State Plaza 

Room 438 

Albany. NY 12237 

FTS: 564-3765 

CC^: (518) 474-3765 

Dr, Warren Rednor, Director 
Consumer He 1th Services 
State Health Department 
1911 Princeton Avenue 
Trenton, NJ 08648 

FTS: 477-6806 

COMM: (609) 392-1180 

Mrs. Iris Rodrigues 
Ayudante Especial 

Secretaria Auiliar de Servicios a la Familia 
Department de Servicios Sociales 
Apartado 11398 
Santurce, PR 00910 

FTS: 967-1221 

COMM; (809) 723-2127 

REGION III 

Thomas J. Sabatino, Chief 
Recreation Facilities 
Department of Environmental Resources 
Box 2063 

Harrisburg, PA 17120 

FTS: 637-2450 

COMM: (717) 787-2450 

C, A. Hatfield, Jr., Program Director 

Office of Institutional and General Sanitation 

Division of Public Health 

Cooper Building 

Dover, DE 19901 

FTS: 487-6011 

COMM: (302) 678-4731 

Judy Lewis, Sanitarian 
Division of General Sanitation 
Environmental Health Administration 
Department of Health and Mental Hygiene 
201 W, Preston Street 
Baltimore, MD 21201 

FTS: 932-6665 

COMM: (301) 383-6665 



Eugene T, Goode, Director 
Bureau of Environxaental Health 
State Health Departtoent 
Room 322 

109 Governor Street 
Richmond, VA 23219 

FTS: 936-3559 

(X)MM: (804) 786-3559 

A. Lively, Diief Project Officer 

General Environmental & Food Control Section 

State Health Department 

1800 Washington Street 

Charleston. WV 25305 

FTS: 885-2981 

Cmi: (304) 348-2981 

REGIOK IV 

Don Dixon, Branch Manager 
Enviroomentdl Sanitation Branch 
Health Services Building, Room 207 
275 E. Main Street 
Frankfort, KY 40601 

FTS: 351-4856 

COMM: (502) 564-4856 

Jerry Dennis, Supervisor 

Housing Institution & Recreation Section 

360 Capitol Hill Building 

Nashville, TN 37219 

iTTS: 853-1614 

COMM: (615) 741-1614 

Stacy Covil, Head 
Sanitation Branch 
Sanitary Engineering Section 
Division of Health Services 
Department of Human Resources 
Box 2091 

Raleigh, NC 27602 

FTS: 629-2111 

COMM: (919) 733-2261 

P. M. Cooper 

Bureau of Environmental Sanitation 
Department of Health & Environmental Control 
2600 Bull Street 
Columbia, SC 29201 

FTS: 677-5011 

COMM: (803) 758-5417 



Lovett Fletcher, Environmental Engineer 

Environmental Services Unit 

Georgia Department of Human Resources 

618 Ponce de Leon Avenue 

Atlanta, GA 30308 

FTS: 285-0111 

COMM: (404) 894-3388 

A. W. Morrison, Jr., R, S. 
Administrator 

Environmental Health Program 

Departti^nt of Health & Rehabilitative Services 
1323 Winewood Blvd 
Tallahassee, FL 32301 

FTS: 946-2011 

OOMM: (904) 488-3153 

Maury B. Kelly, Sanitarian 
Department of Public Health 
DivisicKi of Inspection, Room 329 
State Office Building 
Montgomery, AL 36130 

FTS: 229-1000 

COMM: (205) 832-3175 

Jane Stanton, Health Educator 
Bureau of Family Health Services 
State Board of Education 
Box 1700 

Jackson, MS 39205 

FTS: 490-4211 

com: (601) 354-6680 

REGION V 

Timothy Horgan, Sanitarian-in-Charge 
Recreation Sanitation Unit 
246 N. High Street 
Columbus, OH 43215 

FTS: 942-5190 

COMM: (614) 466-5190 

James M» Feehery, Program Manager 
Children's Caraps 

Michigan Department of Social Services 
Box 30037 

Lansing, MI 48909 

FTS: 374-1910 

COMM: (517) 373-0697 
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Mr. Jon Satrom, Chief 
General Sanitation Secticm 
1330 W. Michigan Street 
Indianapolis. IN 47206 

FTS: 336-0175 
CCm: (317) 633--0175 

Robert Flygare 

Environmental Control Engineer 
Division of Sanitation 
State Health Departinent 
535 W, Jefferson Street 
Springfield, IL 62761 

FTS: 956-4674 
a)m: (217) 782-4674 

Greg VanderVeldtjn, Chief 
Section of Platting, Recreation and 

Environmet.tal Services 
Division of Health 
Box i09 

Madison, WI 53701 

FTS: 366-1941 
OOMM: (608) 266-1941 

Diaries Schneider^ Section Chief 
Environmental Field Services 
Divisi(»i of Environmental Health 
State Health department 
717 Delaware Street, S, %, 
Minneapolis y MN 55440 

FTS: 776-5335 
COMM: • (612) 296-'5324 

REGION VI 

Larry Nipper, Director 

Division of Vector Control and Recreation 
Arkansas Department of Health 
Bureau of Public Health Engineering 
48 IS Markham 
Little Rock, AR 72021 

FTS: 740-5011 
COMM: (501) 378-7518 

Jp C* Watson, Chief 
Sanitarian Services Section 
Health Services & Environmental Quality Office 
Box 60630 

New Orleans, LA 70 160 

FTS: 682-2611 

COMM: (504) 568-5180 



John Armstrong 

Environisjental Protection Service 
State Department of Health 
N. E. 10th and Stonewall 
Oklahoma City, OK 73105 

FTS: 736-4011 

CWM: (405) 271-5217 

Roy G. Burton, General Sanitation Division 
Environmental & Consumer Health Protection 
Texas Department of Health 
1100 W. 49th Street 
Austin, TX 78756 

FTS: 734-^5011 

COMM: (512) 458-7521 

Jon Thompson, Environmental Manager 
Environmental Improvement Division 
BoK 968 

Crown Building 
Santa Fe, NM 87503 

FTS: 476-5271 

CC^t (505) 827-5271 

REGION VII 

Robert Myers, Health Engineering Division 
General Health Services 
State Department of Health 
Lucas State Office Building 
Ites Moines, lA 50319 

FTS: 841-4935 

COMM: (515) 281-4935 

Erwin P. Gadd, Director 
Bureau of Cotamunity Sanitation 
Division of Health 
Boradway State Office Building 
Box 570 

Jefferson City, MO 65101 

FTS: 758-7212 

CX}MM: (314) 751-3696 

Fred H. Jolly, Director 

Division of Housing & Environtuental Health 
Department of Health 
P.O. Box 95007 

301 Centennial Mall South, 3rd Floor 
Lincoln, NB 68508 

FTS: 541-2541 

COMM: (402) 471-2541 
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C* R. Dennon 

Recreaticmal Satiitatioo Sectim 

State Departo^nt of Health & Environment 

Forbes Field 

Topeka. KS 66620 

FTS; 752-2911 

COMM: (913) 862-9160 

REGICa^ VIII 

Jasoes Peterson^ Coa«iulting Sanitarian 

Food & Conaumer Safety Bureau 

Departc^nt of Health & Environc^ntal Sciences 

Kftlena, MT 59601 

FTS: 587-2408 

CC»1M: (406) 449-2408 

T, N. Tangedahl, Executive Director 
Social Service Board 
State Capital, 15th Floor 
Bismarck. ND 58505 

FTS: 783-4011 

COMM: (701) 224-2310 

Howard Hutchings, Director 
Sanitation & Safety Program 
Departiaent of Health 
Joe Fo88 Building 
Pierre, SD 57501 

FTS: 782-7000 

COMMi (605) 733-3141 

Robert Coffman, Chief 

Environmental Surveillance & Control Services 
Division of Health L Medical Services 
Roots 468» Hathisway Building 
Cheyenne, WY 82002 

FTS: 328-9957 

COMM: (307) 777-7957 

Mervin R. Reid, Director 

Bureau of Sanitation 

State Division of Health 

150 W. North Temple, Room 430 

P. 0, Box 2500 

Salt Lake City, UT 84110 

FTS: 588-5500 

COMM: (801) 533-6163 



Mrs, Elizabeth Kester 
Licensing Administrator 
Department of Social Services 
1575 Sherman Street 
Denver, CO 80203 

FTS; 234-3131 

COMM: (303) 839-3361 

0, J, Wiemann 
Consumer Protection 
State Health i>ep8rtment 
4210 E. 11th Avenue 
Denver, (X) 80220 

FTS: 234-3131 

COMM: (303) 320-8333 

Stevarc Richardson, Jr,, Chief 

Local Environo^ental Health Programs Section 

State Department Health Services 

744 P Street 

Sacramento, CA 95814 

Fl'S: 552-2040 

COMM: (916) 322-2040 

REGION IX 

Gene Clock, Divisfon Dirtctor 

Consumer Health Services 

Washoe County District Health Department 

Wells Avenue & 9th Street 

Reno, NV 89520 

FTS: 470-5911 

com- (702) 785-4290 

John 3eck, Chief 
Bureau of Sanitation 
State Health Departnrnt 
411 N. 24th Street 
Phoenix, AZ 85008 

FTS: 765-1160 

COMM: (602) 255-1160 

George Yuen, Director of Healch 
Hawaii Department of Health 
Box 3378 

Honolulu, HI 96801 

FTS: 556-0220 

COMM: (808) 548~650'> 
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REGION X 



Carl Sagerser 
Advisory Sanitarian 
Food & Housing Section 

Department of Social and Health Services 
Mail Stop LD-11 
Olympia, WA 98504 

FTS: 434-5961 

COMM: (206) 753-5961 

Jim F. Adams, Program Manager 
Recreation & Housing SecticMi 
State Health Division, Room 720 
State Office Building 
1400 S.W. 5th Avenue 
Portland, OR 97201 

FTS: 424-5954 

COMM: (503) 229--5954 

Milton G, Klein, Director 
Department of Health & Welfare 
700 W, Statehouse 
Bois^*, ID 83720 

FTS: 554-2336 

COMM: (208) 384-2336 

Chief, Section of Environcsental Health 
Department of Health & Social Services 
Juneau, AK 99801 

FTS: 399-0150 

COMM: (907) 586-6371 



* TTiis list of individuals has been updated as of February 1979 to reflect changes in 
personnel, addresses, agencies and telephone nuinbers. The persons on this uft are 
not necessarily the same as those contac^ed during the survey of lows and reguLtIL 
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